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INTRODUCTION. 


These  records  have  grown  from  a  small  beginning.  If  I  had 
known,  when  I  commenced  them,  what  a  tax  it  would  have  become, 
I  am  afraid  that  I  would  never  have  undertaken  them. 

Among  my  earliest  recollections  was  that  of  seeing  my  father 
looking  at  the  thermometer.  He  never  recorded  his  observations. 
Neither  did  I  until  June,  1847,  when  I  began  keeping  a  daily 
journal.  In  this  I  used  to  record  only  the  extremes  of  heat  and 
cold,  and  remarkable  changes  in  the  weather.  I  continued  this 
until  December,  1851,  when  my  father  commenced  recording  and 
which  he  continued  more  fully  than  I  had  done  until  March,  1855. 
I  then  continued,  only  recording  the  extremes  as  before,  until  Janu- 
ary, 1857,  when  I  purchased  a  little  volume,  32  mo.,  published  by 
Mason  Brothers,  called  the  "  New  York  Almanac  and  Weather 
Book."  The  meteorological  records  in  this  book  were  supplied  by 
Mr.  E.  Meriam,  of  Brooklyn.  The  calendar  was  interleaved  with 
ruled  pages  to  keep  a  record  for  the  current  year.  Here  I  com- 
menced keeping  a  daily  record  on  January  8th,  1857. 

During  all  this  time  the  observations  had  been  made  from  a 
London  thermometer  of  the  ordinary  kind,  but  on  February  1, 
1857,  I  bought  two  of  Gr.  Tagliabue's  self-registering  thermometers 
of  Rutherford's  invention.  After  two  years  of  publication  this 
handy  little  volume  of  Mason's  (price  25  cents,)  failed  for  want  of 
support.  I  then  kept  my  records  on  sheets  of  note  paper  and  pasted 
them  in  the  American  Almanac,  12  mo.  In  1861  this  publica- 
tion failed  for  want  of  support.  I  then  had  a  book  made  of  large 
quarto  size,  and  on  April  1 ,  1862,  commenced  a  fuller  record  which  I 
have  kept  up  until  this  date,  including  observations  of  the  rain-fall. 

In  May,  1862,  I  broke    my  maximum   thermometer,  and  I   then 
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iv  Introduction. 

bought  two  of  James  Green's  self-registering  thermometers,  and  I 
have  used  his  instruments  ever  since. 

My  rain-gauge  is  five  inches  in  diameter,  and  is  the  one  recom- 
mended by  the  Smithsonian  Institute.  It  is  placed  four  feet  from  the 
ground  with  no  obstruction  near  it.  Light  falls  of  snow  I  always 
melted  and  recorded  in  the  column  of  "Rain  and  Melted  Snow," 
and  I  only  recorded  the  depth  of  snow  by  actual  measurement, 
whenever  it  overflowed  the  gauge,  and  I  always  measured  it  with 
the  ordinary  rule.  In  the  yearly  amount  of  rain  and  snow  I 
estimate  1.00  inch  of  snow  to  0.10  of  an  inch  of  rain.  Any  fall 
of  rain  or  snow  less  than  0.01  is  not  recorded. 

My  thermometers  are  placed  in  the  alley  on  the  west  side  of  my 
house,  and  are  five  feet  from  the  ground  and  protected  from  the  sun 
and  all  reflection  and  from  the  rain  and  snow,  and  detached  from  the 
building. 

I  do  not  offer  this  volume  to  the  public  for  criticism.  I 
simply  call  it  a  Weather  Record.  I  have  kept  the  record  merely 
for  pleasure  and  personal  satisfaction,  and  it  has  finally  grown  into 
this  volume,  and,  thinking  it  might  interest  my  townsmen,  and 
lead  some  one  to  improve  on  it,  I  have  printed  it  at  my  own  ex- 
pense to  be  given  to  my  friends  and  such  of  my  acquaintances  as 
may  wish  to  preserve  it.  I  say  this  to  disarm  any  criticism  on 
what  some  might  consider  egotistical  in  the  above  remarks,  and  to 
stop  any  fault-finding  that  I  had  not  made  a  complete  meteorolog- 
ical record.  To  have  done  this  would  have  required  too  much 
labor  and  too  much  time.  Let  anyone  undertake  it  and  lie  will  see 
for  himself. 

I  did  not  sit  up  o'  nights  as  a  general  thing,  but  went  to  bed 
;it  11  p.m.  and  got  up  7  a.m.,  and  my  "remarks"  generally  cover 
the  hours  from  7  a.m.  to  1 1  P.M.,  but  if  I  was  awakened  by  a 
shower  in  the  night  I  would  note  the  time. 

The  (inly  originality  ahout  this  book  is  that  after  I  used  Mr.. 
Meriam's  blanks  for  the  first  two  years,  every  form  since  used  is 
my  own  anil  although  not  scientific  is  still  satisfactory  to  the 
ordinary  observer. 

Jamaky  1st,  1873. 
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P.  S. — From  the  above  date  it  will  be  seen  that  I  contemplated 
printing  my  records  at  the  end  of  the  year  1872,  but  for  some- 
reason  or  other  it  was  not  done,  and  my  daily  observations  of  the 
temperature  now  extend  from  January,  1857,  to  April  30,  1890, 
— 33&  years;  and  the  rain-fall  from  January,  1854,  to  March,  1862, 
— 8  years,  from  the  records  of  Prof.  Gfeorge  H.  Cook,  Rutgers 
College;  and  my  own  records  from  April,  1862,  to  December,  1889, 
28  years :  making  altogether  36  years. 

For  easy  reference,  tables  of  maximum  and  minimum  tempera- 
tures for  every  month,  and  the  rain-fall  for  every  month  will  be 
found  at  the  end  of  the  volume. 

The  average  rain-fall  for  33  years,  1854-1886,  was  45.95  inches; 
but  the  great  rains  of  1887,  1888  and  1889  have  increased  the 
average  of  36  years  to  46.82  inches. 

The  rain-fall  for  1887  was  51.84  inches;  for  1888,  59.00  inches, 
and  for  1889,  was  61.30  inches. 

I  would  finally  say  that  my  thermometers  and  rain-gauge  are  in 
the  same  location  they  were  placed  when  I  commenced  my  obser- 
vations. 

The  brick  part  of  my  house  where  this  record  was  kept,  on  the 
northwest  corner  of  George  and  Church  streets,  was  built  by  my 
father,  P.  Spader,  in  1816,  and  I  was  born  in  it  on  December  1st,, 
1829. 

In  my  last  monthly  report  (for  April)  in  the  "Fredonian,"  I  made 
the  following  remarks,  viz  :  "I  am  compelled  to  stop  these  reports  by 
failing  sight,  but  they  will  be  continued  by  younger  hands." 

I  have  given  my  instruments  to  my  young  friend,  Charles  V. 
Meyers  of  Bayard  street,  who  takes  great  interest  in  the  matter,  is 
thoroughly  competent  for  the  work  and  will  continue  the  monthly 
reports. 

He  has  a  much  better  exposure  for  the  instruments  than  I  had, 
and,  therefore,  the  maximum  record  will  be  somewhat  higher,  and 
the  minimum  will.be  somewhat  lower  than  my  record  has  been. 

P..  VANDERBILT  SPADER. 
May  1,  1890.. 
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Thermometer. 

REMARKS. 

£ 

7  A.  M. 

12  if.   3  p.  it. 

1847 

June 

September  — 
November  — 

December — 

April 

Mav     - 
June 

January .- 

June  -     

April 

May 

June        _    _ 

December  -  - 

January 

April  - 

May 

July 

24 
25 
26 
28 
2-5 
29 
30 

\t 

I 

16 
17 

3 
10 
11 
23 

6 
28 
20 
21 
30 
31 

1 
20 
28 

82 
88 
95 
94 
86 

20 
14 



70 

76 
90 
100 
100 

1848 



Snow  9  A.  M.  to  12  M. 

1849 

10 
0 

-  4 

96 

1850 

85 
90 
93 

S  p.  M.  80° ;  6:30  P.  M.  45°. 

17 
17 

17 

L851 

88 
94 
96 
97 
96 

■September-. 
December  -  _ 

lalinan 
it 

11 
12 
13 

14 
16 
17 
18 
1!) 
24 
26 
27 
28 
29 
13 
11 
18 

19 
20 
21 
22 
23 

60 

1852 

13 

8 

8 
14 

7 

10 
-  11 

"12" 
17 

12 

10 

-  2 

2 

8 
8 

15 

13 
18 
22 
18 
15 
15 
34 
44 

Snow  storm. 

('oldest  for  many  years. 

Raining. 

55°  change  since  27th. 

Snow  all  day.  Mercury  stationary 

3 

12 
5 
16 
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Month. 

Thermometer. 

REMARKS. 

03 

7  A.  M 

12  M. 

3  P.  M 

1852 

January 

February — 

March    .  _ 

April - 
May  - 

June  - 

July 

August-- 

October 

January 

February — 

March    .     _ 
A  pril  _ 
May-_ 

24 
25 
19 

20 

14 

17 

5  &6 

6 

7 

8 

10 
25 
15 

16 

17 

7 

8 

9-12 

21 

22 

15 

16 

7 

8 

16 
17 
18 
26 
27 
28 
15 
20 
21 
15 
24 
16 
17 
18 

19 

20 

6 

. 

40 

-  8 

Northern  lights  (brilliant). 
Whole  month  cold,  mercury 
frequently  below  10°. 

68 

76 
80 
80 
80 
86 
90 

95 
90 

" 

June  10th,  gas  first  lighted  in 
stores  and  dwellings  and  a  few 
street  lamps. 

June  11th,  all  street  lamps  light- 
ed. 

90 

86-89 

92 

95 

87 

87 
80 
80 
10 

Aug.  10th,'gas  first  in  street  lamps 
at  city  expense. 

1853 

16 
12 
16 

20 
12 
14 
16 
18 
26 
17 

12 

16 

80 
84 
84 

70 

and  shower  in  the  night. 

48 
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REMARKS. 

Year 
Mon 

7  A.  M. 

12  M.    3  P    M. 

1853 

May 

29 
15 
16 

17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
30 

9 
31 
10 
11- 
12 
13 
14 
5 
6 

17 
18 
19 
20 
21 
22 
23 
28 
29 

3 
22 
23 
24 
25 
28 
29 
30 

2 

4 
0 



..... 

82 
84 
85 

From  this  date   to  July 
to  87° 

Snow — a  difference  of  42c 

'    . 

" 

87 
82 
88 
92 
95 
95 
91 
81 
76 
56 
89 

90 
88 
92 
9) 
94 
93 
93 
87 
90 
88 
76 
80 
82 



84 

8th  80° 

Julv 

August 

September.. 



~82~~ 

TW.oiv.V,o>. 

20 

18 
24 
24 
20 
13 
2 
13 
19 

January 

'  17" 

1854 

13 

18 
10 
21 

"       -- 



February 

00 



"Ji" 

17 
14 
20 
14 

„ 

" 

.      30 

'< 





Weather  Record  for  New  Brunswick,  N.  J. 

1854- 


Thermometer. 


1854  ' February _- 


March 


7  p.  M.   12  m.  3  p, 


June 


July. 


29 
30 

1 

2 

3 

4 

5 

6 

7 

8 

9 
10 
11-17 
18 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 


19         22 
April  ...      -    14-17 


Severe  snow  storm. 
Snow  drifted  very  much. 


1st  to  17th  pleasant,  18th  gets 
colder  and  a  difference  of  54° 
between  17th  and  19th. 

Over  2  ft.  of  snow.  Commenced  5 
p.  M.on  Apr.  14th  and  continued 
till  8  A.  M.  on  15th — the  rest  of 
15th  and  16th  it  rained  and 
snowed  alternately,  and  on  16th 
at  1  p.  m.  commenced  snowing 
and  continued  uninterruptedly 
till  8  A.  M.  on  17th,  Friday  to 
Monday.  The  "oldest  inhabi- 
tants" do  not  recollect  a  storm 
like   this  at  this  season   of  the 


and  above  every  day. 


Weather  Record  for  New  Brunswick,  N.  J. 
1854-1856. 


REMARKS. 


92      Hottest  morning  this  summer. 

88 

92 

87    No  rain  in  3  weeks. 
99 

84      Difference  of  29° 
95      Fine  showers. 
90 
90 
85 


Never  has  been  so  low  all  day  in 
my  recollection. 

Snowed  all  day  after  11  A.  M. 

Snowed  till  5  P.  M. 

January  remarkable  for  cold  and 
quantity  of  snow.  Dec.  28th  5 
inches  fell,  partly  unshed  away 
by  rain  Jan.  2nd  and  3rd.  On 
the  5th  snow  fell  about  20 
inches  on  a  level.  On  the  12th 
4  inches  partly  washed  away  by 
rain.  On  27th  and  28th  7  inches 
more,  and  more  yet  at  the 
end  of  the  month— (i  weeks  of 
the  linest  sleighing.  Accord- 
ing to  "Newark  Daily  Adver- 
tiser," it  snowed  in  8  days  33 
inches  falling.  Average  tem- 
perature 21.1" 
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Thermometer. 


7  A.  M.    12  M.    3  P.  M. 


January 


1 
2 
3 

S    4 


9 
10 

S  11 
12 
13 
14 
15 
16 
17 

S  IS 

19 

20 
21 

;   22 

;     23 

24 

IS  25 
j     26 

\  27 
28 
29 

i  30 
31 


I Snow. 

Snow. 


1      (1  p.  M.  0)  snow  from  noon    18th. 

until  noon  19th  drifted  several 

feet  in  depth. 

12 

21 

34 

10 


11     16  P.  M.  13°,  wind  southwest.. 


IS 

37  Rain. 

35  Snow. 

35  iSnow. 


35      Snow  and  rain. 


12 
13 
14 

S  15 
16 
17 
18 
19 
20 
21 

S  22 
23 
24 
25 
20 
27 
28 
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13} 

27 

33 

35 

37  i 

48 

45 

44} 

34 

34 

32 

34 

39 

52} 

37 

26 

28.1 


Thermometer. 

Weather. 

S 
O 

0 

J3 
S 

Morning. 

Afternoon. 

REMARKS. 

s    1 

2 
3 

4 
5 
6 
7 
S    8 
9 

10 
11 

33} 

17 
10} 
17} 
35} 
34 
36} 
45} 
25 
20} 
8 

40} 

22 

24 

38} 

39} 

46 

48} 

60 

30} 

34} 

21} 

Clear 

Cloudy 

Clear 

Cloudy    ... 

Rainy 

Clear. 

Clear.-   -     - 

Cloudy 

Clear   

Cloudy    

Rainy  —  -- 
Clear-     

On  Feb.  1,  1857,  I  commenced  us- 
ing G.  Tagliabue's  self-register- 
ing thermometer. 

28 

40 

45} 

52} 

63} 

59} 

60} 

65} 

37 

49 

48 

54 

65 

65} 

40} 

36 

41 


Rain Rain  - 

Clear Clear . 

Rainy "     . 

Foggy '•     . 


Clear   - 

Rainy ' 

Clear Cle: 


Rainy 


Cloudy  . 

Clear  — 

'loinly 

I  Clear - 


snow 
Clear 
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March,    1857. 


jThermometei'. 


Weather. 


REMARKS. 


Morning.    '    Afternoon. 


S  1 
2 
3 
4 
5 

7 

:S    8. 

9 

10 
11 
12 
13 
14 
S  15 
16 
17 
;1S 

a  9 
20 
21 

:S  22 
23 
24 

25 
26 
27 
28 
S  29 
30 
31 


321; 
17-V 

m 

19 
251 
37  J 
26 
18 
21 
191 
15 
24 
16 
27  i 
32 
351 
37 
391 
501 
-34 
■361 
391 
38£ 
39 
44 
321 
331 
36.1 
371 
40 
40.1 


43 

20 

27 

373 

44 

41 

29 

321 

361; 

29 

38 

31 

321 

40 

46 

491 

52 

611 

55 

481 

551 

55 

451 

53 

50 

43$ 

49 

451 

51 

53 

58 


Cloudy 
Snow  _  _ 
Clear  — 


Cloudy jCommenced  snowing  8  p.  m. 

"       ,'Continued  snowing  till  2  p.  m. 

Clear 


Kain 
Clear 


Cloudy Snow 

Clear !Clear  _- 

Cloudy -;Cloudy 

Clear Clear -_ 

"     Cloudy 

Snow Clear.. 

Clear "     __ 

Cloudy "     _. 

Clear i     "     . 

Cloudy "     __ 

Rain ;Rain  ._ 

Clear ,Clear  .  -. 


Commenced  snowine  11a.  m. 
Snow  6  to  9  p.  M. 


Cloudy jCloudy.  .. 


Clear Clear  ._ 

"     Cloudv- 
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Thermometer. 

Weather. 

P 

Lowest. 
Highest. 

Morning. 

Afternoon. 

REMARKS. 

4 

S    5 

6 

.     7 

8 

9 

10 

11 

S  12 

13 

14 

15 
16 
17 
18 

S  19 
20 
21 
22 
23 
24 
25 

S  26 
27 
28 
28 
30 


45 

17 

23 

30 

431 

55 

27 

32 

37 

40 

42 

47 

38* 

39 

39 

34 

331 

35 

37.] 

37 

38 

361 

372 

431 

41 

381 

47 

45 

43 

391 


501 

32 

42 

57 

651 

62 

39 

50 

52 

53 

58 

51 

49 

48 

501 

47 

45 

51* 

45 

45 

42 

50 

55 

54 

59 

571 

60J 

60 

57 

581 


Cloudy [Rain 

Clear Clear 


Cloudy  -  . 

Rain 

Clear—. 


Cloudy . 
!  Clear  — 
[Rain  _.. 
Cloudy  . 
Rain  __ 
Clear  - 


Cloudy 

Rain 


Clear . 
Rain  - 

Clear 


Cloudy 

Rain  &  Snow 
Clear 


Cloudy 
Clear  — 
Rain  -- 
Clear  -  - 


Clear. 


Cloudy  . 
Clear-- 


9 

S  10 
11 
12 
13 
14 
15 
16 

S  17 
18 
19 
20 
21 
22 
23 

S  24 
25 
26 
27 
2S 
29 
30 

S31 


Weather  Record  for  New  Brunswick,  N.  J. 

May,  1857. 


11 


Thermometer.! 

*J      \ 

o> 

w 

Weather. 


49 

48 

49 

421 

43} 

43 

52 

50} 

50 

48 

42} 

44} 

42 

46} 


Morning. 


39} 

56 

47 

60 

55i 

65} 

50} 

61} 

55} 

70 

53} 

61} 

49 

65 

Clear. - 
Rain  - 
Clear  - 
Rain  - 


Clear  - 
Rain  - 
Clomh 


68 

72} 

77} 

55} 

59 

66 

55 

56 

62 

60 

54 

48 

50 

57 

72} 


CI 
Rf 

5ar  - 
in  _- 

'Cloudy Clear 

Clear "     

;Cloudy iCloudy-,-- 

Rain Rain 


Rain Cloudy. 

Clear    'Clear-- 


56 

74 

55 

75 

57} 

79} 

59.5 

82 

64 

77} 

63 

77 

63 

731 

58 

72 

59.', 

76 

K  EM  ARKS. 


Shower. 
Shower. 
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Thermometer. 

j 

© 

% 

" 

J 

w 

1 

2 
3 

4 
5 
6 

:S     7 

8 
9 
10 
11 
12 
13 

S  14 
15 
16 
17 
18 
19 
20 

S  21 
22 
23 
24 
25 
26 
27 

S  28 
29 
30 


66* 

67 

58 

63 

55 

52 

57 

56 

56* 

55 

57 

56.1 


62£ 

64J 

56 

58 

59 

66 

68* 

65 

57*. 

57  J 

611 

61,1 

05 

66 

64 

60* 


Weather. 


Morning.    '    Afternoon. 


73 
72 
76 

71  1 
67 
69 
65 


Rain  - 
Clear  - 


Shower  . 
Clear-  _. 


Cloudy 
Clear.  . 


Cloudy Showers 

"       Cloudy-  . 

,Rain Rain 

"     Clondv  -  . 

I      •<  ei 

bliowers- 

Clear Clear 


74  "     -- 
70  Cloudy . 

621 
64 

70  Rain  — 
78  [Clear  — 

78  "     -- 

75  '     "     - 

71  "     - 


Cloudy  . 


Rain  - 
Clear- 


Showers . 
Clear.  .. 


79 
85J 

841  •'     - 

78  Cloudy 

711  Rain 

63  "     .. 


Cloudy 
Rain 
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1 
2 
3 
4 
S  5 
6 
7 
8 
9 

10 
11 
S  12 
13 
14 
15 
16 
17 
IS 
S  19 
20 
21 
22 
23 
24 
25 
S  26 
27 
28 
29 
30 
31 


Thermometer. 

^ 

% 

£ 

% 

tao 

0 

s 

Weather. 


Morning. 


57 

63 

54J 

59 

52J 

594 

57 

674 

58  J 

73 

634 

79 

654 

794 

664 

81 

63 

79 

67 

77 

66 

81 

69 

85 

72 

85 

70 

82 

724 

84 

704 

80 

684 

814 

71  4 

82 

73 

83 

714 

85 

72 

85 

68 

80 

70 
714 
73 
73 
714 
674 
64 


Rain 


4    Cloudy 

Clear - 
Rain  — 
Clear ._ 


Cloudy 
Clear.. 


Rain  — 
Cloudy 
Clear  _ - 


Showers 
Clear ___ 


Showers 
Clear—. 

Showers  [Showers. 

Clear 

"     !ciear  __ 

Cloudy '     " 

Clear i     "     — 

"     Showers 

"     iClear  _- 

Rain Rain 

Cloudy Cloudy  _ 


14  Weather  Record  for  New  Brunswick,  N.  J. 

August,   1857. 


Thermometer. 


Weather. 


M  Morning. 


1 

S    2 

3 

4 

5 

6 

7 

8 

.S    9 

10 

11 

12 

13 

14 

15 

S  16 

17 

18 

19 

20 

21 

22 

s  23 

24 

25 

26 

27 

28 

29 

s  30 

31 


641 

65 

64 

651 

69 

681 

65*. 

63$ 

69 

69 

661 

65 

70 

75 

771 

67J 

69 

66 

65 

63 

59* 

i;u'. 

63 

60.] 

54.5 

57  i 

63 

671 

65 

59J 

57* 


78 

80 

801 

82 

74 

76 

77* 

79 

80J 

78 

79 


Clear Clear 


Kain  _- 
Cloudy  . 
Clear  -. 


Shower 
Clear  — 


Cloudy Rain 

Clear ' Clear 


Cloudy "     __ 

Shower Cloudy  - 

Clear Shower 

"  Clear - 


86 
89 
84 
77 
79 
71 
73 
75 
74 
73 
75 
72 
74 
76 
771 
80   Kain  ..   ...jClear 

77  Clear \     " 

72    "  " 

75    "  " 


Cloudy  . 


Weather  Eecoed  for  New  Brunswick,  N.  J. 

September,  1857. 


15 


Thermometer. 


Weather. 


"so  Morning. 


REMARKS. 


10 

11 

12 
S  13 
14 
15 
16 
17 
18 
19 
S  20 
21 
22 
23 
24 
25 
26 
S  27 
28 
29 
30 


62 

64^ 

61 

62 

67i 

69 

54 

50 

52^ 

57| 

63 

63 

63 

67 

67 

57| 

6U 

69 

53 

514 

53 

56A 

56 

46 

m 

51 
58 


77     jClear. 

77 

77 

77 

80 

75 

67 

68 

72 

7H 

79 

74 


57 

64 

61 

62 

61 

66 

66 

77 

76i 

74 


Rain  - 
Clear . 


76 
71 
78 
76     j  Clear- 


Rain  

Cloudy . 


Rain  . 
<  'lear- 


Cloudy- 

Clear- 


Rain  _- 
Cloudy  . 


Rain-  . 
Clear- 


Absent  from  home. 


16  Weather  Record  kor  New  Brunswick,  N.  J. 

October,  1857. 


Thermometer 


10 
S  11 
12 
13 
14 
15 
16 
17 
S  18 
19 
20 
21 
22 
23 
24 
S  25 
26 
27 
28 
29 
30 
31 


50 

50A 

47A 

49 

48 

48 

50 

48 


Weather. 


61 

68 

61 

65 

56 

63 

48 

59 

46.1 

51 

m 

63 

m 

48 

36* 

45 

35 

51 

39* 

51 

45 

54 

52J 

57 

50 

57 

49 

51 

41 

48 

44 

49 

45 

52 

45 

51 

Kain  _- 
Cloudy  . 
Rain  _. 
iciear.- 


42°  lowest  while  absent. 
70°  highest  while  absent. 


Cloudy  . 
Rain  -- 


Cloudy Cloudy 


Clear 


Cloudy 

Rain  


Clear 


Cloudy 
Rain  -_ 


( lloudy 


Weather  Kecord  for  New  Brunswick,  N.  J. 

November,   1857. 


17 


Thermometer. 


Weather. 


"He         Morning. 

X 


9 

10 
11 
12 
13 
14 

S  15 
16 
17 
IS 
19 
20 
21 

S  22 
23 
24 
25 
26 
27 
28 

S  29 
30 


52 
59 
52 
50 
63 
65 
65 
65 
74 
57 
51 
54 
56 
45 
40 
43 
50 
50 
60 
31 
34 
45 
59 
33J 
•24 
31 
43 
48 
50 
55 


Cloudy 
Clear - 
Cloudy 
Clear __ 


Cloudy 
Clear  - 


Cloudy 
Clear-. 
Cloudy 
Clear  - 


Snow  . 
Clear . 


Clear  . 


Clear  - 
Cloudy 
Clear .. 


Rain 

Cloudy  ... 


Rain  &  snow 
Clear 


Rain 


Cloudy  . 


Cloudy . 


18  Weathek  Record  foe  New  Brunswick,  N.  J. 

December,   1857. 


1 
2 
3 
4 
5 
S  6 
7 
8 
9 

10 
11 
12 
S  13 
14 
15 
16 
17 
18 
19 
S  20 
21 
22 
23 
24 
25 
20 
S  27 
28 
29 
30 


Thermometer.] 


Weather. 


35 

37i 

36i 

33 

32 

42 

37 

45 

47 

33 

24 

23i 

30 

37 

38 

37 

50 

42 

31 

28 

44 

34 

38 

22 

14 

224 
34 
33 


47 

47 

41 

39 

48 

55 

54 

58 

50 

39 

35 

40 

50 

48 

48 

55 

58$ 

46 

39 

47 

51 

42 

47 

28 

2(i 

25 

38 

37 

42 

16 


55      Rain 


Clear  . 


Snow  -  - 
Rain  — 
Clear  — 
Cloudy . 
Rain  .- 
Cloudy . 

Clear  - 


Cloudy  . 

Rain  — 
Clear  - 


Cloudy  _  . 
Clear  __  . 


Cloudy  . 

I      I. MI 

Cloudy  - 
Rain  — 


Cloudy 


Clear  

Cloudy 

Rain 

Clear  

Rain 

Clear  

Cloudy  

Clear  

Cloudy 

Clear  --  .--. 

Rain 

Cloudy 

Clear  -  

Cloudy 

Clear  

Cloudy  

Rain 

Clear  -  .... 


Snow  8  A.  M.  to  5  p.  M. 


Weather   Record  foe  New  Brunswick,  N.  J. 

January,   1858. 


Thermometer. 

Weather. 

-J 

■s 

REMARKS. 

0> 

K 

"So 

Morning. 

Afternoon. 

0 

j 

ffl 

1 

35 

50     Clear 

Clear  

2 

30* 

45 



"  .  .:„_ 

•S    3 

35 

43* 

" . 

"  

4 

37 

52 

"     

«  

5 

38 

49 

"       

Cloudv 

6 

34 

36      Snow     

"       _._- 

7 

32 

40     Clear-     -     - 

Clear-  - 

8 

21* 

30 

"           

"     . 

9 

24 

38 

Snow 

Cloudy    -     - 

S  10 

33 

40     Clear- 

Clear.  - 

11 

34 

61      Rain    -  — .  - 

Rain.  . 

12 

43* 

50 

Clear 

Clear...  -     . 

13 

34 

48* 

'•           ..  . 

"     

14 

38* 

45 

"     -     __. 

15 

32 

46*   Cloudy 

Rain 

16 

41 

55      Rain    — 

Cloudy  

S  17 

37 

40      Clear-     -     - 

Clear.    -       . 

18 

2S* 

39      Cloudy     -     - 

"     - 

19 

35 

41     'Clear    - 

Cloudy 

20 

29* 

40 

"       

Clear- 

21 

30 

45 

"       

"       -     .  . 

22 

34 

37 

"       

" 

23 

18 

32 

"     

" 

:S  24 

37 

46 

"       

Cloudy  

25 

40 

55 

Cloudy 

Clear 

26 

42* 

58 

Rain    _ 

Cloudy  

27 

44 

50 

Clear 

Clear    ._       - 

28 

36 

41 

"     

Cloudy 

29 

32 

38 

Cloudy 

"       

30 

23* 

33* 

Clear-    

Clear-      _     . 

S  31 

19* 

32* 

"         

20  Weather  Record  for  New  Brunswick,  N.  J. 

February,  1858. 


Thermometer. 

Weather. 

Dale. 

Lowest. 

Highest. 

Morning. 

Afternoon. 

REMARKS. 

3 
4 
5 

6 

S  7 

8 

9 

10 

11 

12 

13 

S  14 

15 

16 

17 

18 

19 

20 

S  21 

22 

2-1 
25 
20 

27 
S  28 


19J 

29i 
37i 

3U 

29 
22 
27A 
32,V 
28 
4H 
12A 
15 
20 
17 
22 
19* 
9 

10 
12 
20 
20 
21 
10 
-  1 
10 
26 
II 
26.1 


32 

41.1 

44 

40 

33.V 

33 

45 

37.] 

49 

43J 

21.1 

28* 

24  i 

27 

30 

33 

22 

26  J 
16 
29 
32 

27  J 
25 
28 
35 
35 
41 
•15.1 


Clear Ruin-  - 

Cloudy Cloudy  - 

Clear jClear.  _ 

Cloudy Cloudy  . 

Clear Clear-- 


Cloudy 
Clear  - 


Cloudy 


Snow 

Cloudy 

Clear 

.-.Cloudy 

Clear Clear 


Snow 

Cloudy  


Snow  . 

<  '  I .  :  1 1- 


Snow. Coldest  10  A.  M. 

Snowed  till  2  p.  M. 


Clear .. 
Cloudy 
Clear  — 


( lloudy  -  .     -  1  lloudy 


Weather  Record  for  New  Brunswick,  N.  J. 

March,    1858. 
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Thermometer 

Weather. 

1 

~- 

■s 

REMARKS. 

a> 

% 

"i 

Morning. 

Afternoon. 

« 

h-1 

M 

1 

37 

41 

Cloudy 

Snow      

8  P.  M. 

2 

23 

26 

Clear--       ... 

Clear    

3 

15 

25* 

"       . 

" 

4 

11* 

23 

"     

"     ..         . 

5 

7* 

14* 

"     .. 

"     _. 

6 

7 

26 

"     _- 

" 

S    7 

15 

31 

"     _. 

8 

18 

25 

Snow        _  __ 

Snow.    --     . 

11a.  m. 

9 

16* 

28 

Clear-  - 

Cloudy 

'  10 

24* 

40 

"     ._ 

Clear 

11 

29 

49* 

"     -- 

" 

12 

29* 

42 

"_.___. 

"       

13 

32 

44 

"     

"     

S  14 

32* 

44* 

Cloudy 

Rain 

15 

39* 

51* 



Cloudy  

16 

40 

57* 

Clear    — 

Clear     -  _  _. 

17 

39 

62 

•'     __ 

"     

18 

52* 

65* 

" . 

"     

19 

44 

57 

"     

"     

20 

35 

53* 

Clear . . 

"      ' 

S  21 

39* 

59 

Rain- 

"       

22 

39* 

50 

Clear 



23 

35* 

44 

Cloudy 

"       

24 

31 

51* 

Clear - 

"     . 

25 

36* 

60* 

"     

<"     

26 

39* 

50* 

"     --     _ 

"     

27 

33* 

48 

"     _ 

Cloudy  

S  28 

40* 

45* 

Cloudy 

"       

29 

37 

55* 

Clear -- 

Clear-  - 

30 

39* 

57 

"       . 

"              •    - 

31 

37 

58 

22  Weather  Record  for  New  Brunswick,  N.  J. 

April,    1858. 


Thermometer, 


Weather. 


Morning. 


10 
S  11 
12 
13 
14 
15 
16 
17 
S  18 
19 
20 
21 
22 
23 
24 
S  25 
20 
27 
28 
20 
30 


37 

40 

4SJ 

48  i 

39J 

40 

32 

30 

43 

45 

42 

41.1 

38 

43 

47 

47 

42 

43 

45j 

44 

4U 

421 

51.3 

41 

36 

34 

36J 

37J 

38 

53 


59 

57 

67 

59 

601 

53 

521 

511 

65 

68 

46 

45 

48£ 

57 

58 

56 

63 

59 

51 

40 

58J 

65 

681 

51 

46 

49 

43 

57 

64 

77 


Shower.. 
Clear  — 
Rainy  -. 
Rain  - .. 


Clear . 


Cloudy  . 
Clear-  - 
Rainy  _ 
Clear ... 


Rainy 
Rain  .. 


Clear- 

Cloudy 

Clear 

Cloudy  

Clear 

Cloudy 

Clear 


Shower 


Clear 

Rain 

Cloudy  _  .. 

Clear 

Light  rain 
Clear 

Rainy 

Rain 

Rain 

Clear 

Cloudy 

Rain 

Clear 

Rain 

Clear 

Cloudy  — 

Clear 

Cloudy  — 
Clear 


Thunder  shower,  3  A.  M. 


Frost. 
Frost. 

Frost. 


Weather  Record  for  New  Brunswick,  N.  J. 

May,    1858. 


23 


Thermometer 


Weather. 


Morning. 


1 

S    2 

3 

4 

5 

6 

7 

8 

S    9 

10 

11 

12 

13 

14 

15 

S  16 

17 

18 

19 

20 

21 

22 

S  23 

24 

25 

26 

27 

28 

29 

S  30 

31 


43 1 

47 

49 

55 

57 

54* 

50 

53*. 

52* 

54 

48*. 

51 

50 

50* 

47* 

51 

49 

50 

46*. 

45 

45 

54 

57 

51 

47* 

48 

44*. 

47* 

48 


66 

59 

58 

58*. 

60*. 

67 

64 

65 

64 

61 

64 

60 

72 

56*. 

71 

62 

60 

53*. 

57 

59 

61 

62 

69* 

76 

63*. 

54 

52 

60*. 

56 

61 


Cloudy 

Clear.- 
Cloudy 
Rain  -_ 
Cloudy 
Rainy  -. 
Clear... 
Cloudy 
Rainy  _ 
Rain  __ 
Clear--. 


Rain  — 
Cloudy 


Rain  __ 
Cloudy 


Cloudy 
Rain  _- 


Clear  — 
Cloudy 
Clear  -  - 


Cloudy 
Clear - 


Cloudy 
Rain  __ 

Clear 

Rainy  - 
Clear-- 


Rain  y_ 
Rain  — 
Clear _- 


Cloudy  _ 
Showers 

Clear 

Cloudy  _ 


Rain  . 

Clear . 


Cloudy 

Sh'r  &  cloudy 
Rain 


24  Weather  Record  for  New  Brunswick,  N.  J. 


June,   iS 


1 
2 
3 
4 
5 
S  6 
7 
8 
9 

10 
11 
12 
S  13 
14 
15 
16 
17 
18 
19 
S  20 
21 
22 
23 
24 
20 
20 
S  27 
28 
29 
30 


Thermometer. 


54 

54 

56£ 

62 

64* 


70* 

64* 

70* 

74* 

61 

51* 

57 

55* 

58 

56 

58£ 

63* 

68* 


72* 

76 

75 

74*. 

76 

73 


65 

75* 

75 

75 

81 

85 

81 

83 

82 

85* 

86 

63* 

62* 

63 

62* 

69* 

71 

81 

83* 

85 

85 

76 

78 

82* 

89 

91 

89* 

91 


Weather. 


Morning. 


Cloudy  — 
Clear 

Cloudy  — 
Clear 

Rain 

Cloudy 

Foggy 

Clear 


Clear -- 

Cloudy 
Clear- 

Shower 

Rain  -. 
Cloudy 

Clear  - . 


1 

2 
3 

S    4 

6 

7 

8 

9 

10 

S  11 

12 

'     13 

14 

15 

16 

17 

•S  18 

19 

20 

21 

22 

23 

24 

•S25 

26 

27 

28 

29 

30 

31 


Weather  Recoed  for  New  Brunswick,  N.  J. 

July,  1858. 


25 


07 

m 

714 

74 

694 

634 

63 

63 

70 

73* 

77 

76 

75 

69* 

64* 

66 

65* 

70* 

62* 

61 

65* 

68 

62 

62 

584 

58*. 

644 

70 

674 

74 

67* 


Weather. 


79 

794 

83 

88 

81 

79 

82 


84  Shower 
884  Clear.  - 
904  i     "     — 


74* 
79 
79 
83 

77 
78 
774 
774 


72 

754 

844 

83 

83 

85* 

79 


Showers- 
Cloudy  _ 
Clear 


Cloudy  ■ 
Clear -. 


Shower 
Clear. _. 


REMARKS. 


Shower. 
IClear-  _. 


Showers 
Clear  — 


Shower  . 

Clear 

Cloudy  _ 
Clear.  _. 


Showers 
Clear  — 


hower  A.  M. 


Shower  p.  m. 


26  Weather  Eecoed  eoe  New  Brunswick,  N.  J. 

August,   1858. 


S    1 

2 

3 

4 

5 

6 

7 

S    8 

9 

10 

11 

12 

13 

14 

S  15 

16 

17 

18 

19 

20 

21 

S  22 

23 

24 

25 

20 

27 

28 

S29 

30 

31 


Thermometer, 


65 
68* 
62* 
65 


65 

62* 

64* 

67 

70 

68* 

65 

65$ 

66*. 

68* 

68* 

67* 

52£ 

66 

67* 

55* 

49£ 

55 

56£ 

64J 

70* 

66 

59* 

63i 


77£ 

72 

71 

75 

75 

85 

80 

79* 

78 

81 

79 

78* 

76 

74 

77* 

83 

84 

85 

71 

72 


72 

75 

75 

78* 

75 

75* 

72 

70 


Weather. 


Morning.        Afternoon. 


Clear .. 
Eain  — 

Clear .- 

Cloudy 
Clear  _. 

Cloudy 
Shower 
Clear -. 


Cloudy 

Rain  _. 


Cloudy 
Clear-, 


Shower  . 
Clear  ... 
Cloudy  . 
Clear  ... 


Cl'dy  &  sh'ry 
Clear 


( 'loudy 
Shower  - 
Clear.. 


Shower  p.  M. 
Shower  A.  M. 


N.  Y. 


1 

2 

3 

4 

S  5 

6 

7 

8 

9 

10 

11 

S  12 

13 

14 

15 

16 

17 

18 

S  19 

20 

21 

22 

23 

2! 

25 

S  26 

27 

28 

29 

30 


Weather  Recokd  for  New  Brunswick,  N.  J. 

September,  1858. 


27 


Thermometer. 


60 

66 

64£ 

72 

61 

61* 

58*. 

61 

62* 

66 

68 

61* 

52 

521 

53 

621 

56 

52 

52* 

55 

60* 

57 

40 

47 

47 

41 

43* 

45* 

431 

55* 


77* 

77 

821 

78 
78 
78 


82 

84 

75* 

73 

70 

70 

69*. 

72 

65 

67* 

71 

74* 

79* 

62* 

581 

57 

59 

62 

64 

63* 

69 

76 


Clear- 


Cloudy  jRain. 

Clear Clear- 


Weather. 


Morning. 


Afternoon. 


Clear  - 


Slight  show'r 
Showers  -. 
Clear 


Cloudy Rain- 
Rain  -_ 
Clear-- 


Rain  . 
Clear . 


Clear 


Rain  . 
Clear . 


28  Weather  Record  for  New  Brunswick,  N.  J. 

October,   1858. 


1 

2 

.8    3 

4 

5 

6 

7 

8 

9 

S  10 

11 

12 

13 

14 

15 

16 

S  17 

18 

19 

20 

21 

22 

23 

S24 

25 

26 

27 

28 

29 

30 

S31 


Thermometer. 

^j 

S 

^ 

Hj 

Weather. 


62 

49 

49 

64J 

60 

50* 

54 

47 

43 

44 

46 

50 

56 

58 

48 

42 

48-1 

50i 

53J 

48J 

49 

51i 

56 

48 

42 

36 

33i 

36£ 

45 


74i 

65 

75 


66 
66 
56 
58 
63 
60 
61 

m 

02 

61 

64 

69 

67 

68* 

70 

60i 

60 

66 

60 

53 

51 

59 

60 

62 

64 

66 


Clear. 


Rain Cloudy  . 

Clear Clear.  _ 


Clear- 


Rain  . 
Clear . 


Rain  .. 
Cloudy 
Clear __ 


Cloudy 
Rain  _- 

f  'Icar 


Riin  _ 
Clear - 


Rain  . 
Clear . 
Rain  . 
Clear  . 


Cloudy Cloudy  _ 


Weather  Record  for  New  Brunswick,  N.  "J. 

November,   1858. 


2a 


Thermometer 

^ 

QJ 

-a 

J 

K 

Weather. 


Morni 


REMARKS. 


1 

2 

3 

4 

5 

6 

S    7 

8 

9 

10 

11 

12 

13 

S  14 

15 

16 

17 

18 

19 

20 

S  21 

22 

23 

24 

25 

26 

27 

S  28 

29 

30 


43} 

45  } 

44} 

47 

41 

39.! 

m 

43 

36} 

31} 

31 

28 

28 

23} 

33 

34 

35 

27 

35 

33} 

37 

39 

35 

33* 

33 

32 

30£ 

25 


62} 

53 

51 

51 

52 

51 

52 

55 

50 

50 

47 

42 

48 

38 

37 

36 

43 

43 

43} 

42 

38} 

43 

42i 

43 

40} 

39 

39 

36 

36 

41 


Clear 

Cloudy 

Rain 

Cloudy 

Rain 

Clear 

Cloudy  

Clear 

Cl'dy  &  snow 
Clear 

Rain  &  snow . 

Clear 

Cloudy 

Clear 

Snow 

Cloudy 

Clear 


Clear 

Cloudy  _- — 
Rain 

Cloudy 

Rain 

Clear 

Cloudy 

Clear 

Cl'dy  &  rain_ 

Clear 

Snow 

Clear 

Rain  &■  snow 
Cl'dy  &  rain  _ 
Cloudy 

Clear 

Rain  &snow_ 
Clear 


30  Weather  Record  for  New  Brunswick,  N.  J. 

December,  1858. 


Thermometer. 

■s 

0) 

> 

sz 

0 

w 

Weather. 


REMARKS. 


Morning.         Afternoon 


1 
2 
3 
4 
S  5 
6 
7 
8 
9 
10 
11 
S  12 
13 
14 
15 
16 
17 
18 
S  19 
20 
21 
22 
23 
24 
25 
S  20 
27 
28 
29 
30 
:;i 


25 

23* 

30* 

38* 

34 

37* 

33 

36 

25 

19 

25* 

29J 

33£ 

40 

54 

39 

32 

23.} 

131 

35 

37 

37  J 

32 

36 

19} 

191 

341 

:;r. 

30 

23 

35 


45 

431 

43 

48*. 

43 

43 

29 

31 

39 

39 

45 

65 

571 

45 

45 

30 

37 

42 

42 

43 

47 

38 

34 

39 

46 

42 

33J 

26 

40 


Clear-  .. 
Cloudy  - 
Clear-  -. 
Cloudy  - 
Eain  — 
Clear  - - 
Cloudy . 
Rain  -- 
Clear-- 


Clear  - 


Rain 


Cloudy  _  - 

Snow 

Rain 

Clear 


( lloudy 
Snow 
Riin     . 


Clear  - 
Rain  __ 

Cloudy  . 

Rain  -- 
Clear-  - 
Rain  -- 


Clear 


Cloudy  . 
Rain  .. 


Clear 


Cloudy 

Rain  -- 
Clear .. 
Rain  - . 
Clear-. 


Cloudy  .  ... 

Clear  

Cloudy 

Snow    

Cloudy 
Rain    


Rain  10  P.  M. 
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January,   1859. 


31 


1 
;S  2 
3 
4 
5 
0 
7 
8 
S  9 
10 
11 
12 
13 
14 
15 
S  16 
17 
18 
19 
20 
21 
22 
S  23 
24 
25 
26 
27 
28 
29 
S  30 
31 


riiermometer. 


36*. 

29 

27 

26 

27 

30 

35 

26*. 

11 
-  5* 
51 
4* 

21* 

31 

31 

35 

34 

24 

22*. 

27 

29 

37* 

14 

16* 

211 

31 

29 

50 

37 

34 

27 


41 
39 
32* 
35 
37 
431 
46* 
2S 
21 
2 
10 
28 
35 
44 
43 
41 
45 
33 
451 
56 
611 
42 
241 
32 
39 
45 
38 
54 
44 
39 
35 


Rain  _. 
Clear-. 
Cloudy 
Snow  -. 
Clear  _. 

Eain  _. 

Clear.. 

Cloudy 
Clear  - . 

Cloudy 
Clear  _ 

Cloudy 
Foggy 

Clear- 


Cloudy  

Clear 

Snow 

Cloudy  

Clear 


Rain 

Clear 


Cloudy 


Clear 


Kain  . 
Clear . 


Rain  — 
Foggy  _ 
Cloudy 
Clear  _  _ 


10  inches. 
St.  Augustine. 


3  p.  M.  20° 


Coldest  10  A.  M. 
Snow  squalls  p.  m. 


Got  warm  in  the  night. 
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February   1859. 


3 
4 
5 

S  6 
7 
8 
9 
10 
11 
12 

S  13 
14 
15 
16 
17 
18 
19 

S  20 
21 
22 
23 
24 
25 
20 

S  27 
28 


Thermometer 


26 

31 

31 

30 

24 

27 

26 

12 

37  J 

26 

15A 

22 

23 

24 

304 

36 

33A 

37 

32 

40 

34 

30 

36 

41 

26 

23j 

25 

36j 


43 

42 

35 

39 

33 

36 

32 

33.1 

41 

31 

27 

30A 

31 

35 

43 

49 

46 

42 

46 

57 

39 

48 

57 

49£ 

32 

37 

47 

is 


Clear  _ 

Rainy 
Clear  - 


Cloudy 


Rainy-. 
Clear-. 
Cloudy  . 

Clear  - . 


Weather. 


Morning.         Afternoon. 


Cloudy  

Rain 

Clear 

Rain 

Clear 

Foggy  &  rain 

Clear 

Rain 

Clear   

Cloudy  


Snow  _ 
Clear- 


Clear 

Rain 

Rainy 

Cloudy 

Clear  -_^„. 

Snow 

Clear 

Rain 

Rainy 

Clear 

Cloudy 

Clear 

Rain 

Clear 

Cloudy 

Rain  — 

Clear 

Snow 

Snow&  rain 
Clear 


Rain  5  p.  M. 
Snow  squall  9  P.  M. 


6  inches. 
Cleared  10  A.  m. 
Clear  10  to  12  A.  M. 


Snowed  a  little  all  day. 


Commenced  raining  6  p.  M\ 
Cleared  5  p.  M. 


Commenced  snowing  10:30  A.  M. 
Cleared  5:30  p.  M. 
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March,   1859. 


Thermometer. 


Weather. 


Morning. 
V 


10 
11 
12 

S  13 
14 
15 
16 
17 
18 
19 

S  20 
21 
22 
23 
24 
25 
26 

S  27 
28 
29 
30 
31 


32 

19 

25 

33 

39} 

38} 

34} 

40} 

35} 

33 

35 

49} 

43 

41 

45 

40 

36 

49 

•44 

36 

33} 

43} 

46} 

41 

45 

4J 

34} 

42 

44 

44} 

39 


36 
35 
34 

50 

47 

51 

50 

45 

51 

50 

50 

63 

63 

50 

60 

54 

61 

62 

48 

52 

53} 

62 

61 

58 

55 

46 

56 

56 

58 

54 

54} 


Clear 

Cloudy 

Clear  8  A.  M. 

Cloudy 

Clear 

Cloudy  

Rainy 

Clear 

Rain 

Cloudy 

Clear 

Rain 

Cloudy 

Clear 

Cloudy 

Rain 

Cloudy 

Clear 

Rain   

Cloudy 

Clear 


Clear . 


Snow  &  rain_ 
Clear 


Rain 


Clear 


Snow  12  M.  to  6  p.  M.  and  then  rain. 
Rain  6  to  10  p.m. 


Commenced  raining  3  p.  11. 


Rainv 

Clear 

Cl'dy  &  rain- 

Commenced  raining  7 

P.  M 

Cloudy  .     _ 

Clear  4  to  8  p.  M. 

Clear   - 

Clouded  over  5  P.  at. 

Cloudy 

Clear  8  p.  M. 

Clear- - 

Cloudy 

Rain  8  P.  M. 

Clear 

Rain    . 

Clear  .- 

Cleared  3  P.  M. 

Cloudy 

Cleared  7  P.  M. 

Clear 

Clouded  over  5  p.  M. 

"     

Cleared  4  p.  M. 
Cleared  9  A.  M. 
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April,   1859. 


Thermometer. 


Weather. 


S  3 
4 
5 
6 
7 
8 
9 
S  10 
11 
12 
13 
14 
15 
16 
S  17 
18 
19 
20 
21 
22 
23 
3  24 
25 
26 
27 
28 
29 
30 


37* 

38 

45 

44 

34 

31* 

35 

41 

31J 

36* 

39 

47 

45 

38 

41 

37 

42£ 

38 

43 

45 

50 

43 

40 

46* 

49 

54 

43 

424 


58 

55 

50 

44 

48 

53 

47 

49 

46 

45 

55 

61 

47 

57 

46 

55 

52* 

58 

60 

63* 

54 

57 

57 

81 

69* 

56 

56 

62 

73* 


Morning. 


Clear.  . 


Rain. 
Clear- 


Cloudy- 
Rain — 
Cloudy- 


Rain - 
Clear- 


Cloudy  - 
Clear  ~ 


Rain 


Clear  „ 
Cloudy 


Rain  -- 
Cloudy  - 
Clear   - 


Afternoon. 


Clear-  - 
Cloudy _ 


Rain  7  P.  M. 


Cloudy  12  to  3  P.  M. 

Cloudy [10  A.  m.  to  5  p.  m. 

Clear  

Cloudy--- 


Clear 

Clear  from  1  to  8  P.  M. 

"     

3  to  5  p.  M. 

Rain 

Clear 

Cloudy  -. 

Clear 

Cloudy 

10:30  P.  M.  rain. 

Rain    _ 

21st  pears  and   cherries  (lowered 

Cloudy  nearly  all  day. 
Cloudy  and  showery  all  day. 


Rain  -  - 
Cloudy  . 
Clear  — 
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May,  i8sg. 


35 


Thermometer, 


Weather. 


Morning. 


REMARKS. 


S      1 
2 

3 

4 
5 
6 
7 
S  8 
9 

10 
11 
12 
13 
14 
S  15 
16 
17 
18 
19 
20 
21 
S  22 
23 
24 
25 
26 
27 
28 
S  29 
30 
31 


50 

44* 

51* 

44 

43 

49 

57* 

60* 

62 

51 

46 

46 

52* 

59 

53* 

47* 

48 

54 

55* 

59 

57 

59 

52 

51 

53 

54* 

58* 

54 

51* 

62 


64 

71* 

63 

66 

69 

72* 

80 

81* 

81 

55 

50 

61* 

70 

70* 

65* 

61 

58 

65 

65 


Clear  . 


Clear 


Cloudy 
Rain  — 
Cloudy 

Clear 

Cloudy 
Clear  - 


Cloudy  . 
Clear  - 


Easterly  storm. 
Cleared  8  p.  M. 


Rainy [Cloudy 

Cloudy Rainy  . 


Rainy  - 
Cloudy 
Rain  -. 
Cloudy 
Clear  - 


Cloudy . 
Rain  -- 


Cleared  4  p.  M. 


Rain  9  P.  M. 


Cloudy Cloudy. 
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June,   1859. 
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July,   1859. 


37 


Thermometer. 


Weather. 


Morning. 


9 

S  10 
11 
12 
13 
14 
15 
16 

S  17 
18 
19 
20 
21 
22 
23 

S24 
25 
26 
27 
28 
29 
30 

S  31 


55 

63 

70 

54 

53} 

53} 

56} 

64} 

64} 

64} 

66 

71 

76 

70} 

70} 

68 

65 

70 

71 

69 

62} 

66 

65 

57} 

64 

68 

60 

59} 

60 

62 

64 


76  Clear--. 

85  Cloudy  . 

79  Shower 

69  Clear  __. 


69 

71} 

75 

77} 

80 

81 

86} 

90 

90 

82} 

77 

71 

81 

83 

77 

84 

74 

77 

74 

76 

77 

78 

77 

76 

77} 

77 

73 


Rain  . 
Clear . 


Showery . 
Clear  — 


"   8  A.  M. 

Clear 


Cloudy 
Clear  _  _ 


Cloudy 


Shower 
Clear  — 


Shower  10:30  P.  M. 
Very  hard  3  p.  M. 


Hard  shower  5:30  p.  M. 


Cloudy J 

Rain Easterly  storm. 

Clear Clear  8  A.  M. 


Cloudy 

Shower  3  p.m.!  Cleared  9  A.  M. 

Clear Clouded  over  4  p.  m. 

'  Shower  10  p.  m. 


Cloudy Cleared  4  p.  st. 

Clear 
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August,   1859. 


Thermometer. 


Weather. 


Morning. 


Afternoon. 


1 

2 

3 

4 

5 

6 

S    7 

8 

9 

10 

11 

12 

13 

S  14 

15 

16 

17 

18 

19 

20 

S  21 

22 

23 

24 

25 

26 

27 

S  28 

29 

30 

31 


67 


63} 

63} 

62 

68 

71 

68} 

69 

61 

56 

56 

59 

60 

57} 

57* 

60 

67 

67 

65 

65 

63} 

51} 

50 

55 


80 

77} 

80 

79 

79} 

79 

77 

78} 

80 

81 

78 

72 

72 

75 

77 

74 

75 

75 

75 

77 

79 

78.1 

78 

70 

69 

70 

75} 


Clear . 


Clear- 


Clear.. 


Rain- 
Clear. 


( 'loudy  . 
Clear  -_ 


Hard  shower  afternoon  &  evening 
;  Shower  all  day. 


Rain  . 
Clear- 


Rain  8  p.  M. 

Cloudy  and  showery  all  day. 


Shower  9  p.  M. 


Shower  8  i\  m. 
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September,  i8sg.  * 


39 


Thermometer. 


Weather. 


Morning. 


72* 

70 

73 

77 

64 


Clear  . 


Clear 


Cloudy- 


Rainv 


69     :ciear  —  —.--  Clear 


7 

49* 

68 

8 

53* 

70 

9 

53 

72 

10 

56 

73 

S  11 

64 

76 

12 

62 

75 

13 

58 

75 

14 

50 

65 

15 

m 

60 

16 

50 

60 

17 

55 

61 

S  18 

54 

70 

19 

52 

71* 

20 

62 

72 

21 

65 

6S 

22 

54.; 

63 

23 

57 

67 

24 

61 

68 

S  25 

60 

68 

26 

m 

72 

27 

58 

72 

28 

64* 

75* 

29 

56* 

66* 

30 

57* 

65 

Rainy 
Clear  _ 


Cloudy 
Rainy  _ 
Clear  -. 


Rain  - 
Clear  . 


Cloudy 


Rain  . 
Clear 
Rain  . 


Clouded  over  5  p.  M. 
Cloudy  most  of  the  day. 


Shower  all  day. 
Shower  4  p.  M. 


Easterly  storm. 
Easterly  storm. 


Easterly  storm. 

Easterly  storm. 

Easterly  storm. 
Cloudy  &  rain  Easterly  storm. 
Clear ■  Part  of  afternoon. 


—  Cloudy 
..  Clear  _- 
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,  October,  1859. 


Thermometer. 


Weather. 


2  5  to         Morning 

«       £       £ 


1 
s  2 
3 
4 
5 

6 
7 
8 

S  9 
10 
11 
12 
13 
14 
15 

S  16 
17 
18 
19 
20 
21 
22 

S  23 
24 
25 
2G 
27 
28 
29 

S  30 
31 


49 

59J 

49 

50 

53 

51 

43 

52 

48 

42 

41 

46 

47 

58 

49 

40 

41 

572 

42 

41 

32J 

32 

39 

35 

45* 

33 

30 

33 

36 

39 

39 


68* 

67 

65 

73 

72i 

60 

62 

68 

55 

54 

61 

60 

66 

71 

57 

54 

60 

65 

51 

45 

43 

44 

52 

53J 

59 

41 

40 

40 

45 

45 

46 


Clear  

Cloudy  . 
Clear-.. 


Cloudy  . 


Rain- 
Clear- 


Clear .-JRain  8  p.  M. 

Part  of  afternoon. 


Rain Thunder  shower  3:30  p.  M. 

Cloudy . 

Clear--.      _.  Easterly  storm. 


Rain_ 
Clear- 


Cloudy  . 
Rain  _  - 
Clear- 
Cloudy  . 
Clear _- 

Cloudy  . 
iClear--. 


Cloudy 

Clear 


Cloudy 

Clear 


Snow  5  P.  m.  4  inches  snow. 

Cloudy Clear 

Clear- ]     "     

Cloudy- ,Cloudy 
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November,   1859. 


41 


Thermometer. 


Weather. 


Morning.         Afternoon. 


1 
2 
3 
4 
5 
S  6 
7 
8 
9 

10 
11 
12 
S  13 
14 
15 
16 
17 
18 
19 
S20 
21 
22 
23 
24 
25 


35| 

32J 

36J 

37  i 

45 

43 

38 

42 

45 

53 

50 

36 

38 

30 

31 

31 

37* 

49 

55 

43 

34 

42 

44 

33 

30 


26     I     45 
■S  27     I     41 


49 

51 

51 

60 

66 

55 

53 

58 

59 

62 

52* 

63* 

66£ 

38 

44 

54 

60 

58 

66 

50 

50 

51 

50 

38 

38 

59 

46 

47 

46 

53 


Clear Clear . 


Cloudy 


Clear  — 
Cloudy 


Foggy  . 
Rain  — 


Clear 


Cloudy 
Clear  - 
Cloudy 

Clear  -  - 


Rain  11a.  m.  to"  p.  M. 


Cloudy  part  p.  M. 


Clear  part  p.  M. 


Rain  -_. 

Cloudy 

Clear 

Cloudy Rain  6  P.  M. 

Rain Clear 

Clear "     


"     Cloudy Warm  at  night. 

"     Clear 

Cloudy    most  all  day 

Clear Clear 


Cloudy     most  all  day . 
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December,   1859. 


1 
2 
3 
S  4 
5 


9 
10 

S  11 
12 
13 
14 
15 
16 
17 

S  18 
19 
20 
21 
22 
23 
24 

S  25 
20 
27 
28 
29 
30 
31 


Thermometer. 


Weather. 


Morning. 


43 

54} 

32 

26 

34 

36 

45 

21* 

m 

26 

16i 

29 

18J 

26 

27 

19J 

19* 

29 

37 

35 

32 

22* 

21 

18J 

17 

29 

32* 


25 
194 


63 

67 

36 

36 

39 

47 

64 

26 

31 

28 

32 

40 

31 

33 

32 

37 

42 

44 

45 

42 

34 

29* 

30 

23* 

35 

47 

35 

16 

30 

30 

24 


Clear 


Cloudy |Snow,  hail  & 

Raining    andifreez'  all  day 
Drizzly     all      day 


Clear  


Clear Clear 

Cloudy 

"     jClear 

Cloudy     middle  of  day — 


Clear  

Snow  flurries 
Clear  


Cloudy  

Clear 


Cloudy  - 
all  day 
Clear  — 


Rain  4  p.  M. 
Clear  —  — 


Rain  . 
Clear 


Rain  — 
Cloudy . 

Clear Cloudy  . 

Clear  _- 


Cloudy "     -- 

Clear "     -- 

Cloudy Cloudy . 


Snow  1  to  3  p.  M. 
Snow  7  p.  m.  6  in. 


Clear 

Clear Cloudy 


S  1 
2 
3 
4 
5 
6 
7 
S  8 
9 

10 
11 
12 
13 
14 
S  15 
16 
17 
18 
19 
20 
21 
S  22 
23 
24 
25 
26 
27 
28 
S  29 
30 
31 
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January,   i860. 


43- 


Thermometer. 


3 

2 

5 
20J 

9 

2* 
10 
34 
29*. 
34 
34 
31 
22 
26 
33 
32 
31 
28 
30£ 
28 
34 
35 
36 
31* 
43 
31J 
22* 
20 
20 
29 
35| 


15 

14* 

25 

28 

21 

22 

40 

41 

43*. 

40 

45 

35 

34 

36 

41 

46 

40 

38 

36 

42 

50 

49 

44 

48 

55 

36 

31 

36 

35 


Weather. 


Morning. 


Cloudy 
Clear - 


Cloudy 
Clear  -  - 


Cloudy 
Foggy  - 
Clear-. 
Cloudy 


Snow 

Clear 

Snow    till  10 
Cloudy  -. 

Clear 

Cloudy  - 
Clear 


Cloudy 

Clear -- 
Cloudy 
Clear - 


REMARKS. 


Cloudy  __ ...  Clear  in  the  evening. 

Clear -- 

Cloudy 

Snow 11  A.  M.  to  5  p.  M. — 3  inches. 

Clear . 


Rain  . 
Clear . 


5  p.  M. 


Cloudy 


Clear 5  p.  M. — 2  inches  snow. 

Cloudy 

and  then  rain  3  inches  snow. 
Clear 


Rain  -_ 
Cloudy 
Clear  _  _ 


Clouded  over  3  p.  M. 
Clear-. 

Cloudy Snow  7  p.  M. — 2  inches. 

Clear 

Cloudy 
Clear  — 


Cloudy 


Clear  9  p.  M. 


Snow  7  p.  M.  till  11  A.  M.  Feb.  1st. 
— 5  inches. 
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February,   i860. 


3 

4 
•  S  5 
6 
7 
8 
9 

10 
11 
S  12 
13 
14 
15 
10 
17 
18 
S  19 
20 
21 
22 
23 
24 

.25 
S  26 

27 
28 
29 


Thermometer. 


Weather. 


"bo         Morning.        Afternoon. 

K 


REMARKS. 


6 

-  * 

-  1 

18* 

15 

35 

37  J 

28* 

27 

19* 

14 

19 

21 

39 

27 

25* 

10 

11 

18 

13 

20 

34 

44 

41 

27 
28} 
32 
40 
38 


12 

14 

23 

30 

37 

47 

45 

40 

47 

23*. 

27 

29J 

43 

44 

31 

34 

20 

28 

26 

34 

43 

56 

65 


Snow Clear 

Clear Cloudy  till  7  p.m. 

"     Clouded  over  3  p.  M. 

Cloudy- Clear- 

"       Cloudy 

Foggy  &  driz-  zlv  all  day- 
Clear  Clear 


Clear  &  blus-  tering  all  day 

Clear —  Cloudy 

Clear 


Cloud  v 


Clear- 
Snow  _ 
Clear  - 


Cloudy 

Clear 


Cloudy . 

Snow. - 
Clear.  - 


Snow,  rain  & 
Clear  


Rain  — 
Clear - 
Cloudy  . 

Clear- 


Clear  but  lit- tie  hazy 

Cloudy Cloudy 


Snow  6  p.  M. 
Rain  10  p.  M. 
Snow  11  A.  M. — 9  in. 


Shower  3  p.  M. 

Rain  5  P.  M.  and  then  snow  and 
rain. 

Snow-flurries — p.  m. 
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45 


Thermometer. 


Weather. 


9 
10 

S  11 
12 
13 
14 
15 
16 
17 

S  18 
19 
20 
21 
22 
23 
24 

S  25 
26 
27 
28 
29 
30 
31 


40 

46 

40 

46 

36 

48 

41 

38 

32 

28£ 

27 

34J 

30 

27* 

81* 

36 
38 
41 
42| 

31* 

27 

24 

34 

29* 

32 


35*. 

39 

43 


60 

64 

55 

54 

61 

59 

46 

48 

45 

32 

42J 

50 

38 

46 

51* 

54 

54 

55 

53 

55 

39 

36 

46 

45 

40 

43 

47 

53 

58£ 

67* 


Rain 

Clear 

Rain 

Cloudy 

Snow 

Clear 

Cloudy 

Rainy 

Cloudy 

Clear 

Cloudy 

Foggy--  

Cloudy 

Clear  10  A.  M. 

Cloudy-  

Clear 


Cloudy . 
Clear  -  - 
Rainy  _ 
Clear  - . 


Cloudy . 


Rainy  _ 
Clear  _  - 
Cloudy  . 
Clear-  - 
Rainy  _ 
Cloudy- 
Clear.  - 


Cloudy 

Clear 

to  5  P.  M. 

Cloudy 

Clear 


Cloudy- 
Clear  — 


Clear  in  evening. 


High  wind. 
High  wind. 


Cloudy  again  10  p.  M. 


Foggy  9  p.  M. 

Rain  7  to  8  A.  M. 

Highest  point  7  A.  M. 
Snow  flurries. 
Clouded  7  p.  M. 
Snow  flurries. 


Clouded  5  to  10  P.  IT.- 
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Thermometer. 


|5>     I     Morning. 


S  1 

51 

2 

31 

3 

2SJ 

4 

43J 

5 

47 

6 

43 

7 

37 

S  8 

41 

9 

51 

10 

45* 

11 

41* 

12 

38* 

13 

44 

14 

40* 

S  15 

28* 

16 

34 

17 

38 

18 

39 

19 

38 

20 

49 

21 

55* 

S  22 

42* 

23 

43* 

24 

42 

25 

36 

26 

33 

27 

34 

28 

38* 

S29 

45 

30 

41* 

40* 

52 

61 

64 

55* 

54 

55 

62 

50 

51 

58 

55 

49 

53i 

45* 

73 

57 

62 

60 

77 

47 

57 

54 

50 

53 

58 

60 

58 

61 


REMARKS. 


jClear Cloudy Rain  8  p.  M. 

"     Clear 

Cloudy Cleared 3  p.  M. 

Clear Showers. j 

Clear iClouded  5  p.  M. 

Rained  last  night. 


Rain 


Clear- 


Cloudy  Easterly  storm. 

Rainy Easterly  storm. 

1      Easterly  storm. 

'      Cleared  9  P.  M. 

Clear 


Cloudy . 
Clear-  - 


Cloudy . 
Clear- .. 
Rain  — 
Cloudy 

Clear-  - 


Philadelphia. 

Philadelphia. 

Cloudy Drizzly. 

Clear 


Cloudy  _ 


Clear 

Rain  &  snow 
Clear 


Cloudy 
Clear  - 


St.  Joseph. 

Pears  and  cherries  llowered. 


from  4  to  5  P.  M. 

Frost. 

Frost. 
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47 


Thermometer. 


Weather. 


_bp     I     Morning.     ,   Afternoon. 


9 
10 
11 
12 

S  13 
14 
15 
16 
17 
18 
19 

S  20 
21 
22 
23 
24 
25 
26 

S  27 
28 
29 
30 
31 


41* 

47* 

50 

45 

51 

53 

62 

56 

53* 

55 

55 

54 

59 

58 

52 

50 

51 

53 

58* 

56 

50* 

46* 

53 

52 

54 

64* 

57 

53 

52 

51 

58 


52* 

58 

60 

69 

72 

77 

81 

59 

60 

60 

60 

70 

71 

68 

65 

70 

56 

66 

70* 


Cloudy Rain Easterly  storm. 

Rain j Cloudy ]  Easterly  storm. 

Cloudy '       "       Easterly  storm. 

Clear (Clear 


Cloudy 

Rain 

Cloudy 


Showers 
Clear-  — 


Cloudy 


Showers  7  A. 

Clear 

Cloudy 


Clear  - 


" - 

Clouded  6  p.  m. 

Cloudy  

East  wind. 

"         

East  wind. 

" 

East  wind. 

"       ..     . 

East  wind. 

"       

East  wind. 

Clear        -     - 

East  wind. 

Showers 

East  wind. 

Clear    _ 

East  wind. 

Cloudy     -     _ 

East  wind. 

"         -     . 

East  wind. 

"         

East  wind. 

M.  &  6  P.  M.  - 

Rest  of  day  clear. 

Clear 

Cloudy 

East  wind. 

Clear     

Thunder  shower  last  night 

"     

East  wind. 

Cloudy  . 
Drizzly  . 
Rainy  _- 
Clear  _-. 
Cloudy  . 
Rain 


"     East  wind. 

Hard  shower  East  wind. 

Rainy East  wind. 

Cloudy ,  East  wind. 

Clear East  wind. 

Cloudy East  wind. 

Clear Shower  6  p.  m. 


48  Weather  Record  for  New  Brunswick,  N.  J. 
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2 
S  3 
4 
5 
6 
7 
8 
9 
S  10 
11 
12 
13 
14 
15 
16 
8  17 
18 
19 
20 
21 
22 
23 
8  24 
25 
26 
27 
28 
29 
30 


Thermometer. 


Weather. 


REMARKS. 


to         Morning.         Afternoon. 
5 


58 

71 

58 

77 

57 

78 

60 

74 

61 

69 

6H 

73 

61$ 

76 

60 

75 

56 

70 

55 

68 

53 

74$ 

53 

75 

5U 

76J- 

58 

77 

59$ 

79 

62$ 

76 

63 

75 

59$ 

76 

61 

72 

60i 

76 

57 

66 

56 

72 

55$ 

75 

60 

72 

55 

76 

614 

85$ 

70 

80 

66 

83 

71 

91 

72 

89 

Showery  . 
Cloudy  -  . 
Clear  — 


Heavy  show'] 

Clear 

Cloudy 

Clear 


Cloudy 
Clear .  - 


Clear 

Cloudy 

Clear 

Cloudy 

Clear 

morning    and 
Cloudy 

Clear 


The  seventeen-year   locusts  have 
appeared. 


Rain  7  p.  M. 
Wind  east. 
Cleared  10  A.  M. 


Shower  5  to  7  P.  M. 


Philadelphia. 
Philadelphia. 
Philadelphia. 
Philadelphia. 

Shower  1:30  to  3:30  P.  M.. 

East  wind. 

evening. 
Shower  Ham. 
East  wind. 
East  wind. 
East  wind. 
East  wind. 
East  wind. 
First  warm  night. 
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Thermometer. 


S  1 
2 
3 
4 
5 
6 
7 
S  8 
9 

10 
11 
12 
13 
14 
S  15 
16 
17 
18 
19 
20 
21 
S  22 
23 
24 
25 
26 
27 
28 
S  29 
30 

31 


67$ 

60$ 

65 

70 

69 

57$ 

56$ 

60$ 

66 

68$ 

68 

58 

57$ 

59$ 

61 

69$ 

67 

61$ 

71 

74 

74 

64$ 


59 

63$ 

68 

59 

63 

70 


Light  shower 

Clear 

Cloudy  nearly 

Clear 

Rainy 

Cloudy 

Clear 

Cloudy 

Clear 


Morning.         Afternoon. 


all  day_ 
Clear-- 
Rainy  _ 
Clear  — 


Cloudy  -  . 
Clear--. 


Cloudy Cleared  5  p.m. 

Clear Clear.  . 

Cloudy ]  Cloudy 

Clear Clear  - 

Rain 

Clear 


Cloudy 

Clear 

Cloudy Cloudy . 

Clear Clear  — 


Cleared  4  p.  m. 


Shower  3:30  P.  M. 
Easterly  storm. 
East  wind. 
East  wind. 
East  wind. 


East  wind. 
East  wind. 


Shower  5  p.  m. 


Great  meteor  9:50  p.  M. 
Clear  9  p.  M. 


Shower  2:30  to  3  p.  St. 
Heavy  showers  12  to  3  A.  M. 


Rain  9  p.  M. 

On  S.  S.  Great  Eastern  to  Cape 
Mav. 


At  Cape  May. 
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Thermometer. 


Weather. 


Morning. 


10 
11 

S  12 
13 
14 
15 
16 
17 
18 

S  19 
20 
21 
22 
23 
24 
25 

S  26 
27 
28 
29 
30 
31 


59 
56* 

60 
67 
71 


74* 

nt 

70 

63i 

71 

62 

55* 

56* 

57| 

62* 

67 

72* 

71* 

68* 

70 

71 

69 

64* 

63 

03 

56 

56J 

62 


76* 


84 

82* 

88 

87* 

86* 

87* 

74 

78 

S3 

67 

7H 

72* 

76 

81 

79* 

79* 

80 

78 

77* 

77 

80 

76* 

78 

71 

73 

75 

77 


Clear At  Cape  May. 

At  Cape  May. 
At  Philadelphia. 


Shower  9  A.  M.  and  9  P.  M. 


Shower  9  p.  M. 


Cloudy  . 
Clear  — 
Showers 

Rain 

Clear  — 


Cloudy 


Heavy  rain  - 

Rainy 

Clear 


Cloudy 

Rain 

Heavy  rain  - 

Cloudy 

Clear 


Rain 

Shower  2  p.m. 

Clear 

Cloudy  — 
Clear 


Cloudy 


Rainy 
Clear - 


After  4  p.  m. 
Clear  9  p.  M. 


Shower  6  p.  m. 


Clear  9  A.  M.  to  2  p.  M. 
Rain  in  the  night. 
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51 


Thermometer, 


Weather. 


Morning. 


1 

S    2 

3 

4 

5 

6 

7 

8 

S    9 

10 

11 

12 

13 

14 

15 

S  16 

17 

18 

19 

20 

21 

22 

S  23 

24 

25 

26 
27 
28 
29 
S  30 


58* 

56 

57 

54* 

63 

68 

66* 

71 

57 

49 

56 

53 

48 

48 

51J 

55 

m 

63 

65 

67 

57 

48 

54* 

57 

63 

54 

49* 

50 

41 

44 


75 

69 

71 

74 

78 

78 

81 

84 

634 

65 

64 

57 

65 

69 

72 

74 

71 

73 

77 

76 

64 

66 

714 

76 

73 

64 
56 
63 
53 
53 


Clear 

Rainy 

Clear 

Cloudy 

Clear 

Cloudy  

Clear 

Cloudy 

Clear 

Cloudy 

Rain 

Cloudy 

Clear 

Cloudy 

Clear 

Cloudy 


Clear  . 


Cloudy Shower  6:30  p.  M. 

Clear 'Ram  before  daybreak. 


Cloudy  . 
Clear __ 


Cloudy . 
Clear-  - 


Rain_ 
Clear  _ 


Cloudy  - 
Clear  _  _ 


Cloudy  . 


Rain  before  daybreak. 


Fog  A.  M. 


Rain  before  daybreak. 
Clear  9  A.  M.  to  2  p.  M. 
Cleared  9  A.  m. 


Shower   10  A.  M.  and  shower  and 
hail  3  P.  m. 


Clouded  over  6  p.  M. 
Cleared  9  p.  M. 
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Thermometer 


Weather. 


Morning 


Afternoon. 


3 

4 
5 

6 

S    7 


10 
11 
12 
13 

S  14 
15 
16 
17 
18 
19 
20 

S  21 
22 
23 
24 
25 
26 
27 

S  28 
29 
30 
31 


42 

55 

53* 

49* 

58 

50   . 

39 

49 

44 

46 

53 

48 

39* 

m 

34  * 

36 

41 

51 

45 

50 

52 

53* 

54 

53 

46 

50 

41 

44 

53;! 

58 

61 


57 

72 

64 

63 

68* 

55*. 

58 

70 

56 

64 

67 

57 

55 

51 

50 

55 

60 

58 

59 

56* 

58 

58 

62 

63 

64 

67 

58' 

57 

68 

65 

74 


Rainy  — 
Cloudy  _ 
Clear  ... 

Cloudy  . 
Clear 

Cloudy  . 
Clear  — 

Cloudy  _ 
Rain  — 

Foggy.- 
Cloudy  _ 
Clear.-. 

<    1(111(1  v 

Foggy  — 
Cloudy  - 


Rainy Easterly  storm. 

Clear Cleared  10  A.  M. 


Cloudy  

Clear Philadelphia. 

''     [Philadelphia. 

"     Philadelphia. 

"     Rain  before  daybreak. 


"     ;Cloudy  6  p.  M. 

Rain Snow  10  p.  M. 

Clear 


Cloudy 
Clear -- 
Cloudy . 
Rain  -- 


Cloudy 
Clear-  - 


Cloudy 


Clear 


Cloudy  9  a.  M.  to  3  p.  M. 
Rain  8  p.  M. 


Foggy  A.  51. 


Cloudy  again  8  P.  M. 
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53 


Thermometer. 

Weather. 

REMARKS. 

^ 

% 

2 

% 

ill 

Morning. 

Afternoon. 

P 

\A 

K 

1 

61* 

74* 

Clear 

Clear    --  — 

2 

61 

67 

Cloudy 

Cloudy      — 

Clear  9  A.  M.  to  5  p.  M. 

3 

61         63      Eain      . 

Rain 

S    4 

53         55     Clear—"..- 

Clear-  -.  -. 

Cleared  9  A.  M. 

5 

40         61         "      -.      - 

'•     

Clouded  5  p.  M. 

6 

48     :     52 J    Cloudy 

"     

Cleared  9  a.m. 

7 

37         50      Clear 

"           _     . 

8 

36     ,52         "     _ 

"     

9 

38 

■50 

"     

Cloudy  —  - 

Rain  7  P.  M. 

10 

45 

56 

Rain  - 

Rain 

Sll 

43* 

49 

Cloudy    

Rainy      

12 

43 

55 

"     

Clear 

Cloudv  8  p.  M. 

13 

44i 

55 

Clear   . 

"     

14 

39 

58 

"     

15 

40 

55   :   "   . 

"     

16 

41 

53         "     - 

"     . 

17 

40 

55 

"     

Cloudy 

S  18 

46 

54 

Rain    

"       

' 

19 

42 

55 

Cloudy  -     _- 

"       

20 

40 

48 

Clear 

Clear 

21 

33 

41 

"     -     

Cloudy  

22 

30J 

42 

"     

Clear    - 

23 

34 

59 

Rain 

Rain 

24 

24 

38 

Clear 

Clear       -  — 

Warmest  8  A.  M.,  coldest  1 2 

M. 

S  25 

15 

36 

"     

"     

River  frozen  over. 

26 

21 

39 

"     

Cloudy 

Warm  during  night. 

27 

50 

54 

Rain      -     _- 

Rain    - 

28 

3S 

42 

Cloudy     -   - 

Clear  -  -     - 

29 

29* 

43 

Clear--  -  ... 

"     ... 

30 

34* 

46 

Cloudy 

Rain    -  -  ... 
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Thermometer. 


Weather. 


Morning. 


1 

35 

S  2 

26 

3 

304 

4 

33 

5 

23 

6 

24 

7 

28 

8 

27 

S  9 

174 

10 

24 

11 

35 

12 

24 

13 

31 

14 

14.1 

15 

10 

S  16 

12 

17 

2H 

13 

23* 

19 

23 

20 

42 

21 

37 

22 

37 

S  23 

24* 

24 

20 

25 

23 

20 

25J 

27 

27 

28 

25 

29 

23j 

S  30 

32 

31 

28 

38 

36 

40 

39 

35 

35 

38 

37 

35 

40 

38 

38 

38 

20i 

19 

30 

37 

34 

52 

47 

44 

45 

31 

30 

33 

36 

35 

35 

37 

43 

36 


Clear 

Cloudy 

Clear 

Snow  8  A.  M, 
Clear 


Snow 

Clear 

Cloudy  -  - 


Cloudy Snow  squall  in  night. 

Clear Clear  1  to  6  p.  M. 

Cloudy  7  P.  M. 

Snow 5  inches. 

Clear • 


Cloudy 

Clear 

Cloudy 

Clear 

Rain 

Clear 


Cloudy 

Clear  


Cloudy  . 
Clear  __ 


Cloudy 


Clear . 
Rain  - 
Clear . 


Rain  -- 
Cloudy . 
Clear _- 


Cloudy  _ 
Clear-  ... 
Cloudy  _ 


Cloudy 

Rain 

Clear  4  p.  M, 


4  inches ;  clear  8  p.  M. 


Rain  10  A.  M. 


Cleared  6  p.  M. 


Snow  flurry  6  A.  M. 

Cloudy  9  P.  M. 
Cleared  2  P.  M. 


Cloudy  1  to  4  p.  M. 
Cleared  10  a.  m. 
Cloudy  5  p.  M. 


Snow  squall  before  day. 


1 

2 
3 
4 

5 
S  6 
7 
8 
9 

10 
11 
12 
S  13 
14 
15 
16 
17 
18 
19 
S  20 
21 
22 
23 
24 

25 
26 

S  27 
28 

29 
30 
31 
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55 


Thermometer. 


Weather. 


18* 

23 

33 

27 

27 
27 
35 
36 
33 
28 
12 
17 
-  1 
2 
30 
34 
35*. 
33 
34 
34 
25 
20* 
17 
24 

35 

2S 

24* 

16 

23 

26 
16 


34 

40 
36 
33 

35 

40 

47 

41 

41 

35 

24 

27 

13 

35 

37 

39 

44 

38 

44 

38 

33* 

30 

31 

39 

38 
34 
32 
33 

40 
32 
27 


Morning. 


Clear Clear  . 


Bain Cloudy 

;Cloudy |     "     - 

Clear Clear  -- 


REMARKS. 


Snow  10  A.  M.  to  12  M.;  clear  12  to 
4  p.  M. 


Cloudy Cloudy  — 


Cloudy  6  p.  m. 

Clear  6  p.  M. 

Clear  part  A.  M. 

Snow Very  wet  snow — 3  inches. 

Cloudy IClear  12  to  5  p.  m. 

Clear j     "     Snow  4  P.  M. — 2  inches. 

Cloudy 1     "     [Cleared  6  p.  M. 

Clear Clear jWind  southwest  A.  M. 

Cloudy Snow (10  A.  M.  to  6  p.  M.  and  then  rain. 

"     Cloudy 

Rain "     __ 

Clear 

Cloudy  - 
Clear.  . 
Cloudy . 
Clear.  - 


Snow  . 
Clear . 


Snow  _ 
Cloud  v 


Cloudy  . 

..—  Snow__ 
Clear  — 


Clouded  over  3  p.  M. 

1  to  2:30  p.  M.  and  then  rain. 

Clear  part  A.  M. 


Clouded  6  p.  M. 

3  A. M.  to  12  noon — 4  inches  and 
then  rain. 


2  to  9  P.  M. — 3  inches. 

Cleared  9:30  a.  m. 

Snow  squall  before  day;  cleared  10 
I     a.  m. 
"       Cleared ,3  p.m. 

Clear Clear Warmest  7:30  A.  M. 
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1 
2 
S  3 
4 
5 
6 
7 
8 
9 
S  10 
11 
12 
13 
14 
15 
16 
S  17 
18 
19 
20 
21 

22 
23 
S  24 
25 
20 
27 
28 


Thermometer.1 


Weather. 


14i 

46 
33 
26 
26 
33£ 
36 
-  6 

n. 

33 

36 

50 

41* 

35 

34 

37 

36J 

28 

29 

35 

30* 

27 

34 

37 

20i 

30£ 


38 

51 

36 

36 

40 

43 

48 

13 

32 

44 

60 

59 

52 

55 

43 

52 

42 

36i 

36 

43 

36 

40 
50 
45 
40 
52 
59 
63 


Morning. 


Clear Cloudy  1  p.m.  Rain  to  6  p.m. — warmest  in  the 

R'ny  &  foggy  all  day.  I 

Cloudy Cloudy 'clear  9  to  12  A.  M. 

"       Clear 

Clear Cloudy 

Cloudy Clear 

'       Clear  &  cl'dy  Alternately. 

Clear 'Clear icioudv  8  p.  M. 


Cloudy 

Clear- 
Rain  _- 
Clear-- 


Cloudy . 
Rainy  --     --  Rainy . 

Clear Cloudy J4  p.  M.  and  rain  8  p.  M. 

4  p.  M. 


Cloudv . 


Clear . 


Clear  3  to  7  P.  M. 
Clear  2  to  9  p.  M. 


3  p.  M. 


Snow    till  10  Clear.  - 
Clear jCloudy 

Clear.- 

Cloudy Cloudy 

"       IClear.- 

Clear 


3  P.  M. 

Part   P.    M.     Heavy   snow    squall 

11  A. M. 
Cloudy  0  p.  m. 

Rainy  5  p.  M. 

15°  8  A.  M.,  37°  at   noon— falling 
all  day. 

Cloudy  9  a.  m.  to  2  P.  M. 
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57 


-S  10 
11 
12 
13 
14 
15 
16 

■S  17 
13 
19 
20 
21 
22 
23 

S  24 
25 
26 
27 
28 
29 
30 
S  31 


Thermometer. 


Weather. 


47 

45J- 

45 

34 

24 

14 

17 

50J 

34 

24£ 

30 

40 

29 

27 

28 

41 

14 

14 

14 

31 

26 

30 

39J 

30 

40 

57 

39 

38 

46 

35 


67 

62 

74 

55 

40 

40 

25 

39 

54 

42 

37 

51 

53 

33 

35 

47 

46 

28 

27  i 

36 

35 

42 

50 

46 

50 

66 

61 

52 

60 

64 

50 


Morning.        Afternoon. 


Clear Cloudy  8  p.  m.,  and  light  rain   ir. 

j     the  night. 

I 


Cloudy 
Clear  — 


Rain  7J-  A.  M 

Cloudy 

Clear 


Cloudy 
Snow  _  - 
Cloudy 
Clear-- 


Snow  2  inches 

Clear 

Rain  till  6:30 
Cloudy  -. 
Clear'.— 


Clear  10  A.  M. 


to  4  p.  M. 
Cloudy  _ 
Clear—. 
Cloudy  _ 
Rainy  — 

Snow 

Cloudy  -. 
Clear-  — 


Cloudy  5  P.  M. 
Clear  7  p.  M. 


Cloudy 2  p.m. 
Clear 


A.  M.  &  then 
Clear 


Cloudy  nearly 
Cloudy.  Rain 
Clear 


3  inches. 

1  inch  snow  in  night. 


Snow  9  P.  M. 
Cleared  2  P.  M. 
Snow  9  p.  M. 
Snow  all  day.  6  inches 
Cleared  9  A.  m. 
Cloudy  6  p.  M. 

Cloudy  6  p.  M. 

M.,  and  then  clear. 


all  day. 

8  A.  M.  to  6  P 

Clear Cloudy  3  to  6  P.  M. 
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April,   1861. 


3 

4 
5 

6 

S    7 


10 
11 
12 
13 

S  14 
15 
16 
17 
18 
19 
20 

S  21 
22 
23 
24 
25 
26 
27 

S  28 
29 
30 


Thermometer. 


Weather. 


33* 
32* 
34* 
32* 
35 

38* 

37* 

39.'. 

36 

35 

38 

53 

50* 

45 

42 

37 

34* 

45 

36 

44 

48J 

58 

59 

51 

49 

47 

59* 

48 

53 


Morning. 


42 

43 

44 

52 

57 

56 

54 

52 

48 

54 

64 

60 

62 

64 

55 

45 

43 

51 

53 

55 

65 

72* 

83» 


Cloudy 3  p.  M.  snow, 

Cloudy    most  all    day 

"  "  "      

'dear Clear 


Cloudy    most 
Clear 


Cloudy  -. 
all  day. 
Clear-  - 


Eain  all  day 
Clear 


except 
Clear- . 
Cloudy. 
Rain  _ 


from 


Rainy Cloudy  — 

Clear Cloudy  nearly 


Cloudy  - 
Clear-  - 


Clear  . 


67     j     "     

75         "     

79  Cl'dy&show'y 

?:;      Clear 

75         "     


REMARKS. 


hail  and  rain. — East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

East  wind. 

Cloudy  6  p.  M. — East  wind. 

3  to  9  P.  M. — East  wind. 

Rain  4  p.  M. 
East  wind. 

all  afternoon. 


Cleared  9  A.  M. 

Pears  and  cherries  flowered. 


all  day  . 
Clear  --. 


—  2  to  5  p.  M.     Cloudy. 
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May,   1861. 


Thermometer 


Weather. 


Morning. 


1 
2 
3 

.4 

S    5 


10 
11 

S  12 
13 
14 
15 
16 
17 
18 

S  19 
20 
21 
22 
23 
24 
25 

S  26 
27 
28 
29 
30 
31 


45* 

35 

35i 


35 

43 

51 

54 

46 

43 

47 

50 

57$ 

55 

55 

53$ 

47  J 

44 

42$ 

50i 


50$ 

57 

61 

51$ 

52 

45 

49$ 


56 
50 
47 

49 

59 

64 

66$ 

65 

65 

60 

68 

69 

65 

75 

69 

66 

59 

61 

61 

55 

65 

65 


Rain  - 

Clear - 
Rain  - 
Clear  - 


Cloudy 
Rain  — 
Clear  — 


Cloudy  8  to 
Rain  till  5 
Clear _--- 


Rain 

Clear 

Showery  . 
Clear---. 


Clear 

Little     snow 

Rain 

Clear 

Rain 

Clear 

Cloudy 

Clear 

Cloudy 

Clear 

Cloudy 

Clear 

12  A.  M.  and 
p.  M.  and 
Clear 


Rain   7   to   9   a.   M.  and    cloudy 
again  8  p.  m. 

and  then  rain.     Frost  last  three 
mornings. 

Heavy  snow  7  to  9  A.  M.;   cleared. 
4  p.  M. 

Frost  this  A.  M. 


Nearly  all  p.  M. 
Rain  4  P.  M. 


Cloudy  6  p.  M.  Rain  11  p.  m.,  with, 
thunder,   etc. 

Rain  till  8  A.  M.  and  cloudy  rest 
of  A.  M. 


again  6  p.  M.;  rain  9:30  p.  M. 
cloudy  afternoon. 


Cloudy  early  part  P.  M, 


Rain  6  to  8  A.  M. 
Frost. 
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June,   1861. 


1 
:S      2 

3 
4 
5 


S  9 
10 
11 
12 
13 
14 
15 

:S  16 
17 
18 
19 
20 
21 
22 

S  23 
24 
25 
26 
27 
28 
29 

s  30 


Thermometer. 


Weather. 


53 

75 

59 

74J 

64 

79 

65*. 

71 

58* 

64 

5l£ 

60 

58 

67. V 

60 

72S- 

59 

73 

58 

81 

65 

75 

61* 

82 

62* 

75 

55* 

74 

62* 

83* 

71* 

80 

63* 

73 

56 

71 

55 

77 

63* 

79 

593 

71 

64 

81 

62 

85 

59*. 

75 

54J 

78 

64 

78 

G6 

79 

67 

81 

67 

•78 

62 

72* 

Clear 

Rain 

Rainy 

Cloudy 

Rain  till  3  p. 

Cloudy 

Clear 

Showery 

Clear 


Afternoon. 


Clear 

Cloudy  -. 
Clear  2A  p.  M. 

Rainy 

Cloudy 

M.  and  cloudy 
Clear  3  to  7 
Heavy  show'r 
Clear 


all  day- 
Clear-  - 


Cl'y  &  show'y 
Clear 


Cloudy    most 
Clear-— 
Cloudy    most 

Clear 

Cloudy  — 


REMARKS. 


Shower  2:30  p.  M. 
Shower  10  p.  m. 


afterwards. 

p.  si.  and  then  rain. 


Cloudy  6  P.  M. 
Clear  6  P.  M. 


Shower  lip  M. 
Cloudy  7  p.  M. 


Shower  in  night. 


Shower  7  P.  W. 


p.  M.— shower  /  P.  M. 
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July,   1861. 


Thermometer. 


Weather. 


Morning. 


1 
2 
3 
4 
5 
6 
S  7 
8 
9 
10 
11 
12 
13 
S  14 
15 
10 
17 
IS 
19 
20 
S  21 
22 
23 
24 
25 
26 
27 
S  28 
29 
30 
31 


63 

60} 

55 

604 

62 

624 

694 

714 

75 

734 

694 

63  J 

59 

62 

60 

624 

67 

67 

684 

67* 

634 

65 

63$ 

59 

594 

604 

64 

664 

71 

70 

694 


74 
67 
794 
82 


Cloudy  most 
Clear  but 
Clear 

Cloudy 

Clear 

Cloudy 

Clear 

Rainy 

Showers 

Clear 

Cloudy 

Clear 


all  day 

blustering- 
Clear 


Cloudy 
Clear  -  _ 


Cloudy  . 
Rainy  - 
Clear  _- 


Cloudy . 


Clear 


Shower  10  p.  m. 
Comet  first  seen. 


Rainy  after  6  p.  M. 
Shower  9  P.  M. 


Rainy  6  to  9  P.  M. 


9  A.  M.  to  8  P.  M.  and  then  cloudy. 
Shower  6  p.  m.  and  cloudy. 

Comet  last  seen. 


Most  p.  M. 
Most  p.  M. 
Most  p.  M. 


Cloudy  8  p.  M. 
Shower  9:30  P.  M. 
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Thermometer. 

j 

5 

S 

cm 

J 

te 

Weather. 


Morning. 


1 

2 
3 

-S  4 
5 
6 
.7 
8 
9 

10 
■S  11 
12 
13 
14 
15 
16 
17 

:S  18 

19 
20 
21 
22 
23 
24 
■  8  25 
26 
27 
28 
29 
30 
31 


73} 

85 

72} 

86 

72 

88 

72* 

90 

74} 

90 

73} 

89 

72 

80} 

67  J 

72 

64 

72 

68} 

87 

70} 

84 

70} 

73 

61} 

64 

54 

67 

55 

71 

54 

71 

62} 

69 

63 

77 

69 

76 

66 

73 

58 

73 

61} 

78 

62 

73 

57 

76 

61} 

77 

60 

75 

62 

77 

66 

75 

68} 

75 

64} 

78 

58 

73 

Clear  -. 

Cloudy  - 


Clear  about  10  A.  M. 
Clear  about  10  A.  M. 
Clear  about  10  A.  M. 


Cloudy 


Cloudy 


Clear  . 


Clear-. 
Cloudy 
Rainy  . 

Cloudy [Clear 

Clear-  . 


Rainy 

Clear 

Cloudy  most 
Clear 


Cloudy  most 
Clear 


Cloudy   most 
Clear  


East'rly  st'rm 
Rainy 


Cloudy 


Cloudy  6  p.  M. 
Rain  4  to  5  A.  m. 
Rain  8  to.8:30  A.  M. 
Clear  10  A.  M. 
Cloudy  7  p.  M. 
at  3  p.  M. 


3  p.  M. 

Clear  4  to  7  P.  M. 

most  P.  M. 


til  day. 
Clear  --. 


all  day. 
Clear--. 


all  day. 
Cloudy  till  6 
Clear 


Heavy  rain  after  6:30  p.  M. 


Cloudy  in  evening. 
CloUdy  evening. 

p.  M.,  and  then  clear. 
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September,  1861. 


Thermometer. 


S  1 
2 
3 
4 
5 
6 
7 
•S  8 
9 

10 
11 
12 
13 
14 
■S  15 
16 
17 
18 
19 
20 
21 
S  22 
23 
24 
25 
26 
27 
28 
S  29 
30 


54} 

55 

62 

67 

58 

64 

65 

61} 

62} 

59} 

64 

63 

59 

59 

63} 

66 

64 

60 

62 

62} 

65 

55 

48} 

50 

50 

52} 

57} 

59} 

47} 

46} 


72 

76} 

82 

75 

70 

75 

78 

72 

78 

68 

72} 

73 

75 

77 

80 

75 

71 

65} 

72} 

79 

80 

61} 

71 

70 

69 

72} 

76 

65 

63 

65 


Weather. 


Morning. 


Clear 


Cloudy    most 

Cloudy 

Cloudy    most 


Clear 


all  day- 
Clear  _. 
all  day- 


Clear :Clear 


Cloudy    most 


Rainy 
Clear  _ 


all  day  _ 

Rainy  - 
Clear  .. 


Cloudy - 


Clear  9  A.  M. 

Clear 

Cloudy   most  iall  day 


Rain  — 
Cloudy 
Clear  .. 


Cloudy 
Clear  _- 


Cloudy 
Clear  — 


Clear  6  p.  M 
Clear  


Rainy  . 
Clear  _. 


Shower  3:30  p.m.  &  rain  after  7  p.m. 
Clear  9  A.  M. 


Cloudy  in  evening 
Rain  8  to  9  P.  M. 


Foggy  A.  M. 


Easterly  storm. 
Easterly  storm. 
Philadelphia  5:30  P.  M. 
Philadelphia. 

Rain  before  dav. 
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Thermometer. 


Weather. 


10 
11 
12 

S  13 
14 
15 
16 
17 
18 
19 

S  20 
21 
22 
23 
24 
25 
2G 

S  27 
28 
29 
30 
31 


so  Morning. 


47} 

50 

60} 

56} 

61* 


49 
52} 
57 
56 
49} 
45 
48 
52 
59 
64} 
63} 
56 
45 
48 
54 
42 
34 
45 
49 
35 
384 
40} 
Hi.1, 


65} 

67 

77 

72} 

81 

85 

76 

65 

63 

61 

68 

61 

59 

'60 

68 

65 

69 

73 

74 

63} 

57 

59 

61 

52} 

54 

57 

56 

52} 

60 

61 

50 


Clear  

Cloudy  'most 
Clear 


Clear 

all  day- 
Clear— 


Rain.  - 
Clear-  - 
Cloudy . 


Clear . 


Cloudy  . 

Rain  -  - 
Foggy  - 
Clear-  - 


Cloudy  -  -_ 
Clear 


Cloudy 
Clear-  - 


Cloudy . 
Clear-  - 


Cloudy  _ 
Clear  __ 


Cloudy  . 


Clear 

Rainy 

Clear 

Cloudy  


Clear- 


Cloudy  — 
Clear 


Rain  after  5  p.  M. 
Clear  5  P.  M. 

Rain  after  5  P.  M. 

Cloudy  again  9  P.  M. 

Rain  before  day  ;  cleared  10  A.  M, 

Clear  8  A.  M. 


Cloudy  6  P.  M. 

Rain  9  p.  M. 
Clear  5  p.  M. 

First  frost  on  morning  of  the  25th. 
Rain  8  P.  M. 


Cloudy  morning  and  evening. 
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November,   1861. 


Thermometer, 


Weather. 


Morning. 


REMARKS. 


s  10 
11 

12 
13 
14 
15 
16 

S  17 
18 
19 
20 
21 
22 
23 

S  24 
25 
26 
27 
28 
29 
30 


53 

43 

38 

43 

46 

37  i 

43 

39 

39 

40 

37 

43 

36 

33 

34 

33 

31 

30 

31 

31 

37* 

34 

30 

31 

31 

36 

40 

35 


56 

64 

59 

52 

56 

56 

52 

51 

50 

49 

57 

52 

48 

49 

42 

39 

45 

45 

46 

45 

47  J 

44 

50 

45 

38J 

41 

44 

45 

50 

44 


Clear Cloudy 

Eain Rain  _.. 

■Clear Clear  - 


Cloudy 
Clear - 


Rain 

Clear 

Cloudy 

Clear 

Cloudy    most 

Clear 

Cloudy 

Clear  9  A.  M. 


Cloudy 

Rain 

Clear 

Cloudy 

Rain 

Clear 

Cleared  4  p.  m 

Clear 

all  day 

Cloudy 


Violent  storm. 

Cloudy  part  p.  M. 

Rain  6  to  8  p.  m.;  cleared  10  p.m. 


Clear  with  he 
Clear 


Rain  till  4  a. 
Clear 


M.,and  cloudy 

Clear 

Cloudy  2  to  6 

Clear 

Cloudy 


Clear  sunrise  but  cloudy  m 

Foggy &misty  all  day 

Rain  till  8  A.  M.       Cleared 


Clear  sunrise. 

Most.  p.  M. 

Light  rain  before  day. 

avy  flying  clouds. 


Cloudy  5  p.  M. 

afterwards. 

Cloudy  4  p.  M. 

p.  M.;  light  snow  before  day. 

Raining  after  5  p.  M. 
ost  of  day. 
Rainy  after  8  p.  M. 
about  noon. 
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December,  1861. 


10 
11 
12 
13 
14 

S  15 
16 
17 
18 
19 
20 
21 

S  22 
23 
24 
25 
20 
27 
28 

8  29 
30 
31 


Thermometer. 


32 

34 

23 

19 

28 

35 

39 

33i 

38 

43 

47* 

25 

25i 

41 

37 

29 


Weather. 


Morning. 


Afternoon. 


32 
34 
464 

48 

50 

57 

61 

54 

531 

37 

32 

481 

43 

48 


Cloudy    most  all  day. 

Clear  — Cloudy  - 

"     Clear  _- 


Cloudy Cloudy  . 

Foggy Clear  _- 


Rainy  . 

I  Clear  - 


38 

47 

341 

47 

304 

511 

38 

48 

21 

29 

22 

34 

31 

43 

25 

29 

18 

20 

171 

35 

30 

384 

19J 

281 

22 

354 

28J 

38 

244 

HI 

Cloudy  . 
Clear  -- 
Cloudy . 
Clear  -- 


Rain  till  4  r 
Clear  


Rain 

Clear  

Cloudy  — 
Clear  -  . 
1  lloudy    most 


Cloudy    most 
Clear  -  - 


Clear  3  to  8  P.  M. 

5:30  P.  M.,  Philadelphia. 


Cloudy 

Clear  

Cleared  

Clear  

Cloudy 

M.    and  snow 
Clear  _.  


Cloudy  . 
Clear  .- 


( lloudy 
Clear  -- 

all  day- 


Cleared  5  P.  M. 
Cloudy  6  p.  M. 
2  p.  M. 

Clouded  over  10  A.  M. 
rest  of  day. 

Cloudy  part  A.  m. 

Cleared  8  A.  M. 

Cloudy  part  A.  M. 


9 

10 

11 

;S  12 

13 

14 
15 

16 
17 
18 

8  19 
20 
21 
22 
23 
24 
25 

S  26 
27 
28 
29 
30 
31 
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67 


Thermometer. 


35 

25 
17 
16  * 
10 
15 
19 
7 

23* 
31* 
29*. 
30* 
32 

18 
17* 

30 

24*. 

30* 

33*. 

34 

32 

29 

25*. 

30*. 

30 

29 

26 

23 

26*. 

34 

26* 


53 

31 

26 

25*. 

26*. 

24 

33 

29* 

m 

42 
35 


Weather. 


Morning. 


Cloudy 
Clear  -_ 
Snow  -  - 

Clear  ... 


Eain 

Foggy  &misty 

Clear 

Dense  fog  all 
Cl'r  part  A.M. 


24     Cloudy 

39     iRain  — 


34 
36* 


35 

37 

37 

35 

39 

35 

34 

31 

37* 

40 

37 


Clear  — 
Cloudy 


Rain  __. 
Cloudy- 


Rain  - 
Clear . 


Cloudy  9  a.m. 
Foggy  ifcmisty 

Rain 

Clear 


Clear . 


Snow   flurries 
Clear 


all  day- 
Cloudy 

day  — 
Cloudy 

Clear  _ - 
Rain  — 


Clear 

Cloudy  

Foggy&misty 
Rain 


Cloudy 


Rain  - 
Clear . 


Snow   1   to  7 

all  day 

Misty 

Clear  


REMARKS. 


Cloudy  6  p.  M. 


inches. 
Cloudy  part  p.  m. 
Cloudy  5  p.  M. 
Foggy  night. 

Hail  and  snow  9  P.  m. 

Rain  9  P.  M. 

36°  at  7:30  A.  M.  ;  32°  at  8  A.  M., 
and  growing  colder  all  day. 

Cloudy  again  9  p.  M. 

Snow  before  day  between  12  and  1 
o'clock  a.m.;  large  fire  in  Com- 
merce Square.  Dayton  and  oth- 
ers burnt  out. 

Rain  8  to  12  A.  M. 


early  a.  m. 
Snow  and  hail  8  p.  m. 
3  inches  of  slush. 

Cloudy  part  A.  M. 

p.  M.  and  then  rain — 3  inches. 


day  betweeo  the  5th  aud  26th,  and  nearly  the   whole  tiuie 
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1 
S  2 
3 
4 
5 
6 
7 
8 
S  9 
10 
11 
12 
13 
14 
15 
S  16 
17 
IS 
19 
20 
21 
22 
S  23 
24 


Thermometer. 

Weather. 

*s 

S 

REMARKS. 

0 

To 

Morning. 

Afternoon. 

28 

37 

Snow-- 

Snow-      

3  inches. 

28 

33 

Clear.     

Clear-      

Cleared  7  A.  M. 

17 

31 

Cloudy 

Snow       -     - 

5  inches. 

22* 

32 

Cloudy    most 

all  day. 

18* 

33 

Clear -- 

Clear-  -     -  - 

17 

40 

Cloudy 

Rain     _ 

35 

41 

Clear 

Clear - 

22* 

361 

"       .     ... 

Cloudy 

Snow  squalls  P.  M. 

22 

34 

Cloudy 

Clear 

Cleared  9  A.  M. 

13 

29* 

Clear  -    

"     .- 

18 

34 

"       

Cloudy  _-  -- 

Snow  7  P.  M.:  1  inch. 

31J 

43 

"         

Clear      

Cleared  7  a.  m. 

281 

43 

Cloudy 

"     

Cleared  10  A.  M. 

33 

411 

"      

Clear  part  of 

P.  M. 

22 

32 

"      

Snow  12  to  5 

p.  M. ;  2  inches. 

16 

32 

Clear 

Clear    - 

Cloudy  part  of  evening. 

21 

34* 

Cloudy  -  - 

Bain,  hail  and 

snow. 

30 

39 

"     

Clear 

Foggy  9  P.  M. 

28 
34 
23 

39 
41 
35 

Clear-  -   

Snow  2:30  to  4 
Clear-  - 
Cloudy 

and  then  heavy,  rain,  and  had 
showers  during  the  night  accom- 
panied with   lightning. 

■>:i\ 

40 

Cloudy  

"     -.     ... 

34 

431 

"     

"     

37 
1G 

45 
29 

Foggy  &rain\ 
Clear 

Cleared 

Clear.       — 

5  P.  M.,  with  violent  gale  ;  foggy 
and  misty  until  the  afternoon; 
rained  very  hard  from  2  to  3  P. 
M. ;  about  4  p.  M.  wind  changed 
to  N.  VV.  and  blew  a  terrific  gale 
the  whole  night,  unroofed 
houses,  etc. 

21 

36 

"     

Cloudy 

Cloudy  8  A.  m. 

29J 

37 

Snow     

Cloudy   till  4 

I'.  M.,  and  then  clear;  4  inches. 

18 

26 

Clear 

Cloudy    most 

of   P.  M. 
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March,   1862. 


Thermometer. 


Weather. 


Morning. 


KEMARKS. 


1 

S  2 
3 
4 
5 


•S  9 
10 

11 

12 
13 
14 
15 

S  16 
17 
18 
19 
20 
21 
22 

S  23 
24 
25 
26 
27 
28 
29 

S30 
31 


20J 

23 

26J 

30 

31 

28 

19 

30J 

35 

34 

37 

36 

35 

35J 

36* 

32* 

30 

29 

28J 

36 

34 

36i 

38 

36 

35 

29 

32 

35 

28 

30 


35 
37 

43£ 

34 

40 

3-H 
38£ 

44 

46 

53 

45  i 

51 

42J 

43 

41 

43 

40 

39J 

44 

42 

44 

44 

47 

49 

40 

45 

51 

491 

46 

48 

19 


Clear 


Clear  - 


Cloudy 
Cloudy    most 
Cloudy 

Clear  _ 

Cloudy      and 
Clear  . 
Cloudy 
Cloudy    most 
Cloudy      and 

Rain 

Cloudy 

Cloudy  most 
Clear 

Cloudy 

Rain 

Cloudy 

Clear  most 
Cloudy  most 
Clear 

Cloudy 


Rain 

all  day  and 
Snow  all  p.M 
Clear 


Cloudy  part  p.  M. 
Rain  8  a.m.;  lightning 
very  hlustery. 
but  melts. 


damp  all  day 
Clear 


all    day    and 
damp  all  day 

Rain 

Cloudy-  - 

all  day 

Clear 


Cloudy  . 


Clear  partly- 
Clear  partly- 
all  day 

all  day 

Clear 


Cloudv. 


rainy  evening 


Snow  before  day. 

Cloud}'  evening. 

Rain  9  p.  M. 

Snow  before  day. 

Heavy  snow  9  A.  M.  to  1  P.  M.,  but 
melted  as  it  fell. 


First  dusty  day. 

Clear  again  8  p.  M. 
Most  all  p.  m. 
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April,   1862. 


!     Ther- 
j  mometer. 


to 


Weather. 


ing. 


After- 
noon. 


■a 

Prevailing 
Wind. 

it 

a  c 

•3  2 

10 

11 

12 

S  13 
14 

15 
16 
17 
18 

19 
S  20 


30* 


44 


22     W, 


50    Cloudy 

48 

65    Clear 

58 


Cloudy 
Clear  __ 

Cloudv 


Clear-- 


Cloudy 
Clear _. 
Cloudy 
Clear-. 


Rain  — 


Clear  - 


Cloudy 
Clear  .. 

Cloudy 


Clear 


Cloud}' 
Clear  - 


Cloudy 
Clear __ 
Cloudy 
Snow  _  - 


Cloudy 


Clear  - 


Cloudv 
Clear "_. 


Cloudy 


Clear . 


Cloudy 
Bain  -. 


day.  E- 


nTw." 

W 


E 

W.~. 
W. -. 

N.  E.. 


N.  E 

W.,  N.,  E- 
E.,  S.  W.- 
N.W..E..S, 
s.  w 


N.  E,  S.- 
S.  E.,  S.  W. 

S.  W 

S.  W 

N.W.,  N.E. 
E 


N.  W 

W 

N.E,  S.~ 

E 

E 

E 

S.'W 


0.07 


0.15 


0.03 
0.:57 


0.04--. 
2.63,  13. 


Clear  at  sunrise,  but  cloud- 
ed over  soon  after.  Clear 
part  of  evening. 

Light  rain  before  daybreak. 

Clouded  at  6  p.  M.  and  con- 
tinued so  most  of  the 
evening. 

Bain  from  10:30  A.  M.  to  3 
p.  M.    Cleared  9  p.  M. 

Clouded  over  3  p.  M. 

Snow  very  hard  from  11  A. 
M.,  but  drifted.  Melted 
first  few  hours. 

Continued  snowing  until  5 
A.  M.  Commenced  again 
8  P.  M. 

Cleared  7  A.  M. 


Cloudy  part  of  morning  and 

evening. 
Clear  part  of  morning. 
Cloudy  part  of  morning. 
Cleared  at  8  A.  M. 
Clouded   over  7   P.  M.,   and 

shower  8  to  9  P.  M. 
Cloudy  evening. 
Rained     all     the    morning, 

gently.     Clear  part  after- 
noon. 
Bained   7  A.   M.  to  5  p.   M. 

gently,     and     after    that 

high  winds. 
Sun  rose  clear,  but  greater 

part  of  day  was  cloudy. 
Cloudy  part  of  afternoon. 
Clear  but  hazy. 
(  Hear  3  p.  m.  ' 


Misty  rain  '.)  p.  M. 

Gentle  rain   9:30   A.  M.  to  3 

j'.  m.     Cleared  5    r.  M. 

Shower  11  p.  M. 
Pears  and  cherries  (lowered. 


Weather  Record  for  New  Brunswick,  N.  J.  71 

May,  1862. 


Ther- 
mometer. 


3   53 

S    4   48 
5   50 


46J. 


9 

10 

S  11 

12 

13 


Weather. 


Morn-    After- 
noon. 


S  18 
19 
20 

21 


14  56.', 

15  46* 

16  55,1 
17'  54  I 

55 
61 
51 


24 
S  25 

26 

27 

•  28 
29 
30 


52   Bain  . 
59        "     . 


67    Cloudy 
64    Clear - 


63J, 

62*| 
76 
79 
64  i 
67 
76  I 


63    Cloudy 

67    Clear  1. 

72    Cloudy 

75    Clear - 

74 

72 

67 


Rain  _- 
Cloudy 

Clear  — 
Cloudy 
Clear  — 


Cloudy 
Clear  — 
604.  Cloudy 


814 


664 


Cloudy 
Clear.. 


Cloudy 
Clear   . 


Cloudy 
69*  Clear  - 
664 


Cloudy 


Cloudy 
Clear  - 


Cloudy 


Clear  - 
Rainy 


Clear . 


Prevailing    "  _c 
Wind.     I  a  c 


tft« 


E.,  S.  W.. 

W 

W.  —  . 


REMARKS. 


N.  W I     0.15 

N.  W I 


N.  W. 

s.  w.. 
w. - 

N.  E._ 
S.  W._ 
S.  W- 


E 

E 

E 

S.  W— 
E 

W 

E 

E 


W 

s.  w.~ 


E.~- 

N.  E, 


N.  W 
W. - 


0.63 


..  Rained  quite  hard  all  day, 
with  some  intermission. 
-  Rained  hard  all  the  morn- 
ing, cloudy  afterward  and 
foggy  night. 

.    Cleared  9  a.  m. 


Light  shower  4  p.  m.,  and 

steady  rain  from  7  P.  M. 
Very  blustery    with   heavy 

flying  clouds. 
Very   blustery  with    heavy 

flying  clouds. 
Very  blustery. 
.  Very  blustery. 
Very  blustery  ;  air  so  filled 

with  dust  as  to  obscure  the 
'  sun  during  the  afternoon. 
Clouded   over  4  p.  M.,  with 

two  or  three  light  showers 

in  the  evening. 
Cleared  3  P.  M* 
Clouded  over  7  P.  M. 


Cloudy  part  of  afternoon. 


Misty  night  with  flashes  of 

lightning. 
Cleared  10  A.  M. 
Showers     all      around    the 
country,  but  only  5  min- 
utes sprinkle  here. 
Clear  from  9  A.  M.  to  1  p.m. 
and  in  the  evening  after 
8  P.  M. 
Cloudy  8  p.  M. 
Rained    gently    from    mid- 
I     night  till  4  p.  M. 

0.03 Light  sprinkle  between  1  and 

'     3  P.M.;  cleared  off4:15 P.M. 

E Clouded  over  11  a.m.,    with 

light    sprinkle    now   and 
I     then  all  day  and  night. 
E I    0.12 Cleared  10  a.m. 

2.33 


*On  May  i3  I  commenced  using  James  Green's  self-registering  thermometer. 
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Weather  Record  foe  New  Brunswick,  N.  J. 


June,    1862. 


Ther"          Weather. 

nD   aa 

a 

nionieter. 

1 

Prevailing 
Wind. 

•S.2 
^  _ 
c  .5 

» 

REMARKS. 

• 

s 

J3 

Morn- 

After- 

0 S 

■$. 

s 

M 

■2   0 

0 

oa 

0 

ing. 

noon. 

£  0 

a 

Q 

J 

£ 

Pix 

02 

S  1 

55.1 

604  Rainy  - 

Cloudy 

E 

0.08 

..... 

Gentle  rain  nearly  whole 
morning  after  7  a.m.;  after- 
noon and  evening  misty. 

2 

60     72    Cloudy 

'■ 

E 

0.02 



Rain   8   to   9   A.  M. — clear 

3 

4 

63A    77     Cloudy 
64"    65    Rain  __ 

most  all 

day.  E 

from  3:30  to  5:30  p.  M. 

Rain  -_ 

E 

3.33 

Thermometer     falling     all 

.5 

56J    65J  Cloudy 

Cloudv 

E 

day  rained  gently  6  A.  M. 

to  12,  but    afternoon    and 

night  very  hard. 

6 

58.!    684  Clear -- 

Clear  — 

E 





Cloudy  part  of  evening. 

7 

ooji    744 

" 

" 

E 

1.12 



Hard  shower  7:15  and   rain 

all  evening. 

S8 

56 

614 

Cloudy 

Cloudy 

E 

0.03 

Rained  quite  hard  for  15 
minutes  at  7:20  A.  M. — 
clear  part  of  evening. 

9 

48 

65 

Clear - 

Clear  — 

E 





Cloudy  part  of  morning. 

10 

5U 

654;       "      - 

Rainy  _ 

E 

0.26 



Clouded  over  8  A.  M. — light 

rain  between  2  and  3  p.  M. 

and  steady  rain  after  7  p.m. 

11 

56£ 

67| 

Cloudy 

Clear  — 

S.  W 

0.02 



Clear   part  of  morning — fly- 

12 

57 

80 

Clear  — 

s  w 

ing  clouds  afternoon  with 

shower  6  P.  M. 

13 

64£ 

83 

" 

" 

N.  W 

0.24 



Heavy  shower  6}  to  7|  P.M. 

14 

664; 

784 

Cloudy 

N  W 

Clouded  over  3:30  P.  M.  and 

several  showers  after  7  P.M. 

S  15 

56 

684 

Rain*— 

Clear  — 

N.  E 

0.76 



Rained  until  8  A.  M. — clear- 

16 

47 

64} 

Clear -_ 

"     _. 

N.E 





ed  1  P.  M. 

17 

4SA- 

69" 

" 

" 

S.  W.        . 

18 

58" 

77 

Cloudy 

" 

s.  w 

0.46 



Cleared  8  p.m.;  clouded  over 

19l  00     764  Clear  __ 

1 

s.  w 

again  3  p.  M.  ;  hard 
shower  8:30  to  10:30  p.  M. 

20    57      70        "     -_ 

" 

X.  w 





Cloudy  from  10  a.m.  to  2  p.m. 

21  i  54.1    75        "     _- 

"     _. 

s.  w 





Cloudv  part  of  evening. 

S22    63"    75£     "     - 

"     _. 

M.  W 



23    56      74       "     . 

Rain  — 

E 





Clouded  over  2  p.  M.  and  rain 

all  evening  after  5:30  p.  M. 

24   59J 

64    Rain  -- 

Misty  _ 

E 

0.29 

Did  not  rain  much  after  8 
A.  M.,  but  misty  all  day 
and  night. 

25   59 

69    Cloudy 

Shower 

E 

0.10 



Clear  part  of  morning  and 
pari  of  afternoon. 

26   62 

754       " 

Clear  - 

E - 

0.11 

Clear  part   of  morning — lit- 

27   62.1    82}  Clear  — 

"     . 

W 

..  .   _ 



tle  shower  12   m.— cloudy 

2£    64"    84",     "     - 

"    _. 

3.  W 



part  of  evening. 

S  2'.l    68      82        "     — 

" 

3. 





( :louded  over  6  p.  M. 

30    68j    77',  Cloudy 

" 

E 

0.2S 

Rain  before  daybreak  and 
from    10   to   12  M.— liffht 

7.10 

shower  2  P.  M. 

Weather  Record  for  New  Brunswick,  N.  J. 

July,     1862. 


Ther- 
mometer 

Weather. 

Lowest. 
Highest. 

Morn- 
ing. 

After- 
noon. 

Z.  5P 

<£ 

"3  J5 

J= 

Prevailing 

Wind. 

s 

3  c 

a 
m 

REMARKS. 


4 

5 

•  S      6 


10 
11 
12 
•S  13 
14 
15 


17 

18 

19 

S  20 

21 
22 
23 


<!7.', 
65 
58 
61 

67* 
63.1 
62* 


73  ; Clear-. 
664 :  Cloudy 
65" 


Clear.. 
Bain  -. 
Cloudy 


N.  W.  . 
E 

N.  e.:. 


1.77— 


Cleared  oft' 6  P.  M.;  rained 
gently  afternoon  but  vio- 
lently evening  and  night 
of  2nd. 

Clear-  Clear -  S.  W 

3.  W Cloudv  part  of  afternoon. 

S.  W. 

Clouded  over  5  p.  M.  Vio- 
lent gale  with  thunder 
shower  7:30  to  8  p.  M. 


Cloudy 
Clear  — 

Cloudy 
Clear ~ 


Cloudv 
Clear - 

Cloudy 


Clear- 
Cloudy 


69*  Cloudv 
78*;Cloud"y 
80    Clear - 


-  N.  W. . 


0.80 


-IW.~. 
-18.  w. 


Cloudy 
Clear  _. 


Cloudy 

Clear  — 
Cloudy 


&  misty 
Clear  — 
Cloudy 


S  27 

64 

77 

Cloudv 

28 

61* 

81*  Clear - 

29 

67* 

84       "    ■_ 

30 

68 

83 

31 

68 

79J 

"      - 

N.  W 

E 

W 

s.  w 

s.  w 

s.  w 


N.  W 

E 

E 

S.  W 


all  day.  E.. 

N. 

S.  W 


w 

s.  w.~ 

S.  W.- 
S.  W— 


0.07 


Cloudy     parts    of  morning 
and  afternoon. 


Clouded  over  6  p.  M. 


shower 
;  clear 


Clouded  over  4  p.  M.: 
5:30  to  6:30  p.  M 
evening. 

Clouded  over  6  p.  M. ;  show- 
ery evening  after  7:30 
p.  M. 

Cleared  8  A.  M. 


Shower  4  p.   m.  and  6:30  p 
St.;  clear  part  of  evening 
Misty  part  of  day. 
Cloudy  evening. 
Clear  part  of  morning;  rainy 
evening  and   night    after 
7  P.  M. 
0.30. 

0.12! [Cleared  8  A.  M. 

2.35 Clouded  over  4  p.  M. ;  hard 

shower  from   5:30  to  9:30 
p.  M. 
Cleared  8  A.  M. 


0.0S 


Shower  before  davbreak. 


N. —     —       Cloudy  part  of  afternoon. 
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August,     1862. 


I    Ther- 
,  mometer. 


S  It' 
11 
12 


13 

14 
15 

16 
S  17 
18 
19 
20 
21 
22 

23 


s  -j  I 

25 

26 

27 
28 


29 
30 

s  :;i 


Weather. 


Morn- 
ing. 


67*!  81    Clear - 

67"  83  !     "    - 

68  I  84       "     -. 

73.',  82.',  Cloudy 


After- 
noon. 


Clear  - 


87        "     - 
82    Clear. 


Prevailing 
Wind.' 


N.  E. 
N.  — . 
S.  E. 
S.   E. 


S.  W. 

N.  -. 


E.— . 

S.  W. 


76  i  9H 


73  !  82 
64A  82J 
73     881jCloudv   Cloudy 


64  76$  Clear - 
571  791  "  -- 
681    79£  Cloudy 


58  72 
54  I  71 
521  71$ 
57"  76 
571j  81 
613  80 
67" 


il'.i', 


Clear - 


Cloudy 


§  g 

Is 

-   s 


s.  w.. 


E 

S.W... 
X.  \v. 

N.  — 
X.  E.- 
N.  E- 
S.W.- 
S.  W.- 
S.  W.. 
S.  W.. 

S.  W.- 


001    68    Clear. 
51      72', 
561    86 


711    82 


Cloudy 


--  E 

-.  E 

s.  W. 
_    s.  W. 

s.  w 


Clear  - 


-.  Cloudy 


N.  W. 

E 

s.  W.. 


0.0- 
0.21 


0.0 
0.13 


0.10, 
1.29 


REMARKS. 


Light  rain  5:30  A.  M.:  cleared 
8  a.m.;  northern  lights  9  P 
M. 

Cleared  11a.m.;  showery 
evening  after  7:15. 

Cloudy  part  of  afternoon. 

Warmest  day  since  I  have 
kept  a  daily  record — 0 
years. 

Shower  from  6  to  7  P.  M.  ;. 
cloudy  afterwards ;  clear- 
ed 10":30  p.  M. 


Clear  8:30  A.  M.  to  1:30  p, 
M. ;  showery  1:45  to  2:45 
p.  M. ;  cleared  9  P.  M. 

Clouded  over  0  p.  M. 
Showery   before   daybreak  ; 
clear  part  of  the  morning. 


Shower  2:30  p.  M. ;    cloudy 

evening. 
Shower  before  daybreak  and 

sprinkle  during  morning  ; 

clear    part    of     morning. 
Cloudy  part  of  afternoon. 


Cloudy  most  of  morning, 
with  2  or  3  sprinkles; 
shower  4:45  P.  M. 


Shower  10  to  12  p.  m. 


Weather  Kecoed  for  New  Brunswick,  N.  J. 

September,     1862. 
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Ther- 
mometer. 


2 

3 

4 

5 

6 

S  7 

8 

9 

10 

11 


13 

S  14 


15 
16 

17 
18 

19 
20 
S  21 
22 
23 
24 

25 
26 
27 
S  28 
29 
30 


Weather 


82k  Cloudy 


68 


76* 


Clear  _  _ 


Cloudy 
Rain  __ 

Clear  — 
Cloudy 


Clear  _. 
Cloudv 
Clear"-. 


Cloudy 
Clear  _. 


67 

70 

68i  1 

77" 

72i  Clear  - 


Cloudy 


After- 
noon. 


most  all 
Clear  — 


most  all 
Rain  — 


Clear - 
Cloudy 


Misty 
Clear _ 


most  all 
Clear  — 


Cloudy 
Clear- 


Cloudy 
Clear  -  - 
Cloudv 


Prevailing 
Wind. 


N.  W 

N.W 

S.  W 

S.  W 

S.  W 

S.  W 

S.  W 

N.  E 

N.  E.— 
day.  N.  E. 

S.  E 


N.  E- 
N.  E._ 


S.  W. 
E 


S.~. 
S.E.. 


N.  W 

day.  S.  W 

E 

E 

S.  W 

W 


N.  E 

N.  E 

S.  E 

N.  E 

N.  W 

E 


fii 


0.G0 


0.30 
0.05 


REMARKS. 


Clear  part  of  morning  and 
afternoon;  high  winds  and 
rain  7  to  10  P.  M. 

Frost. 


Cloudy  part  of  morning. 
Cloudy  part  of  morning. 

Cloudy  part  of  evening. 
Clear  part  of  morning  and 

afternoon  ;  rainy  night. 
Rained  hard  all  morning  and 

from  3:30  to  7  afternoon  ; 

clear  part  of  evening. 

Clouded  over  9  a.m.;  clear 
parts  of  afternoon  and 
evening. 

Clear  part  of  evening. 

Rain  before  day  ;  clear  part 
of  morning. 

Light  rain  from  1  to  2  P.  M. 

Cleared  9  a.m.  ;  cloudy  even- 
ing. 


Clear  part  of  morning;  clear- 
ed 7  p.  M. 


Cloudy  part  of  evening. 

Cleared  8  A.  M. 

Clear  part  of  afternoon. 
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October,   1862. 


Ther- 
mometer. 


62* 


Weather. 


re 

Q 

-! 

1 

58£ 

2 

58i 

3 

61 

4 

64 

,S    5 

6 

574. 
44 

7 

57 

8 
9 

634 
62 

10 

604 

11 

60 

S  12 

50 

13 

48 

14 

51 

15 

51 

16 

48.! 

17 
18 

532l 
43.1 

S  19 

43 

20 

44 

21 

36 

22 

50 

23 

41 

24 

33 

25 

45 

B  26 

45.1 

27 

45 

28 

34 

2fl 

37 

30 

40 

31 

I.', 

1 

Morn- 
ing. 


Rain 


Cloudy 


Clear-- 


Cloudy 


Rain  __ 

Cloudy 
Rain  -- 
Cloudy 
Clear ~ 
Cloudy 
Clear -- 


After- 
noon. 


Rain  __  E.. 


5  rf 

ee 

%  - 

J= 

Prevailing 

S  = 

_C 

Wind. 

c  c 
re  — < 

•5 

=  S 

fS<S 

go 

Cloudy 
Clear- 


Cloudy 


47    Rain  -. 
52    Clear.. 

57^       " 
56        "     „. 
65        "     .. 


Rain 


Cloudy 


Cloudy 
Clear.. 


X.  E. 

E 

S.  W.. 


All  points 

S.  W 

S.  W 

3.  W 

E 


X. 

N.  E 

N.  E 

All  points. 

X.  E 

X.  E 

N.  W 

All  points 
S.  W 


X.  W. 

S.  W.- 

N.  W. 
N.  W. 
X.  W. 

s.  w... 

N.  E... 


Cloudy    X. E.  

Clear--  All  points 
All  points 
W 

S.  W 


2.65 
0.04 
0.03 


0.95 
0.20 


0.03 
o".04 


5.21 


REMARKS. 


Rained    hard    all    morning, 

but  with  intermissions  af- 
ternoon and  night. 

|  Rained  until  9  A.  M.;  misty 

evening. 

Misty     part     of    morning; 

cleared  2  p.  M. 

jCleared  9  A.  M.:  cloudy  most 

of  eveninewith  little  rain. 


Rain  10:30  A.  M.  to  3  p.  M., 
and  misty  afternoon  and 
evening. 

.Stopped  raining  7:30  A.  M  ; 
clear  part  of  morning. 


Clouded  over  6  P.  M. 
Clouded  over  5  p.  M, 

Light  sprinkle  before  day. 

Clouded  over  5  P.  M.  and 
rained  at  intervals  from 
6:30  to  9  P.  M. 


Foggy  morning— hazy  all 
day  ;  clouded  over  5  p.m. 

Rained  gently  all  afternoon 
and  hard  in  the  evening 
and  night. 

Cleared  5  p.  M. 

Hazy  night. 
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November,    1862. 


Ther- 
mometer 


48 
5H 


27* 


10 
11 

12 

•  13 
14 
15 

S  16 
17 


18 
19 

20 
21 
22 

S23 
24 
25 


27 

28 
29 

S  30 


Weather. 


Morn- 
ing. 


Clear - 

Cloudy 
Snow  _- 

Cloudy 

Snow  _  _ 
Clear  - 


49    Cloudv 


Oloudv 


Misty- 


65J  Cloudy 


Rain 
Cloudy 


39    Clear. 
41  A 
50 


Clear  - . 
Cloudy 


After- 
noon. 


Clear  — 

Cloudy 
Snow  -  - 

Cloudv 


S.  W- 
S.  W- 

W 

E 

S.  W- 
N 


Cloudy 
Clear  _ . 


Cloudy 
Rain  _ 


Cloudy 
Misty-. 

Rain  _. 
Misty-. 
Cloudy 

Clear-. 

Cloudy 


Clear  - 
Rain  - 
Clear  - 


-o    . 

Sb 

a 

Prevailing 
Wind. 

g.2 

a 

■3  c 

0 

«£ 

02 

N.  E.. 


N.  W. 
W 


S.W.— 

S.W.— 


W 

W 

N.  E.~ 

N.E.- 
N.  E.-_ 


N.  E... 
S.E.— 

s.  w... 

N.  E.-. 
N.  W. 

N.W. 

W 

S.  W- 


W.— 
W.— 

N.  E.- 

S.  W.- 


(i.n; 


0.38 
2.30 


().()('» 


Cloudy  evening. 
Cloudy  part  of  evening. 

Cloudy  part  of  evening. 

Clouded  over  5  p.  M. 

Rain  before  day  ;  clear  part 

of  morning. 
1  Snow  7:15  A.  M.  to  4  p.  M. 
I     violently,   and    moderate' 

rest   of  day  ;  ther.   lowest 

3  p.  M.,  highest  8  A.  M. 
Snow  squall    U:30    A.   M. ; 

com.  again  9  p.m.  &  snow- 
ed violently  until  2  P.  M. 
of  9th  ;  10  in.  on  ground 
besides  what  melted  on 
Saturday  ;  cleared  8  P.  M. 

Clear  part  of  the  afternoon 
and  evening. 

Clear  part  of  morning  ;  rain 
after  4  p.  M.  at  intervals. 

Fogg}7  morning. 

Cloudy  part  of  afternoon. 

Sun  rose  clear. 

Rain  parts  of  morning  and 

afternoon    till    6    P.    M.  ■. 

cleared  10  P.  M. 
Sun  rose  clear. 
Rain   part  of  morning  and 

afternoon. 
Rain  before  day  and  after 

4  P.  M. 

Sun  shone  a  little  at  noon  ; 
clear  part  of  the  evening. 
Cloudy  part  of  the  afternoon. 

Clouded  over  3  p.  m.  ;  light 

rain  after  5  P.  M. 
Rain  till  9  A.  M. ;  clear  part 

of  afternoon. 
Hazy  evening. 
Cloudy  part  of  afternoon. 
Sun     rose     clear ;      rained 

lightly  parts  of  afternoon. 
Clouded  over  6  P.  M. 


> 
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December,  1862. 


Ther- 
mometer. 

Weather. 

Lowest. 
Highest. 

I 

Morn-      After- 
ing.        noon. 

1    41     50i  Bain --Cloudy   3.  W !    0.13; 


2  35  41    Clear  —  Clear  —  X.  W. 

3  30  37    Cloudv   Cloudy    N.  E. 

4  26  37*  Clear--  Clear.-  >.  W._ 

5  27  41*      "     -  Snow_-S.  W.- 


6   26*    30 
S    7    131    19* 


s 

12 

25 

y 

221 

32 

10 

16 

361 

11 

30 

441 

12 

m 

49* 

13 

32* 

49 

S  14 

38 

51 

Clear-  X.  W. 
"     __  X.  W. 


Cleared  off  7  p.  M. 


-  S.  W._ 

-  X.  E.- 
_-  8.  W- 

-  S.  W- 
__  S.  W- 

49"  Cloudy   Cloudy    E 

Clear— S.  W- 


15  37 

16  43 

17  32 

18  201 


63 

53  Rain-- 
39  Clear ~ 
29*     "     - 


19  24  40 

20  10*  15 
S  21  7?.  20*      "     -. 

22  19  32    Cloudy 


44* 
S  28    35? 

29    :;:; 
30 


:;m 


S.  W 

X.  w 

N.  W.  — 
X.  W.— 


w. 


•'    — N 
"    __  IS.—. 
"    -  s.  w. 

Cloudy   S.  W 


271    47    Clear--  Clear.-  X. 
27.1    37        "     —  Cloudy    E.- 


Cloudy 
Clear -- 
Cloudy 


42 
54 

52 '. 

45 

51  1  Clear 

45 


36 


"       |S.  W 

"      s.  w 

most  all  day.    W.. 
Clear  _-  X 

"    __s.  w 

Cloudy    Cloudy    X.  E 

Rain   1 
Snow  J 


ii.'J- 


4.00  Clouded  oyer  9  A.  M. ;  snow 
4  P.  M.,  at  first  with  little 
rain. 

Heavy  snow  squall  10:30  to 

10:45  A.  M. 


Clouded  oyer  6  p.  M. 


X.  W. 


U,S2 


Clear  part  of  morning. 
Cleared  2  p.  M.;  foggy  even- 
ing. 
Cleared  10  A.  M. 

Heavy     flying     clouds     all 
day. 

(  loudy  part  of  afternoon. 

iClouded  over  6  p.  m. 

Clear  part  of  afternoon  and 

evening. 
Cloudy  part  of  morning  and 

part  of  afternoon. 

Cloudy  part  of  evening. 
Bain  9  p.  m. 

Cleared  8  A.  M. 

Rain  5:30  p.  M. ;  snow  after- 
wards. 
Cleared  10  P.  M. 


Bain   and   melted   snow, 
months,  35.59  inches. 
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January,  1863. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


1  22*  35    Clear  . 

2  20j  38*'     "     - 
3i  22  '  44  I     "     - 

S    4  25 


After- 
noon. 


9 

10 

S  11 

12 

13 

14 
15 
16 
17 
•S  18 
19 
20 
21 


22 
23 
241 
.S  25: 
26 
27 
28 


51 

42  Cloud v  'Cloudy 
32    ClearlJClear-. 
31    Cloudy  Cloudy 
34         "  " 
50  j       "        Rain  -. 

43  i       "       IClear-. 


Cloudy 


Prevailing 
Wind. 


N.  W. 
N.  W. 
N.  W. 
E 


41 

Clear  — 

39* 

« 

54 

Cloudy 

6b 

" 

61* 

Rain  _- 

25* 

Clear  — 

25* 

"     __ 

32 

" 

33A 

" 

37 

Cloudy 

39 

<« 

46 

" 

44 

Clear - 

48 

Cloudy 

48 

" 

51* 

" 

37 

Snow  — 

36 

Clear — 

40 

"     - 

39 

S.W.- 
W.— 
N.  W. 
S.  W.- 
N.  E.- 

E 

W 

N.  W. 


Rain  - 
Clear  - 


Cloudy 
Rain  _. 


Cloudy 
Clear  - 
Cloudy 
Clear  -  - 
Cloudy 
Misty- . 
Snow  _- 


Clear- 
Cloudy 
Clear-. 


E 

S.  W- 
N.  E._ 
8.  W. 
N.  W. 
N.  E.. 

E 

E 

X.  E.- 


N.  E.- 
N.W. 

E 

W.  — 
S.  W._ 


AU  points. 
N.  E 


ff 

S.  W 

S.  W 


a  .s 


0.14 
0.85 


Cloudy  part  of  evening. 

Rain  5  p.  m. 

Cloudy  part  of  morning. 
Cloudy   part    of  morniDg  ; 
light  snow  in  the  evening. 

Commenced  rain  4  P.  M. 
Cleared  8  A.  M. 
Cloudy  part  of  morning  and 
afternoon. 


REMARKS. 


Shower  after  9  p.  M. 
Rain  before  dav. 


Clouded  over  8  A.  at. 

Commenced  raining  8:30  A. 
m.,  with  little  snow,  and 
very  violent  wind  all  day. 

Cloudy  part  of  morning. 


Commenced  snow  before  day 
and  snowed  very  hard  all 
day;  all  melted  as  it  fell 
until  noon. 

Snow  till  11  A.M.;cleared  12 
m;  cloudy  part  of  after- 
noon. 

Cloudy  part  of  morning ; 
snow  squall  3  p.  M.;  clear 
evening. 

Cloudy  part  of  morning. 
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Clouded  over  9  A.  M. 

Cloudy  part  of  afternoon. 

Snow  8  A.  m.  to  12  M.;  com- 
menced again  4  P.  M.,  but 
turned  to  rain  7  P.M.  with, 
wind  S.  E.;  rainy  night. 

Clouded  over  3  P.  M. 
Clear  part  of  afternoon. 

Clear  part  of  morning;  snow 

:30  p.m. 
Rained    with    intermissions 
all  day  and  night. 

Cleared  b'  p.  M. 

Snowed  moderately  from 
10:30  A.  M.  to  5  P.  M.; 
clear  part  of  evening. 

Rain  10  p.  m. 

Rained  till  9  A.  m.  ;  heavy 
flying  clouds  during  after- 
noon. 

Snow  8:30  A.  M.  violently 
all  day  and  drifted  very 
much. 

Clouded  over  7  A.  M. 

Rain   commenced  8   A.    M.; 

foggy  evening. 
Rain    before  day.     Dr.  An- 
thony  Bournomille    died 

A.    M. 
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March,   1863. 


Ther- 
mometer. 


15£ 
23i 
34£ 

30J 

32 
31 
29 


12 
13 
14 

S  IS 
16 
17 
18 
19 
20 
21 

S  2'2 

23 
24 

25 

26 

27 

28 

S  29 

30 
31 


Weather. 


Morn- 
ing. 


44  Rain  - 
49  Clear 
Rain 

Snow  . 


55  ; 


30£  Clear   . 

29^  "  -. 
384  Cloudy 
38    Snow-. 


38J 


Snow  1 
Rain  J 
Cloudy 

Snow  _  _ 


Cloudy 
Clear  - 
Cloudy 
Clear   . 

Cloudy 
Clear    - 


Cloudy 
Rain  -. 


Cloudy 
Rain  — 

Clear  _ 
Snow  "I 
Rain  J 


After- 
noon. 


Rain  . 
Clear 


Cloudy 
Rain  — 


Clear  . 
Cloudy 
Clear   . 


Cloudy 
Clear   . 


Cloudy 
Clear   . 

Cloudy 


Clear 
Rain  . 
Clear 


Prevailing 
Wind. 


E 

8.  W.. 

S.  W.. 


N.  W 

N.  W 

S.  W 

N.  E 


W. 

All  points 

W.   


Rain 


N.  W. 
N.  W. 
W.  ... 
N.  E... 
N.  E— 
S.  W... 
N.  E... 
N.  E- 
N.  E.- 
S.E.— . 
N 


N.  W. 
N.  W. 
S.E.— 


N.  W. 

N.  .... 


2* 


0.62 Cleared  off  5  p.  M. 


0.10 Cleared  11  a.  m.;  cloudy  part 

ol  afternoon. 

Cloudy    parts    of    morning 
and  afternoon. 

Snow  6:30  a.  m.  to  9a.  m. 
Rain  mixed  with  snow  from 
8  A.  M.  to  9  p.  M. 


0.(13 


1.18 
4.85 


Snow  and  rain  again  10  p.m. 

Cleared  8  A.  M. 
Commenced  snowing  8  P.  M. 
Snowed  till  9  A.  M. ;  cleared 

11    A.  M.;  snow  flurry    10 

p.  M. 

Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 
Clouded  over  5  p.  m. 
Snowed  a  little  all  morning. 
Cloudy  part  of  evening. 
Rain  before  day. 


Rain  9  P.  M. 

Rain  before  day;  cloudy  part 
of  evening. 

Rain  9  p.  M. 

Showery    morning  ;  cleared 

8:30  p.  m. 
Clear  evening. 
Cloudy  part  of  morning. 
Clouded  over  7  A.  M. 
Stopped  raining  7  A.  M.  and 

cleared  9  A.  M. 
Cloudy  9  a.  m. 

Rain    till   6  p.   M.;    cleared 
9:30  p.  M. 


No  ice  crop  gathered  here 
this  winter. 
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April,   1863. 


Ther- 
mometer. 


1  31 

2  31* 

3!  36 


11 
S  12 


16 
17 
18 
S  19 
20 
21 

22 
23 


25 

S  26 
27 
28 
29 
30 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


,£  £ 


3  ° 


Clear-. 
Cloudy 
Clear _ 


Clear -|N.  W.. 
Cloudy  S.  W.- 
Clear— N.  -  - 


29*    35iCloudy   |n™  }  N.  E.. 


32 

34* 

41 

SI* 

32 

33 

43* 
4t>l 

41* 


37*  58 
41  :  68* 
to*  69 
54"  60 
52*    64 


Rain  -- 
Clear  - 
Cloudy 


Cloudy    EST.  E 0.92 

S.  W 0.02 

N 


41*       "      '      " 
52*  Clear —IClear  — 
59*      "     -      "    - 


69* 

49*  Cloudy 


-  Cloudy 


Clear-. 
Cloudy 


Rain  _. 
Cloudy 


Cloudy 
Clear  -. 

Rain  -. 
Clear-. 


Rain  _. 
( Hourly 


Clear-. 
Cloudy 


Misty— 

Cloudy 

Clear  _. 
Cloudy 
Clear-. 


Cloudy 


Clear-. 


Cloudy 


NT.  W. 
N.  W. 
3.  W- 

S.W.- 
5.  W.- 


N.  E 

S.  W 

N.  E._— - 
\11  points. 

E 

E 

E 

E 


N 

N 

3.  W.- 
•S.  W.- 
N.  E._ 
E 


0.18 


2. 
0.02 


1.60 
0.35 


0.13 
0.07 


6.60 


Rain  part  of  evening. 


Snow  commenced  2:30  P.  M. 
and  soon  turned  into  rain 
and  hail. 


Light  rain  after  7  p.  M. 
Rain  5:30  p.  M.  and  10  P.  M. 

snow. 
Ground  covered  with  snow 

this  morning. 


First  dusty  day. 

Clouded  over  3  p.  M.;  rain  6 

to  7  p.  M.;  cleared  9  p.  M. 
Sun  rose  clear;  clouded  over 

between   6   and  7    a.   m. 

cleared  6  P.  M. 

Clear  part  of  morning ;  rain 
4  to  6  p.  M.  and  com- 
menced again  10  P.  M. 

Light  rain  10  p.m. 
Clear  part  of  afternoon. 
Cloudy  part  of  afternoon. 
Clouded  over  11  A.  M. 
Rain  before  day,  cleared   8 

A.  M. 

Clouded  over  1  p.  M. ;   rain 

6:20  p.  M. 
Commenced    raining    again 

7:45  p.  M. 
Heavy  (lying  clouds  parts  of 

morning  and  afternoon. 


Clear  parts  of  morning  and 
afternoon  ;  rain  5:30  to  6 
p.  M. 
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May,   1863. 


Ther- 
mometer. 


B  o 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


i   a 

a  •" 

a   '= 
■-  c 


S  3 


53J 


9 

S  10 

11 

12 

13 

14 

15 
16 
:S  17 
18 
19 
20 
21 
22 
23 


3  24 
25 
26 
27 
28 
29 
30 

S31 


56i 


Clear  — 


Cloudy 


Cloudy 
Clear-. 


Cloudy 


Cloudy 
Clear-. 


Cloudy 


Clear . 


Cloudy 


Clear _- 


N.  E.. 
S.  W. 


Cloudy 


Rain  _ 
Cloudy 


Clear-- 


Cloudy 


Rain  . 
Clear . 


Cloudy 
Clear -- 


S.  W.. 

N.  E.. 

N.  E.- 
N.  E._ 

N.  E- 
W.— , 

s.  w.. 

S.  W- 
S.W.. 


N.  E.- 
N.  E._ 


N.  W.- 
S.W.- 
S.  E— 
N.  W.- 
N.  W.. 
S.  W— 
S.  W— 
N.  W- 
S.  W— 


E 

E 

S.  W 

N.  E 

8.  W 

S.  W 

S.  W 

s.  w 


0.01 
0.07 


0.08 
0.37 
0.11 


Cloudy    part    of    morning; 
pears  and  cherries  flowered. 
Clouded  over  8  p.  M. 
Clear    part    of    afternoon ; 

light  rain  5:30  P.  M. 
Light  rain  till  8  A.  M. ;  rain 

again  10  A.  M. 

Rain  till  7  A.  M. ;  misty  rest 
of  morning. 


Clouded     over     9     p.    M. ; 

shower  10:30  P.  M. 
Clear  from  9  A.  M.  to  3  p. 
[. ;  rain  from  5  to  6  P.  M. 
Rain  before  day  ;  rain  again 

7  to  8  P.  M. 


Shower  afternoon  &  evening. 


Cloudy  part  of  morning. 

Thermometer  highest  at 
noon;  wind  shifted  to  the 
east  about  1  P.  M. 

Clear  part  of  the  morning. 

Rain  before  day. 

Cleared  3  P.  M. 


Clear     part    of     morning ; 

shower  12:30  P.M. 
Heavy  black  clouds  passing 

all  day  ;  shower  3:45  P.  M. 
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June,   1863. 


Ther- 
mometer. 


Weather. 


33 

S  14 
15 
16 
1 


1 

•20 
S  21 

22 

23 

24 

25 
20 


2 

s  -j- 


After- 
noon. 


72i 


Clear   -  Clear 


Cloud v 
Clear". 


C'y  m'st 
Clear 


Cloudy 


Clear   -Cloudy 
Cloudy 


Misty 

Clear   -  Clear 


..  Cloudy 


all  day 
Clear'  - 


Cl'dv  1 
Hazy  / 

Rain  _. 
Cloud v 


57  6"! 
50.1    70J 

58  73 


56*  70A     "    -. 

62jj  68|  Cloudy 

58  !■'•   Clear 

55  73J  Foggy  - 

60j!  72   Cloudy 

0.'S"  70.1  Clear 


all  day 
Cloudy 


Clear 


Rain 


Clear 


Prevailing 

Wind. 


~o     . 

^3-c 

So 

c  c 

c  e 

£ 

«K 

c 

s.  w 

w.  

N.  E 

N.  W.— 

s.  w 

All  points 
N 


N.  W.- 

N.  W- 


S.  W. 

s.  w. 

E.— 


E 

S.  W... 
S.  W.~ 
N.  W.. 
S.  W.~ 


All   points. 


0.04 
0.02 


0.20 
0.92 


E 

E 

S.   E. 


s.  w.~ 

N.  W.- 

N.  W- 

W.   — 
E 


E 

8.  E. 


S.  E.. 

s 


REMARKS. 


Cleared  5  p.  M. 


Rain  before  day. 

Rain    before   day  ;      cloudy 

part  of  afternoon. 
Heavy  Hying  clouds  all  day. 
Clear  part  of  morning  and 

cloudy  part  of  afternoon  ; 

rain  Ba.  M. 

Rainy  evening  after  5  p.  M. 
Light    rain  8  A.  M. ;    heavy 

rain   5:30   to   7:30   p.  m.  ; 

clear  part  of  afternoon. 
Light  rain  part  of  morning, 

and  misty  rest  of  morning. 


Showers  9:30  a.  m  and  5  p. 
M.  the  latter  hard;  cloudy 
part  of  the  morning  and 
clear  part  of  afternoon. 

Cloudy  morning  and  even- 
ing; hazy  in  middleof  day. 

Rain  till  9  A.  M. 

Misty  part   of  day ;    heavy 

shower  9:40  P.  M. 
Clear  part  of  afternoon  and 

evening. 
Heavy   flying  clouds  part  of 

day  ;    sprinkle  3:15    P.  M. 
Heavy  Hying  clouds  part   of 

day. 

Clear  part  of  morning;  rain 

9  A.  M.  to  8  P.  M. ;    partly 
clear  evening. 

Cleared  8a.m.;  clouded  over 

10  PM. 

Cleared  4  p.  m. 
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July,   1863. 


Ther"    '       Weather. 

M  i 

i 

mometer. 

<u  ~ 

'o 

Prevailing 

^  a 

r3  — ' 

.5 

a  c 

REMARKS. 

. 

j= 

Morn- 

/After- 

Wind. 

a  S 

■^ 

& 

0 

rf 

0 

ing. 

noon. 

^  c 

a 

q 

i-l 

W 

a5a3 

m 

1 

02 

76* 

Clear 

Cloudy 

S.  W. 

Clouded  over  9  a.m.;  clear  a 

short  time  about  7:30  p.m. 

2 

68 

80 

Cloudy 
Cloudy 

« 

S.  W. 

Cleared  9  p.  M. 

3 

68 

83 

most  all 

day.  S.  W._ 
S.   E 

4 

69 

78 

Cloudy 

0.36 

Shower  about  1  A.  M. 

S    5 

67 

71* 

S.   E 

0.06 



Several  light  sprinkles  dur- 
ing the  day. 

6 

69 

72* 

" 

S.   E. 

0.05 

Light  rain  between  10  and 
12  A.M.;  cleared  8  P.M. 

7 

67* 
70" 

79 

a 

Clear-- 

S    E. 

Cloudy  part  of  afternoon. 
Partly  clear  part  of  morning, 

8 

78 

" 

Rain  — 

S.  E 

2.32 

commenced  raining  1  P.M. 

9 

07  * 

78* 

" 

Cloudy 

N.  E 

0.15 



Clear  9  A.M.  to  4  p.m.;  shower 
5  P.M.;  com.  rain'  9:45  p.m. 

10 

G8* 

72 

Rainy 

most  all 

day.  N.  E„ 

0.84 



Cleared  8:30  p.  m. 

11 

07 

80 

Cloudy 

Clear -_ 

S.  W 

Clear  from  10  A.M.  to  8  P.M. 

S  12 

09 

79 

Cloudy 

s.  w 

0.07 



Shower  7:30  to  9  P.  M. 

13 

09 

76 

" 

" 

E.. 

Com.  raining  9  P.  M. 

14 

07 

76 

Euin  -- 

" 

N.  E 

0.25 



Rained  till  8  A.  M.;  partly 
clear  part  of  evening. 

15 

70 

81 

Cloudy 

Hazy  -. 

S.  w 

0.38 

Shower  3  A.M.  and  7  A.M.;  sun 
shines  most  of  afternoon. 

16 

67$ 

82 

Hazy_- 

Rain  -- 

s.  w 

3.80 



Rain  from  4:15  to  10  p.m.;  in 
2   hrs.    3.70    inches   fell. 

17 

03 

72 

Cloudy 

"     __ 

N.  E. 

1.03 



Rain  from  4  to  10  P.  M. 

18 

04 

74 

" 

Cloudy 

E .. 

0.01 



Partly  clear  part  of  after- 
noon; light  sprinkle  7  P.M. 

S  19 

67 

78 

Clear __ 

N.  E. 

Cleared  10  A.  M. 

20 

67 

79 

« 

S.   E 

Cleared  9  A.M.;  hazy  evening. 

21 

69* 

79 

" 

' 

N.  W 

"aoi 



Shower  S:10  A.  M.;  violent 
wind  in  southwest  in  a.m. 

22 

61 

76 

Clear 

» 

N.  E 

First  clear  day  this  month. 

23 

01  i 

77* 

« 

a 

All  points- 

S 

24 

65" 

78* 

Cloudy 

«     '_ 





Cloudy  part  of  afternoon. 

25 

68* 

82 

" 

Cloudy 

S.- 

0.27 

Shower  2  P.M.;  clear  part  of 

afternoon. 

S  26 
27 

71 

84 

'• 

Clear^- 

s.  w 

0.39 

Shower  1  a.m.,  cleared  8  a.m. 

73 

82 

Clear  — 

Cloudy 

s.  w 

0.02  — 

Clouded  over  10  am.;  light 

rain  2:30  to  0  p.m.;  cleat- 

part  of  evening 

28 

68* 
71* 

81* 
77* 

Cloudy 

Hazy  -_ 
Cloudy 

S.  W._-     - 

Clear  8  A.  M.  to  3  P.  M. 

29 

s.  w 

0.33 

Shower     before    day ;    sun 

shines  part  of  afternoon. 

30 

69* 

82* 

" 

" 

s.  w 

0.17: 

Shower  12:30  P.  M.;  clear 
part  of  evening. 

31 

71 

82 

" 

Clear -S.  W.— 

0.06 Shower   12:15  p.m.;  cloudy 

'     part  of  afternoon. 

I0.59    1 
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August,   1863. 


Ther- 
mometer. 

Weather. 

O         •- 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind.' 


2  g 


tf<» 


REMARKS. 


S  9 
10 
11 

12 

13 
14 

15 

S  16 

17 

18 
19 
20 
21 
22 
S  23 
24 
25 


26 
27 
28 
20 
S30 
31 


7UJ 

75  1 

75*; 

74i 
734 
70" 

67i| 
72}. 


82  Cloudy 
88  Clear  — 
90  I  "  — 
83 
85 


Cloudy 
Clear _. 


90i 


Cloudy 


Clear . 


Cloudy 
Clear __ 

Cloudy 
Clear  _- 


Cloudy 
Clear . . 


Cloudy 

Clear -. 
Cloud  v 


80 

65   Clear 

67 


S.  W.~ 
S.  W.~ 
S.W.- 

E 

S.  W.~ 
S.W— 


S.E 

s.  w 


S.  W.-- 

S.  W.  - 
S.  W.— 


Cloudy 
Clear  _. 


N. 


N.  E.. 
S.  W.. 


Show'ry 


Cloudy 
Clear  - - 


N.W.. 
S.E.-. 


N.  E- 

N.  E.- 
S.  W- 
S.  W- 
S.  W.- 
W.— 
S.  W._ 
S.  W.- 
S.  W.- 


N 

N.  E 

N.  E 

S.  W.  ... 
N.  W.~- 
N.  E 


Cleared  7  p.  M. 


Cloudy  part  of  morning. 

Cloudy   part   of   afternoon ; 
sprinkle  2:30  p.  M. 

Shower  6  a.m.  ;  heavy  clouds 

afternoon    and    evening ; 

sprinkle  8:10  P.  M. 
Cloudy  part  of  evening  and 

looks  showery. 
Cloudy  part  of  evening  and 

looks  showery. 
Cloudy  part  of    afternoon ; 

shower   2:45   p.    M. ;   the 

highest  12  M. 
Shower  before  day  ;    partly 

cloudy  part  of  afternoon. 

Partly  clear  part  of  morn- 
ing. 

Cloudy    part    of   morning; 

showery  1  p.m.,  and  from 

5:40  to  7:40  P.  M. 
Sunshine  part  of  morning; 

cleared  4  p.  m. 


Cloudy  part  of  evening. 
Cleared  10  A. M. 


Light  shower  in  the  after- 
noon and  heavy  ones  in 
the  evening. 

Shower  before  day. 

<  lloudy  part  of  afternoon. 

Misty  parts  of  day. 

Light  shower  before  day, 
and  heavy  ones  from  4  to 
5  p.  M.,  and  7:30  to   8:30 
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September,  1863. 


87 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


1  "O 

. 

1  ^  o> 

-a 

revailing 

.5 

Wind. 

03'" 

^ 

Mod 

a 

03 

56i    67J 


53 
53 

582 
5!  52 
6i  55 
7   65 


62 


Cloudy 
Clear   - 


9   67 
10l  56 

11  50 

12  57 
S  13   64 


70* 

70| 

68    Cloudy 

70    Clear   . 

76J      "    - 
77    Cloudy 


Clear    - 
Cloudy 


14 
15 
16 
17 

18 
19 

S  20 
21 
22 
23 
24 
25 

26 
S  27 
28 
29 
30 


73J  Cloudy 
70 


40*: 


Sh'w'ry 
Cloudy 


Clear 


65 

56*. 
58^ 
m     "    . 
60"  Cloudy 

57*  Clear  . 
63"  "  - 
64J  "  - 
65*  "  - 
67*     "     .. 


Cloudy 
Clear   _ 

Cloudy 

Clear   - 

most  all 
Clear  - 
Cloudy 
most  all 
Cloudy 

Clear   - 


Cloudy 
Kain  __ 

Cloudy 
Clear   _ 


Cloudy 
Clear   - 


N.  E I Partly   clear  part  of  after- 
noon and  evening. 
E 

E ....... ... 

N.  E | i 

N.  E I 

s.  w 

S.  W.—  —  Clear  8  to    12  A.  M. ;    light 

sprinkle  in  the  afternoon  ; 

cleared  8  p.  M. 
S.  W Cloudy  parts  of  morning  and 

evening, 
day.    N.  E. 

N.  E 

E :--  -.    Clear  part  of  afternoon. 

day.    S.  W.     0.02 Kain  10:30  p.  m. 

N.  E. 0.14 Clear  part  of  morning;  rainy 

evening. 

E i ' Cleared  9  p.  m. 

S.  W ; i 

s.  w 1 ! 1 

s.  w 


' Clear  part  morning  ;  shower 

3:30  P   M. 

S.E !    0.69 No  rain  after  2:30  p.  M. 

N.  0.19' Clear  part  of  the  morning  ; 

rain  11  A.  m.  to  6  p.  m. 

N. Cleared  9  p.  M. 

W. 1 Clouded  over  8  p.  m. 

N. ' 

N.  E 

S.  W 

N.  W 0.09 Clouded  over  7  A.  m.  ;   rain 

1:30  to  3:30  p.  m. 

N. ' 

N. 

All   points. ' 

E Foggy  morning. 

S.  W 

1.13 
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October,   1863. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

— 
31 

<6 

C 

0 

0 

60 

Morn- 
ing. 

After- 
noon. 

a  S 

as 

tfco 

■s 

0 
p 

co 

REMARKS. 

1 

46 

70* 
69" 

69 

Clear.-  Clear  — 
Cloudy   Cloudy 

s.  W 

2  50 

3  6U 

S.  E 

W. - 

0.40 

Rainy  after  6:30  P.  M. 
Clear  part  of  morning. 
Cloudy  part  of  afternoon. 

S    4    56*    68* 
5    49  !  58* 

Clear  — 
Clear 

All  points 
N.  W 

6 

7 
8 

q 

43*    59 
41      62* 
54     63 

45*    61 

Cloudy 

Clear  — 
Cloudy 
Clear  — 

Cloudy 

Clear  — 

Cloudy 
Clear -- 

Rain 

Cloudy 
Clear - 

Cloudy 

Cloudy 
Rain  _- 

Clear  — 
most  all 
Clear  — 

N.  W 

N.  E 

E 

W. 

0.02 
0.21 

...:. 

Cloudy  2  to  5  p.  M. 
Misty  evening  after  7  p.  M. 
Rain    at   intervals,   2:30    to 
5:30  p.  M.   Cleared  6  P.M 

10 

S  11 

i? 

47* 

46* 
40 

60* 
57* 
54* 

day.  N.  E.. 

N.  E 

N.  W 

"0.22 

— 

Rainy  evening  after  9  r.  M. 

18 

37 
41 

49 
582 

58 

55 
62* 

69 
65 

69* 

75* 

67 

6? 

N.  E 

14 
15 

Cloudy 

Clear  — 
Rain  — 
Clear 

S.  W 

Cloudy  3  to  7:30  P.  M.    and 
clouded   over  again   9:30 

P.  M. 

Foggy  morning;  cloudy 
part  of  afternoon. 

Light  rain  before  day  ;  com- 
menced again  10  A.  M. 

16 
17 

S.  E. 

s.  w 

1.54 

S  18 
19 
20 

53 

58* 
45* 

;    - 

s 

N.  W 

W.- 



— 

Cleared  2:45  P.  M. 

911 

44;    69 
445    58 

41  1  61* 
49  \  52 
40*    47 

< 

W.    

22 
23 

24 

S  S5 

CI 
Ra 
CI 

>udy 
in 

N.  W 

S.   E 

N.  E 

N.  E 

~0~55 

— 

Clear  part  of  evening. 

26 
27 
28 
29 
30 

31 

331 

33 
33 
29* 
42* 

52* 

45* 

46 

48* 

52* 

56j 

63 

Clear -_ 

Rain 

Clear - 

N.  E 

N.  E 

N.  E. 
N.  E. 
N.  E 

S.  W 

0.0s 

0.24 
3.26 

----- 

Clouded  over  7  p.  M. 

Cloudy  part  of  evening. 
Clear     part     of     morning; 
misty  and  rainy  after  3  P. 

M. 
Rain  10:15  A.M.  to  1:30  P.M. 
Cleared  3:30  P.  M. 
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Th 

er- 

mometer. 

After- 

* 

fac 

ing. 

noon. 

i-l 

a 

November,   1863. 


Prevailing 
Wind. 


REMARKS. 


S      1 
2 

3 

4 
5 


40  53  I  Clear --Oar—  \S.  W. 
35  53  !     "    —      "    —  N.  E 
40*  59  jClondv       "     — S.   W. 
39" I  54*jClear"-      "     -  N.  W.— 

41  j  66    Cloudy    most  all  day.    S.  W 


6    50     58*  Clear—  Clear--  N.  W._ 


36 
39* 

10    31  jl 
11,  29*, 
12!  37 
13'  38 
42*, 


57  Cloudy 
53*  Clear.. 
42*  "  __ 
40*  Cloudy 
46  Clear-. 
59*  "  - 
62*  "  - 
56    Cloudy 


most  all 
I  Cloudy 


Hazy-. 
Cloudy 


52*    62*  Rain  _. 


51   |Cloudy 
51*  Rain  .. 


18  41 

19  38* 
20 
21 


-S  22 
23 


24  38 

25  46J 

26  34" 

27  30* 

28  36 
40 

28* 


5S  Clear . 
62*,  "  . 
52    Rain  . 

50*  Clear . 
50*      "     . 

51  Rain  . 
49*  Clear  . 

47 ;  "  - 

48  I  "  - 
48*  Misty  & 
421  Cloudy 

39*       " 


day.    S.  W. 
N.  W.- 
N.  E— 
1ST.  W- 

s.  w.~ 

S.W.— 

S.  W.~ 
E 


E._ 


JS.W.- 
.IN.W.- 


Cloudy 
Clear  — 
Cloudy 
'Rain  — 

.  Clear  — 


Misty  _ 
.  Clear  - 


rainy  - . 
Cloudy 


Clear . 


S.  W.- 
8.W.- 

S.  W- 

N.  E._ 


N.  W 

N.  E 


N.  E 0.54 

N.  W 

N.  W 

S.  W 

All   points. 

N 0.27 


N.  W. 


Light  sprinkle  during  niorn- 
.      ing  ;  cleared  2  P.  M. 


Very  windy,  with  heavy  Hy- 
ing clouds  part  of  after- 
noon,with  rain  squalls. 

Clear  part  of  the  afternoon. 

Cloudy  part  of  morning. 

Clear  part  of  morning. 

Cloudy  part  of  evening. 


Misty,  rain  at  intervals 
after  5  P.  M. 

Cleared  3  to  5  p.  M. ;  clear- 
ed finally  7  p.  M. 

Rain  2  to  6  p.  M. 

Did  not  rain  from  8  to  11:30 
A.  M. ;  partly  clear  part 
of  evening. 

Cleared  6  p.  M. 

Clear  part  of  afternoon. 
Rained  steady  from  7  A.  M. 
to  9:30  p.  M. 

Clouded  over  8  p.  M.,  and 
rained  before  12  p.  M. 

Clouded  over  6  p.  M, 


Rained    before  day;     clear 

part  of  afternoon. 
Snow  squalls   9:30  to  11:30 

A.   M. ;    cloudy    part     of 

afternoon. 
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December,  1863. 


Ther- 
mometer. 


5 

38 

S  6 

24 

7 

17.', 

8 
9 

191 
25 

10 

15* 

11 

13*. 

12 

25* 

S  13 

38* 

14 

421 

15 

36* 

16 

28* 

17 

301 

18 

35* 

19 

30 

S  20 

22 

21 

25 

22 

21* 

23 

10* 

24 

15 

25 
26 

S  27 

15* 
18i 
26 

28 
29 

33* 
35 

30 

31* 

31 

331 

Clear   - 

Cloudy 
Clear   . 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


Cloudy 


Rain  -. 


Rain 
Clear   - 

Cloudy 


S.  W 

S.  W 

All   points, 
S.  W 


W.   - 

N.  E.— 

N 

S.  W.~- 
N.  W.~ 


N.  W— 
N.  E.— 


Rain  __ 

Cloudy 
Clear    - 

3X1  Cloudy 


Misty  - 
Clear   - 


Rain 
Clear  -  . 

Cloudy 

most  all 
Clear 


Cloudy 
Rain  _. 
Clear    - 

Snow  1 
Rain   / 


N.  E.. 

S 


s.  w.. 


W.  

N.  W 


Si" 


N.E.- 
N.  W.. 
W.   — 

N.  W. 


day.  N.  W 

N.  E 

N 

N 

N.  E 

All   points 

S.  W 

N.  E 

S.  W 

S.  W 

E.— 


0.30 
0.43 


1.75 

0.3-1 


REMARKS. 


4.75 


Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 
Foggy  morning;  cloudy  part 

of  afternoon. 
Cloudy  part  of  afternoon. 


Cloudy  parts  of  morning  and 
afternoon. 

Clear  part  of  morning;  com. 
snowing  3:15  P.  M.,  and 
hail  and  rain  8  p.  m. 

Rain  till  2  p.m.;  cleared  4:30' 

p.  M. 
Cloudy  parts   of  afternoon 

and  evening. 

Cloudy    parts    of   afternoon 

and  evening. 
Rain  7  a.m. 
Rain  till  9  A.  M. 

Cloudy  8  a.m.  to  2  p.m.,  and 
clouded  over  again  5  P.M. 

Cleared  10  A.  M.;  partly 
cloudy  after  7  p.  m. 


Rain  again  7  P.  M. 
Clear  part  of  morning. 


Snow  at  intervals  1  to  6  P.M. 
and  then  a  warm  rain  set 


Rain   and   melted   snow  for 
1863;  52.50  inches. 
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January,   1864. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


6 

7 

8 

9 

S  10 

11 

12 

13 

14 

15 

16 

S  17 

18 

19 

20 
21 
22 
23 
S  21 

25 
26 
27 
28 
29 
30 
S  31 


Kain  _ 


Clear-- 


26.1  Cloudy 

30i 

31    Snow_- 


Snow  -  - 
Clear-- 


Cloudy 

C'y  m'st 
Misty-  _ 

Clear - 

Rain  — 

Cloudy 
C'y  m'st 


Clear  — 


Snow . 
Clear  . 


Cloudy 
Clear-. 


S.  W.,  N.  W. 
W 


O.Cii 


s.  w 

S.W.,N.,N.E. 
N.E..S.,  N.W. 


S.  W 

N.  E.,  N.  W. 
N.  E.,  N.  W. 

W 

s.  w 


45-i  Clear . 
51 


Cloudy 

all  day. 
Cloudy 

Clear __ 

Rain  -- 
Cloudy 

Clear  _  _ 
Cloudy 
all  day- 
Clear  _- 
Cloudy 

Clear -_ 


S.  W._ 
S.  W- 
S.  W- 


S.  W.,  S.  E._ 
N.E.,  S.,  S.W. 


N.  W 

All  points 

n."e.,'s","s.w 


W 

E 

N.E.,  S..S.W. 

s.  w 

s.  w 


Cloudy- 


Misty- . 
Cloudy 


W 

8.  W.,N... 

S.  W 

N.  E 

W.,  N.  E. 

N.  E 

N.  E 


Rain  till  10   A.    M.;    cloudy 

part   of  afternoon ;   ther. 

5  p.m.  28°;  9  p.  M.  17°. 
Very      high      wind ;     46° 

change   in    less    than   24 

hours. 

Snow  3  P.  M.  to  9  P.  M. 

Snow  S:30  a.m.  to  11  a.  m.; 
cleared  3  p.  M.;  first  snow- 
without  rain. 

Snow  8  p.  M. 
Snowed  till  11  A.  M. 


A   few   stars   visible    over- 
head in  the  evening. 

Cleared   off  5  p.  M.;  heavy 
clouds  passing  over  9  P.M. 

Clouded  over9  a.m.  to  3  p.m. 
Rain  9  A.  m. 

Clear  parts  of  P.M.  and  even- 
ing; rain  again  5  to  6  P.M. 
Cleared  10  A.  M. 
Clear  3  p.  M.  to  7  P.  M. 
Cleared  finally  8:30  P.  M. 

Clouded  over  10  A.  M.;  clear 

4:30  to  8  p.  m. 
Clouded  over  7:30  P.  Mr. 


Light  rain  6:30  A.  M. 


92 
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February,  1864. 


Ther- 
mometer. 


^j 

CD 

■■£ 

do 

0 

X 

Morn- 
ing. 


After- 
noon. 


Prevailing 
AVind. 


1 

33.! 

2 

33 

3 

32 

4 

29 

5 

31 

6 

36 

S  7 

35.! 

8 

32. S 

S 

29 

10 

20 

11 

10 

12 

27 

18 

29 

S  1-1 

354 

16 

23 

16 

304 

17 

6} 

18 

3 

19 

4 

20 

m 

S  21 

23 

22 

33* 

23 

34 

24 

43£ 

25 

34J 

26 

38 

27 

26 

S  28 

36 

2!) 

411 

49* 


Cloudy 
Clear-. 


Cloudy 
47 J  Clear.. 


Cloudy 
Clear  -. 
_  Cloudy 
80    (  li'ar 
3.V.  » lloudy 


9i  Clear . 

18  "     . 

18  "    - 

33*1  ' 
45 


Cloudy 
Clear  .. 


Cloudy 
Clear - 


40A  Cloudy 

434  Clear . . 
544  Cloudy 
43*.        " 


Rain  .. 
Cloudy 

Clear  — 

Cloudy 

Clear.. 


Cloudy 
Clear  — 


Cloudy 

Clear . . 

Cloudy 

most  all 
Clear  - 


<    lou.lv 

Clear    . 

(     loll.l\- 


S.  E.  . 

s.  w.. 


N.  W. 
S.    W. 

S.  W- 

N.  E. 
N.  W. 

S.  W  - 
S.  W., 
N.  W. 
N.  W. 
S.  W. 
S.  W. 
S.  W. 

n.,  s: 
s.  w 


s.  w 

,  N.  W 


N.  W 

W 

,  N.  W 


n.  ^Y. 

N".  W., 
N.  W. 
S.  W.- 
N.  E., 
day. 
S.  W 


,  S.  E. 
N.  E- 


3.  W.. 
S.W.. 

s.  w., 

S.  W... 

s.  w... 

N.   W. 


No  rain  after  5  p.  m. 
Foggy      morning ;      partly 

clear  part  of  morning. 
Clouded  over  10  A.  M. 
Cloudy    parts   of     morning 

and  afternoon. 


Clouded  over  9  A.  M. ;  clear- 
ed off  7  p.  M. 


Cleared  off  3  p.  M. 
Violent  wind  all  afternoon. 

Snowed  11    A.  m.  to   1:30  p. 

M. ;    cleared    2:30   P.  M. ; 

cloudy  part  of    evening 

with  snow  squall ;  violent 

wind. 
Cloudy  11  A.  M.  to  8  P.   M. ; 

violent  wind  all  day. 


Clear  part  of  afternoon, 


Clouded  over  6  p.  M.  John 
Bayard  Kirkpatrick  died 
1  p.  M. 

Light  rain  before  day ; 
cleared  9  A.  M. 

Light  rain  part  of  evening- 
after  5  o'clock. 

Snow  11:45  A.  M.  to  1:30  P. 
M. ;  cleared  3  P.  M, 

Clouded  over  3  p.  M. 

Rain  part  ol  morning. 
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Ther- 
mometer. 


1 

31* 

2 

26 

3 

21 

4 

24* 

5 

36 

S    6 

331 

7 

33 

8 

31* 

9 

35 

10 

32* 

11 

38 

12 

39 

S*13 

37 

1-4 

35 

15 

31* 

16 

28* 

17 

27* 

IS 

31 

19 

33 

S  20 

30* 

21 

20 

22 

19* 

23 

20 

24 

27 

2d 

30.', 

2ti 

39 

S  27 

35 

2S 

36  i 

29 

38 

30 

■;,<;•, 

31 

36* 

Morn- 
ing. 


Cloudy 
Clear  - 
Cloudy 
Clear   - 

Cloudy 
Rain  _- 
Clear   - 


Weather. 


After- 
noon. 


Clear    - 

Cloudy" 
Rainy  - 


Cloudy 
Clear  . 
Rain  -. 


Cloudy 
Clear  . 


Snow__ 

Clear    . 

Rain  ... 
Clear   _ 

Cloudy 

Snow  > 
Rain  ) 
Cloudy 


N.E.- 


N.  W 

w.,s.w.~ 

s.  w 

Ul  points. 


( 'loud\ 


Cloudy 
Clear   . 


Cloudy 

Clear 

Cloudy 


Clear  - 
Cloudy 
Rain  -- 
Clear    . 

Cloudy 

Rain  — 
Cloudy 


T=  a- 

°5    1 

S  £     § 

Prevailing 

Wind. 

^ 

.-  0 

0 

Pncc 

a 

N.W 

N.  W 

E 

N.  W 

E 


N.E 

S.  W 

All  points.  — 


N.  W 

S.  W.,  N.  W. 


N.  W. . 


N.  W.,  S.  W 

S.  W 

N.  W 

S.  W.,  N.  W 

N.  W 

N.E 

N. 


N.  W.  - 

S.  E 

N.E. — 

N 

N.  E.  — 
E 


N.E. 

N.E. 


Com.  snowing  8:15  a.m.  and 
continued  all  day,  first  few 
hours;  melts  as  it  falls. 

Cloudy  part  of  evening. 


Rained  at  intervals  during 
afternoon  and  evening  ; 
cleared  10  P.  M. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 

Cleared  9  P.  M. 

Clouded  over  7  A.  M. ;  com- 
menced raining  5  P.  M. 

Rain  till  7  A.  M.  ;  rain  again 
part  of  evening. 

Cloudy   part   of  afternoon  ; 

shower  3:30  P.  M. 
Cloudy  part  of  morning. 
Cloudy  part  of  afternoon  and 

part  of  evening  with  heavy 

snow  squalls  4  to  5  p.  M. 
Cloudy    part    of    morning  ; 

cleared  5  p.  M. 
Cloudy  part  of  morning  and 

part  of  afternoon. 
Cloudy  part  of  morning. 
Cleared  7  A.  M.  and  clouded 

over  again  6  p.  M. 
Clouded  over  4  p.  m. 


Snowed  till  11  a.m.,  but  very 
fine  and  drifted  much. 


Clouded  over  8  A.  M. 


Partly  clear   part   of  after- 
noon. 


Cleared  7  P.  M. 
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April,    1864. 


1 

2 

S    3 


16 

■S  17 
18 
19 
20 
21 
22 
23 

S  24 

25 
26 

27 

28 
29 
30 


4 

35* 

5 

34 

6 
7 
8 
9 

38 
39 
37 
45 

6  10 

40 

11 

38 

12 

384 

13 

38 

14 

36 

I 'J1, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


7.  • 

m 

H  a 

£ 

c 

-.  ■" 

n  £ 

& 

-5  c 

c 

Clear--  Cloudy 
Misty--  Rain  __ 
Rain  --  Cloudv 


Clear-!       " 

Rain   J 
Clear  --Cloudy 
"     —  Clear  _ - 


N.  E.,  S.E.. 
N.  E 

N.  E 


N.  E 

N.  E 


54 
60* 

63J   "  - 

55A  Cloudy  i  Cloudy 


N.  E 

N.  E 

N.  E 

N.  E.,  S.  E.. 


461  Rain  —  Rain  —  S.  E.,  N.  E— 


Cloudy  .Cloudy  N.  E.. 

E 

N.  E.- 


« 

Clear  —  ! 
Rain   "1 
Snow  ( 

Cy  m'st 
Clear  - 

all  day. 
Cloudy 

"     

Clear  — 
Cloudy 

«  :; 

Clear  — 

Cloudy" 
Clear - 

Cloudy 

Rain  -- 

(  "y  m'st 
Cy  m'at 

all  day- 

all  day  - 

Clear  — 

Cloudy 
Clear-. 

s.  w 

N.W 

N.  E.,  S.  W. 
N.W 

N.W 

N.  E 

N.  E 

N.  W 

S.  W 

s.  w 

W.,  E 


S.E.— 
8.W.- 

N.W.  - 


N 

N.  W 

N.  E.,  S.— 


0.85 


0.24 


Rain  till  10  A.  St.;  sunshine 
part  of  morning ;  cleared 
8  P.M. 

Clouded  over  4  p.  M. 

Snow  6:30  to  10  A.  M.,  with 
high  wind. 

Clouded  over  4  p.  m.;  partly 
clear  part  of  evening. 

Cloudy  part  of  evening. 

Clear  part  of  afternoon;  rain 
1 1  p.  M. 

Rained  hard  with  violent  S. 
E.  wind  until  2  p.m.;  misty 
evening;  wind  N.  E. 

Light  sprinkle  1:30  to  3  P. 
M.;  clear  part  of  evening. 

Wind  from  W.  part  of  a.*m. 

Rain  part  of  morning  ;  rain 
and  snow  till  6  p.m.;  show- 
ered 3  hours.  The  wind 
has  been  E.  for  20  consec- 
utive days  and  all  the  rain 
during  that  time  has  been 
accompanied  with  violent 
gales. 

Light  sprinkle  during  day. 

Clear  part  of  p.m.  and  ev'ng. 

Clear  part  of  p.m.  and  ev'ng. 

Cloudy  evening. 

Clouded  over  5  P.  M. 

Clear  part  of  evening. 

Cloudy  part  of  afternoon. 
Cloudy  evening. 

Clouded  over  4  p.  M.;  com- 
menced raining  9:30  P.  M. 

Rain  part  of  afternoon. 

Showers  8  A.  M.  and  5  P.  M. 

Showers  6  p.  M.;  pears  and 
cherries  flowered. 

Cloudy  part  of  morning. 

Clouded  over  5  p.  M. ;  rain 
9  p.  M. 
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Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


Met' 


.8    8 


10 
11 
12 
13 

14 
■  S  15 
16 
17 
18 

19 


S  22 


23 

24 
25 
26 
27 

28 
S  29 


653 


30  54i 

31  60 


73* 


Cloudy 
Clear  - 

Cloudy 


Clear . 


N.  W. 

S 


most  all  day.     S.  W.  -  0.66 


Clear-  N.W. 
-  S.  W- 
S.  W.. 


Cloudy 


Rain  -. 
Misty  . 
Rain  _. 
Cloudy 
Clear - 

Cloudy 


Clear . 


Cloudy 

Rain  -_ 
Cloudy 


most  all 
Cloudy 


Cloudy 
Clear  - 
Cloudy 

Clear - 


S.  W 

day.     N.  E. . 

N.  E 

E 


Cloudy 

Rain  _. 
Clear-- 

Cloudy 
!  Clear - 


S.  W 

N,  E.,  S.  W- 
S.  W 


S.  E.  _ 
N.  E._ 
N.  E.- 
S.  E.~ 
N.  E.- 


S.  W 

S.  W 

All  points. . 


S.  W.. 
S.  E- 


E 

N.  E... 
S.  W... 

N.  W. . 
N.W. 

s.  w... 

3.  W... 


o.:;i) 


Cleared  off  3  p.  M. 
Clouded  over   9    p.   M.  and 

rained  11  P.  M. 
Rain    till    3   a.    m;    light 

sprinkle  from  6:30  to  7:30 

p.  M. 
Cloudy  part  of  afternoon. 

Pears  and  cherries  did  not 
get  into  full  bloom  till  to- 
day. 

Cloudy  5  to  9  p.  m.  ;  shower 
6  p.  M. 

Cloudy  0  to  9  P.  M. ;  shower 
all  around  ;  but  few  drops 
here. 

Cloudy  evening. 


Sunshine  part  of  the  morn- 
ing; shower  9  p.  M. 
Showers  all  day  and  evening. 


Clouded  over  2:30  p.  M.,and 
rained  3  to  4  p.  M. 

Rain  before  day  and  sprin- 
kle 1  P.  M. ;  clear  part  of 
morning  and  cloudy  part 
of  afternoon. 

Clouded  over  6  P.  M.,  with 
showers  all  around. 

Rain  before  day  and  showers 
6:30  P.  M.  ;  cloudy  part  of 
evening. 

Cleared  y  A.  M. 

Rain  12:30  A.  M. 
Commenced  raining  6  A.  M. 
Rained  till   6   A.   M.,   light 
showers  3   and  5:30  p.  M. 
Clear  part  of  afternoon. 
Cloudy  part  of  evening. 
Hazy  morning. 


6.08 
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Ther- 
mometer 

Weather. 

1 

0 

.£? 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


tfcc 


8 
9 

10 
11 

S  12 
13 
14 
15 
Hi 
1 
18 

S  111 
20 
21 
22 
23 
24 
25 

S  2(i 


82J  Clear 
64    Rain  . 


Clear 


Cloudy 
Clear    . 


_,Clear 


S.,  W. 
N.  E.. 


Cloudy 


Cloudy 

Clear   - 
Cloudy 

Clear    - 


Clear  - 
Cloudy 
most  all 

Clear  - 


Cloudy 
Clear   . 


N,  S.  .___ 
All  points. 

IN.  E 

S.  W 


N.  W 

s.  w 

day.    S.W.. 


N. 

N.  W.,  S.  W. 


Cloudy 


0.65 


N.  E 

N.  W 

All  points.  -- 

S.  W 

N.  W 

N.  E 

S.  E 

s.w.,s 

s.  w 

N.   E.,  S.  E 

S.  W 

N.  W 

S.  W 


N.  W.,  N.  E. 
N 

S.  W 

s.  W 


Shower  10:15  p.  M. 
Commenced  raining  7  A.  M. 
cloudy  part  of  afternoon. 


Eain  part  of  morning. 

Clouded  over  4  p.m.  ;  shower 

5  to  7  P.  M. 


Clouded  over  4  p.  M. 
Rain  before  day  and   show- 
ers 4  and  8  p.  m. 


Clear  part   of  morning  and: 
cloudy  evening. 


0.40  ... 


Warmest  day  in  eight  years. 
4  P.M.   showers  all    around 

with  high  winds,   but  few 

drops  here. 


Light  showers  3:30  and  7:30 
P.M.  and  heavy  shower 
11:30  p.  M. 
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July,  1864. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing     -a  ■ 
Wind.       1  « ■ 


1  62J 

2  68.' 


S    3,  66 

4i  61 


7  69 

8  70 


9  62 

S  10  63 

11  70 

12  73 

13  69 

14  66* 

15  63 
16,  60 

S  17  60 


722 

22|  58 

23 1  542 

S  24!  57 

25    65 


27  66.! 

28!  692 

29 1  69 

30  66 

S  31  702. 


76    Cloudy 
72 

82    Clear  . 

782 1     "     - 


794  C'y  m'st 
752  Cloudy 

824  Clear . 
834 


Cloudy 
Clear  — 


all  day. 
Clear  - . 


All  points- 
E 


N.  W.  - 
N.  W.  - 
N.  W.  - 
S.  W.— 


S.  W.— . 

N.  E.— 


632    792 


902 


Clear . 


Cloudy 
Clear  _ . 


S.  W 

S.  W 

S.  W 

N 

N.  E 

E 

N.  E 

N.  E 

N.  E.,S.  E... 


E 

All  points — 
S.  W 

N.  W 

N.  W 

N.  W 

S.  W 

N.E.,  a,  s.w. 


w 

s.w 

s.  w 

S.  W.,  N.— 
N.  W.,  S.  W 
N.  W 


Light  showers  9:30  A.  M.  and 
3:30  P.  M. 


Cloudy    part    of  morning ; 

cloudy  again  10  P.  M. 
Light  sprinkle  in  evening. 
Eain  before  day  and  10  A. 

M.;  cleared  4  p.  m. 

Cloudy  part  of  evening. 
Cloudy  part  of  morning. 
Cloudy  part  of  afternoon. 


From  17th  to  25th  there 
has  been  a  haze  of  more 
or  less  density  overspread- 
ing ihesky.day  and  night. 


Rain  4  to  10  A.  M. ;  cleared 

6  p.  M. 
Cloudy  part  of  afternoon. 
Cloudy  evening. 

Cloudy  part  of  afternoon. 
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August,   1864. 


Ther- 
mometer. 


73.1 


8 
9 
10 
11 
12 
13 

S  14 

15 
16 
17 

18 
19 
20 

S  21 

22 

23 
24 
25 

26 

27 

-  28 
29 
30 


Weather. 


Morn- 
ing. 


91.1  Clear - 


84 


C'y  m'st 
Cloudy 


77 

76 

79 

88    Clear  - 

855      "     - 

86       "     . 


Cloudy 
Clear - 

Cloudy 

Clear  i. 

M'sty  1 
Rain  ( 
Cloudy 

Clear  -  - 
( lloudj 
Clear -- 


After- 
noon. 


Clear - 
Cloudy 

all  day. 

most  all 

Clear  — 


Prevailing 
Wind. 


S.  W. 
S.  W. 


Cloudy 
Clear  - - 

most  all 

Shower 

Clear  - 


W.— . 
W.-. 
W.~. 

S.  W.. 
X.  W. 
S.  E.  . 
S.  E.  . 

N\  - 
S.  E.  . 
S.  E.  . 


0.05 

S..N.E.  0.5S 


N.  W.-  0.0 

N.  W.-    -. 


day.     S.  W- 

N.  E.- 
N.E 

N.  E 

day.      N.  E.- 
s.w 


Cloudy 
Clear -_ 


W. - 

S.W 

S.  W 

N.  W 

S.  W.,  N.  W. 


-  N.  W 

S.  W -■- 

NT.  W 

..  N.  W.,  N.  E. 


1.16 


0.27 


Light  shower  4:30  to  6:30 

P.  M. 

Shower  1  to  2:30  p.  M.  and 

sprinkle  in  evening. 
Shower  3  and  8:30  p.  M. 


Hazy  all  day  and  night. 
Hazy  all  day  and  night. 
Hazy  all  day  and  night. 
Hazy  all  day  and  night. 
Hazy  «11  day  and  night. 
Cleared  9  A.  M. ;  shower  10 
p.  M. 


Rain  7:45  to  11  A.  M.  and  4 
to  7  p.  M. 


Cloudy  parts  of  day. 


Heavy  shower  8  p.m.  :  sun- 
shine part  of  day. 

Clear  part  of  morning. 

Cleared  8  A.  M. 

Cloudy  part  of  afternoon. 

Clear  part  of  afternoon. 

Rain  before  day  and  sprin- 
kle 9:30  A.  M. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  afternoon. 

<  lloudy  part  of  evening. 
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Ther- 
mometer 


1 

2 

3 

■S    4 


9 
10 
S  11 
12 
13 
14 


15 
16 

17 
■S  18 

19 
20 
21 
22 
23 
24 

S  25 
26 
27 
28 
29 

30 


Weather. 


Morn- 
ing. 


71 

Clear  — 

75 

'• 

74* 

Cloudy 

05* 

Rainy 

62 

Rain  -_ 

60 

"     - 

67 

Clear  — 

62* 

"     __ 

68 

Cloudy 

76 

"  . 

63* 

Rain 

01* 

Cloudy 

59 

■' 

65 

Clear - 

72* 

Cloudy 

67 

Clear  — 

69 

"     _ 

74*. 

68 

68* 

"     _ 

71 

Cloudv 

69* 

" 

72 

" 

77* 

" 

60.V 

Clear  — 

64* 

" 

751 

" 

72* 

" 

77i 

Cloudy 

71 

" 

After- 
noon. 


Clear  - 
most  all 

Rain  — 

Cloudy 
Clear 


most  all 
Clear  — 
Cloudy 


Clear  — 

Cloudy 
Clear  — 

most  all 

Clear  __ 


Prevailing 
Wind. 


N.  E 

N.  E 

dav.  S.  E. 
"      S.E.. 


Xw 


N.  E- 


N.  E. 
N.  E- 


day.W— 

N.  W 

N.  E 

N.  E 

N 

S.  W 


S.  W— 
N.  W.  - 
S.  W.— 
S.  W.-_ 


N.  W 

S.  W 

day.  S.  W.- 
"       E— 

"       S.  E.- 


Cloud y 
Clear  — 


N.  AV 

N.  W 

s.  w 

s.  w 

s 


Cloudy    N. 


Rained  at  intervals  all  day 
■  but  set  in  steady  6:30  p.m. 
Rained  till  noon  ;  commenc- 
ed again  3  P.  M. 
Rain  till  10  A.  M.;  sprinkle 
during  afternoon. 

Cloudy  parts  of  morning  and 

afternoon. 
Rain  before  day. 
Cleared  7  A.  M. 
Clear  part  of  afternoon. 
Clear  part  of  evening. 

Cloudy    part    of    morning; 

lightsho\vers4:30and  6:30 

p.  M. 
Cleared  8  A.  M. 


Clear     part    of   afternoon : 
shower  10  p.  m. 


Rain  part  of  morning. 
Rain   before  day  and  show- 
ers 4:30  and  5:30  P.  M. 

Cloudy  part  of  morning. 

Shower  6:10  p.  M. 

Rain   before  day;    showers 

8  to  10  A.  M. 
Cleared  8  p.  M. 
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Ther- 
mometer. 

Wea 

ther. 

_j 

*j 

Q 

0 

If 

Morn- 
ing. 

After- 
noon. 

Commenced  raining  5  P.  M. 
Rained  at  intervals  during 
evening  after  5  P.  M. 

Clear  part  of  evening. 

Partly  clear  part  of  evening. 

Frost. 

Clear  part  of  morning  ;  rain 

2:30  p.  M. 
Cloudy  part  of  morning  and 

part  of  evening. 


Clear  part  of  afternoon. 
Clouded  over  7:30  P.  M. 

Light  rain  9  A.  M. 
Cloudy  part  of  afternoon. 
Clear  part  of  morning. 


Commenced  raining? :45  p.m. 

Rained  till  6.30  A.  M. ; 
cleared  off  7  A.  M. ;  vio- 
lent gale  all  day. 


Cloudy  part  of  afternoon. 
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November,    iJ 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-G      , 

S  a 

a-* 

c 

■3  5 

0 

Phoq 

CG 

1 

40 

47 

2 

32 

464 

3 

37  J 

50 

4 

454, 

63 

5 

404 

47 

S  6 

314 

51 

7 

43 

57 

8 

53 

61 

9 

58 

68 

10 

634 

67 

11 

41 

494 

12 

38 

54 

a  13 

35 

39.1 

14 

314, 

39 

15 

26 

37 

16 

29 

434 

17 

30 

43 

18 

40 

51J 

19 

40$ 

444 

S  20 

33| 

444 

21 

424 

494 

22 

374 

42 

23 

27 

32 

24 

23 

35 

25 

28 

434 

26 

30 

484 

S  27 

37 

50 

28 

32 

48 

29 

46 

604 

30 

49 

674 

Clear  — 


Cloudy 
Clear  _. 
Rain  -. 

Cloudy 

Rain  _. 


Cloudy 
Clear  _. 


Cloudy 


Clear  - 


N.  W. 
W. — 


Cloudy 
Clear  — 


N.  E. 
S.  W._ 


most  all 
Cloudy 
Rain  - 
Cloudy 


Idav.  N.W.- 

S.'W 

S.  W 

E 


most  all 
Clear 


Snow 
Hail 


low  "1 
ail   i 

Clear  - 
Cloudy 

Rain  _. 

Clear-. 

Rain  _. 


Cloudy 
Clear  - 


Cloudy 


a  w 0.1 

S.  W 0.42 

8.  W 


day.S.  W.. 

N.  W 

N.  W 

S.  W 


N.  W. . 
N.  E... 


S,  W.,  N.. 
N 


N.  E- 
N.W. 


-  Clear-  W. 


N.  W 

S.  W 

s.  w 

All  points- 


.  Cloudy 
Clear  — 


N.  E.,  S.  E- 
S.  W 

w. 


Cloudy  parts  of  afternoon 
and  evening. 

Misty  after  8  p.  M. 

Rained  till  10  a.  m.;  clear 
part  of  morning  and 
cloudy  part  of  afternoon. 

Clouded  over  3:30  p.  M. 
Rained  till  4:30  p.  m. 
Foggy      morning ;     rained 

parts  of  day. 
Rain  part  of  morning. 

Cloudy     parts   of    morning 

and  evening. 
Light  rain  during  evening. 
Cloudy  parts  of  day. 

Clouded  over  8  A.  M.;  snow 
10:40  A.  M.  to  3  p.  M.; 
cleared  off  6  p.  M. 

Clear     part     of     morning; 

misty  and  rainy  evening. 
Rain  before  day  and  parts 

of  afternoon. 
Theophilus    M.    Holcombe 

died. 
Rain   at   10:30   A.   at.,  and 

rained  at  intervals  during 

afternoon  and  evening. 

Partly  clear  part   of  after- 
noon. 
Robert  Minturn  died. 


Kam  before  day. 
Clouded  over  10:30  A.  M. 
Clear  part  of  afternoon. 
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December,  1864. 


Clouded  over  3  P.  M. 
Rain  8  p.  M. 
Cleared  off  9  P.  M. 

Clouded  over  3  p.  M.  ;  part- 
ly clear  during  evening. 

Light  rain  about  noon  ;  fog- 
gy evening. 

Bain  at  intervals  during  day. 

Coldest  3  p.m.  ;  ther.  '36ia 
8  a.m.  ;  clouded  6  p.m. 

Clouded  over  5  p.  m. 

Snowed  till  9  A.  M. 

Rain  at  intervals  till  5  p.m. 

Ther.  highest  10  p.  M. 

Snow  before  day,  and  then 
rain  till  10  A.  M. 

Com.  snowing  6:30  p.m. 
Stopped  snowing  before  day- 
break; com.  raining  6  P.M. 

Cleared  4  p.  M.;  George  H' 
Kinnan  died  at  Minne- 
apolis on  16th. 

Clouded  over  3  P.  M. 

Rain  at  intervals  all  day. 

Snow  8  a.m. to  12:30  p.M.and 
then  turned  to  rain. 

Ther.  8  A.  M.  at  26°  and 
grows  colder  all  day  ; 
cloudy  part  of  morning. 

( 'lear  part  of  morning. 

Rained  steady  all  morning 
and  part  of  afternoon  and 
then  misty. 

Clear  part  of  afternoon. 

Rain  before  day;  cleared  10 
a.m.;  tber.  36J°  at  8  a.m., 
and  grows  colder  all  day. 

Snow  till  1;  p.m.;  snow  heavy 
and  packed  close. 

Rain  and  melted  snow  for 
1864—40.84  inches. 
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Weather. 


- 

i 

Morn- 

X 

ing. 

24 

Clear  — 

27 

"     _- 

30 

."     - 

31 

Cloudy 

24 

Clear  ._ 

44 

Cloudy 

384 

Rain  — 

20 

Clear  — 

334 

Cloudy 

50 

Rain  __ 

28 

Clear  __ 

33 

" 

41 

" 

39 

Snow  __ 

28 

Clear  — 

26.1 

"     -- 

24 

Cloudy 

18 

Clear-. 

19 

"     _ 

23.1 

"     _ 

251 

Cloudy 

34 

" 

364 

Rain  -. 

291 

Clear  _  _ 

20 

« 

18 

Cloudy 

141 

Clear  - 

164 

" 

31 

" 

32 

'•' 

374 

Prevailing 
Wind. 

1-5 
a  fe 
'3  c 

J3 

a 
a 

■c 

0 

a 

JST.  W.  -     -  - 

s.  w._    .    _ 

N.  W.  -     -  - 

2.00 

N.  W.  -     --- 

s.  w 

S.  W.,  N.  E.- 

N.  E.—      - 
N.  E.— 

1.05 

0.50 

day.     S.  W._ 

N.  E 

N.  W 

S.  W.  - 

1.05 



S.  W 

S.  W.,  N.  W. 

N.  W.  - 

0.11 

.... 

N.  W 

N.  E 

N.  W. 



0.50 
2.50 

S.  W. 

N.  W 

N.  E.  . 

2.00 

N.  E._      __ 

N.  E. 

N.  W 

N.  W 

day.    W.- 

0.58 

.... 

W 

N.  W. 

.... 

N.  W 

N.  W 

S.  W.    

.... 

.... 

2.79 

7.50 

S  15 
16 

17 
18 
19 
20 
21 
S  22 
23 


174 


25 1  161 
26    12 


27 
28 
S  29 
30 
31 


Clear ._ 


..  Cloudy 

Clear  .. 
Cloudy 
Rain  -. 


Cloudy 


Clear  ._ 
most  all 
Cloudy 


Snow  -. 
Clear  _. 
Cloudy 
Clear.. 
Cloudy 


most  all 
Clear  — 
Cloudy 

Clear  ~ 
Cloudy 


Cloudy  part  of  morning  and 
afternoon. 

Clear  part  of  afternoon;  snow 
8  P.  M. 

Cleared  1 0  A. M. 

Clear  part  of  afternoon. 

Rain  at  intervals  during 
afternoon,  till  5  P.  M.  and 
then  steady. 

Rain  till  10  A.  M. ;  snow 
squalls  afternoon;  clear- 
ed 7:30  P.  M. 


Rain   at    intervals    during 
afternoon  till  8  P.  M. 


Clouded  over  8  p.  m. 

Snow  7  to  12  A.  M.,  but  all 
melts;  oleared  2  p.  m., 
but  cloudy  part  of  even- 
ing. 

Clouded  over  8:30  P.  M. 

Snow  squalls  before  day,  and 
8:45  A.  M. 

Snow  9:30  A.  M.  to  4:30  p.  M. 

Snow  8  p.  m. 

Stopped  snowing  before  day. 

Rain  9  p.  m. 

Foggy   morning ;      no   rain 

after  6  p.  m. 
Cloudy  part  of  morning  and 

clouded  over  8  P.  M. 


Cloudy  part  of  morning. 
Clear  part  of  afternoon. 
Cloudy  part  of  morning. 
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February,    1865. 


Ther- 
mometer. 


Weather. 


Morn- 
ing- 


Prevailing 
Wind. 


a  s 


-  a 


S    5 


10 
11 
S  12 
13 
14 

15 


17 
18 
S  19 
20 
21 
22 

23 
24 
25 

S  26 

27 
28 


33J 


351  Cloudy  Cloudy 
32.!  Clear  _  Clear  — 
32 j  "  --  Cloudy 
42.!  Cloudy   Clear-. 


X.  W. 

X 

ST.  E.- 
S.  W.. 


:;:,.'. 


Clear   - 


<*"*££} 


Clear 


26 
28 
29 
18!  Snow  — 


40.? 


Clear. 


( lloudy 
Clear - 


Cloudy 

Clear " . 


Rain  -- 

Clear 

Cloudy 


X.  W. 
X.  E.- 


Clear part  of  evening. 

Light  snow  7  to  10:30  P.  M. 

Sprinkle  11  A.  M. ;  cleared 
1:30  P.  m.,  but  cloudy 
again  part  of  afternoon. 

Snow  squall  11:20  A.  M.; 
ther.  falls  to  31°,  grows 
colder  all  day ;  violent 
wind  and  clouds. 


Cloudy 

Clear  . 
Cloudy 
Clear  -  - 
Snow  — 
Clear  - 

Snow  \ 
Rain   J 


Clear . 


Cloudv 
Clear- 


Cloudy 
Clear - 
Cloudy 

Clear— 

Cloudy" 


S.  W- 
X.  W.  . 

S.  w... 

X.  W.  . 
X.  E._ 
X.  W. 
S.  W.-. 

X.  E._ 


Snow  12:20  to  7:30  P.  M., 
and  then  rain  ;  ther.  34° 
10  P.  M. 

—  Rain  till  6  A.  M.;  ther.  35° 
7:30   A.   M ;  grows  colder 
all  day. 
Clouded  over  9  A.  M. 


."..(in 


S.  W— 


1.48 


0.04 


4.43:  3.00 


Snow  till  5  P.  M.;  cleared  10 
p.  11.;  snow  drifted  very 
much. 

Clouded  over  1 1  A.  M.j  snow 
11:45  A.M.  to  4  p.m.;  snow 
and  rain  till  6  p.m.  and 
then  steady  rain;  ther. 
34°  11  p.  m. 

Cleared  10  a.m.;  cloudy  part 
of  afternoon.  J.  G.  Mc- 
Dowell died. 

Clouded  over  3  p.m.;  clear 
part  of  evening. 

Cloudy  part  of  morning. 


Clouded  over  5  P.  M.;  light 
sprinkle  9  p.  jr. 

Light  sprinkle  during  morn- 
ing. 

Clouded  over  2  P.  M. ;  com- 
menced raining  5  P.  M. 

Rain  till  7  A.  M. ;  cleared  2 
p.  M. 

Snow  (lurries  during  A.  M. 
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Ther- 
mometer. 


8    35 


11 
;S  12 
13 
14 
15 

16 


18 

:S  19 

20 


Weather. 


Morn- 
ing. 


21,  46 
22   57 


24'  36 


25 

■8  26 
27 
28 
29 
30 
31 


41* 

Clear  — 

37 

Cloudy 

42* 

Rain  __ 

57 

"     _ 

39* 

Clear  — 

After- 
noon. 


Cloudy 
Rain  — 


54* 


45* 


C'y  m'st 

Rain  - 

Cloudv 


Clear  - 

Cloudy 
Clear - 

Cloudy 


Cloudy 
Clear  - 


all  day. 

Cloudy 
Clear  — 


Cloudy 
Clear- 


Clear - 


Cloudy  1  most  all 


Clear  — 


Cloudy 
Clear _. 


Clear  — 
Cloudy 


Clear - 


--Hazy  — 
Rain  —  Rain  — 


Prevailing 
Wind. 


N.  E.. 
E 


N.  E.,  N.  W. 
E.,  S.,  W.— 
N.  E 

N.  W 

S.  W.- 

All  points. 

N.  E 

N.  W 


"3  »; 

ai 

s.s 

S 

■a  a 

B 

-  t 

s  0 

O 

a 

r^    C 

X  J- 

s.  w 

N.  W 

S.  W 

S.E 

S.  W 

S.  W.  — - 

S.  W 


N.  W.. 
S.  W- 
S.  W.- 


s.  w 

day.    W. 

W 

w 


N.  W. 


N.  W 

W 

S.E. 

S.E 

st.e 

N.  E 


Snow  flurry  8  a.m.;  snow  1 
P.M.,but  soon  turn  to  rained. 


Rain  till  noon;  cleared  3  P.M. 


Foggy  morning;  clear  10  A. 
M.  to  2  P.M.,  rain  5  P.  M. 

Rain  before  day  and  misty 
part  of  morning;  ther.  45° 
7:30  a.m.  and  falling  all 
day  ;  cleared  3  p.  M. 

Cloudy  part  of  afternoon. 


Clear  part  of  morning ;  rain 

5  p.  M. 
Clear    10   A.  jr.   to  9   P.  M.; 

violent  gale  at  midnight. 
Rain  before  day;  cleared  8  A. 

M.;  cloudy  part  of  evening. 

Clouded  over  9  P.  M. 

Cloudy  part  of  morning ; 
light  sprinkle  8  A.  M. 

Clouded  over  5  p.m.  and  rain 
at  intervals  after  7  p.  m. 

8  A.M.  59°;  ther.  com.  falling 
and  at  3  p.m.  was  43}° 
lowest;  light  rain  4:30p.M. 

Cloudy  part  of  afternoon  ; 
shower  3:30  p.  M. 

Clear  part  of  afternoon;  light 
flurries  of  rain  and  snow. 

Clear  jjart  of  evening  ;  vio- 
lent wind  all  the  week. 


Clouded  over  5  p.  M. 
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Ther- 
mometer. 

Weather. 

1 
0 
>-3 

60 
3 

Morn-  1   Alter- 
ing,   j   noon. 

Prevailing 
Wind. 


rttg 


s  9 
10 
ii 
12 

13 


14 

15 

S  16 


57.', 
4-1'. 
38" 
41 
44 
46 
51 


Clear  _ - 


Clear-  X.  W.  . 


.  N.  W.. 
S.E.- 


Clouch 


Cloudy 
most  all 
Cloudv 


21  43 

22  46 
s  23  -1 1 

24  37 

25  -11 
26;  44 

27  55 

28  56 

29  60 

8  30  46 


65 

531  Clear  - 

52*  Cloudy 

51    Rain  - 

52i  Cloudv 

69" 

58 


Clear-. 
Cloudy 


Clear - 

Cloudy 
Rain  -- 
Cloudy 

Clear - 


Rain  _. 
Cloudy 


S.E.-. 

day. 
S.  W. 


S.  W.. 
N.  W. 
E 

N.E.. 
S.  E.. 

S.  W.- 

N.  W. 


0.75  - 


0.10 


56    Clear ~ 
67 1  Cloudy 


Clear-. 


S.  W._ 

s 

X.  w. 


56 


51  Cloudy 
66  Foggy 
50?  Clear-. 
58* 

63 
73 
76 

75 

72    Cloudy 

Clear.. 


Clear  - 


Rain  — 

Misty  - 
Cloudv 
Clear- 


X.  E., 
S.  W. 


s.  w. 


N.W. 
S.  E.~ 


X.  E._ 
X.  W. 
N.W. 
N.  W. 
E 

s.  w. 

S.  W. 


Rain  . 
Clear  - 


iS.  W.. 
.8.  W.. 


0  93 


Stopped  raining  before  day  -r 
cloudy  part  of  afternoon. 

Cloudy  part  of  afternoon  and 

evening. 
Cleared  off  8  P.  M. 

Light  sprinkle  10  A.  M.  to 
1  P.  M. ;  clear  part  ot 
evening. 

Showers   during   afternoon. 

Clear  part  of  morning. 

Xo  rain  after  7  p.  M. 

Commenced  raining  10  P.  M. 

Rain  before  day.' 

Rain  before  day ;  cloudy 
part  of  evening.  Pears 
and  cherries  flowered. 

Rain  3  to  9  P.  M. 

Showery    afternoon ;     clear 

part    of    afternoon     and 

evening. 

Sprinkle  3  P.  m.  ;  cleared 
off  4  p.  M. 

Clouded  over  9  A.  M. ;  com- 
menced raining  4  p. M. 

Clear  part  of  afternoon. 
Cloudy  part  of  afternoon. 


l.OOl Clouded  over  7  A.  M. 

j     5:15  to  10  p.  M 
' Clouded  over  6  p.  M. 
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May,  1865. 


Ther- 
mometer 


Weather. 


Morn- 
ing. 


After- 
noon. 


1 

•50 

2 

4U 

3 

50 

4 

43 

5 

52 

6 

53 

S  7 

50 

8 

52 

9 

63* 

10 

50.1 

11 

53 

12 

44* 

13 

45 

S  14 

48.5 

15 

55 

16 

544 

17 

57 

IS 

65 

19 

51 

20 

56-1 

S  21 

63*| 

22 

64J 

23 

60  ! 

24 

4941 

25 

55 

26 

52 

27 

53.ii 

S  28 

51 

29 

54 

30 

571 

31 

54+1 

Rain  —  Cloudy 

Clear  -        " 

"     -^Clear  — 

"     -Cloudy 

"     -Clear  — 

Rain  —  Cloudy 

Clear--  Clear  _- 
Cloudy 


Prevailing 
Wind. 


N.  E- 
N.  E.. 
N.  -- 
IS.  W- 
'S.  E.— 

S.E.- 


Kain  _. 
Cloudy 


Rain  -_ 
Clear __ 

Cloudy 


Cloudy 
Clear!. 


Rain  -- 
Cloudy 


Cloudy 
Clear  _. 


Cloudy 

most  all 
all  day- 


Cloudy 
Clear- 


ly W. 
S.  W- 

N.  E._ 
S.  E— 
S.  W- 


N.  E 

N.E.,  S.W.- 

s.  w 

s.  w 

s.  w 

s.  w 

E 

N.  E 

day.    S.W.- 
S.  W 


Cloudy 
Rain  -- 

Cloudy  Cloudy 
"        most  all 

Clear- Jciear  — 


S 


N. 

N.  E,  S.W.. 

N.  W 

All  points-. 

N.  E 

N.  E 

day.   S.  W.. 

W 

s.  w 


l.:;i 


Cleared  off  9  p.  sr. 


Cloudy  parts  of  morning  and 

afternoon. 
Rain   7:10   to  noon  ;  clear  8 

to  1 0  p.  M. 

Cloudy     part    of  morning ; 

com.  raining  6  P.  M. 
Rained  till  4:30  P.  M. 
Clear  part  of  morning. 
Rain   6  to   8   a.m.;  violent 

shower  6:30  p.m.  and  rain 

rest  of  night. 
Rained   till   9  A.  M.;  cloudy 

part  of  afternoon. 

Clouded  over  4  p.  M. 


Rain  10:15  to  11:30  P.  M. 

Rain  before  day. 

Rain  6  to  7  A.  M. 

Heavy  showers  before  7  A.. 
M.  and  light  sprinkle  rest 
of  day  ;  clear  parts  of  day. 

Rain  till  9  A.  M.;  shower  11 
p.  M. 

Cleared  10  A.  M. 


Rain  before  day. 
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June,    1865. 
Weather. 


Ther- 
mometer. 


I  i  * 


S  11 
12 
13 


15 


61 


16  62.', 
17 1  68" 
-  L8  68J 
19  69^ 
20l  69 
21    TO 


22 

23 

24 

S  25 


2H    67J 


Morn-     After-  [ 
ing.    I  noon.   | 


Prevailing 
Wind. 


Clear . 


Cloudy 
Clear  — 

Cloudy 


Clear-. 
Cloudy 


Clear-. 
Cloudy 


Cloudy 
Rain  — 


Clear-  S.  W./S.  E. 
"    -  S.  E 

'•'    -Is.  E 

"    -  s.  w 

Cloudy  S.W.,  E.~- 
N.  E 


Clear  - 
Cloudy 
Clear  _. 


Cloudy 


most  all 
Clear 


Clear-. 


S.  W.. 

S.  w.. 
s.  w.. 
s.  w.. 


X.  E.,  S.  E.  - 

s.  w 

s.  w 

N.  E 


E.- 


E 

S.  \V. 

s.  w.. 

N.  E.. 

(lav. 

s.  w.. 

s.  w. 

N.  W. 

s.  w. 


s.  w. 


X.  w. 
W.  - 

s.  w. 
s.  w. 


2  .2  .5 

1.=  .5 

=  S  i 

■30  o 

-i  c  c 

—  x  /. 


2.31 


Cloudy  part  of  evening 


Showers  3  and  S  p.  M. 

Cleared  9  p.  M. 
Shower  9  p.  m. 
Commenced  raining  9  P.  M. 
Rain  before  day  ;  shower  10 
A.  M.  and  rain  2:30  to  6  p.m. 
Cleared  9  A.  M. 

Cleared  7:30  A.  M.  ;  cloudy 
part  of  evening. 

Cleared  7:30  A.  M.  ;  cloudy 
part  of  evening. 

Partly  clear  part  of  after- 
noon. 

Clear  part  of  evening. 


Cloudy  part  of  evening. 
Rain  6:30  to  S  P.  M. 
Cleared    10   A.  >t. ;    cloudy 

evening. 
Shower  3:30  p.  M. 


Cleared  8  a.m.  ;  cloudy  part 

of  afternoon. 
Rain  at  intervals  7:30  A.  M. 

to  7  j-.m.  ;  cloudy  part  of 

evening. 


Clouded   over  7    P.  M.  and 
showers  after  8  P.  m. 
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July,   1865. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

T3 

"S's 

OS"™ 

|g 

BntB 

0 

c 

0 

3 

% 
0 

Morn- 
ing. 

After- 
noon. 

REMARKS. 

71  i 

71 
63 
66 

70! 
59 

66.! 
72 

80* 

81 

794 

85 

80 

75 

90 
81 

Cloudy 

Clear - 

Cloudy 
Clear  — 

Cloudy 
Rain  — 
Cloudy 

Clear - 

Cloudy 

Rain  — 

Clear  _. 

Cloudy 
Rain  — 

Clear .. 

Cloudy 
Clear - 

Clear  _  _ 

Cloudy 
Clear  _  _ 

most  all 
Clear - 

Cloudy 
Clear - 

Cloudy 

Clear  - 

most  all 
Clear  — 

S.  W.  - 

Light   sprinkle     7    A.    M. ; 
cleared  4  p.  M. ;   shower 
after  8  P.  M. 

Clouded  over  7  p.  M.,  and 
rain  with  heavy  thunder 
10:30  to  11:30  P.  M. 

S     2 
3 
4 

W 

N.W 

W 

N.   ..  .    .     - 

0.34 
0.38 

.... 

6 

7 
8 

N.  E.,  S.  W- 

?.  W 

N.  W.-    .    .- 

0.04 



Cloudy  parts  of  morning  and 
afternoon. 

S    9 
10 

69.! |  SI 
60     71 .! 

N 

N.  E. 

0.17 

Shower  before  day. 

11 
12 
13 

63! 
65.1 
67 
55 
55! 

651 

66 

58' 
ill 
71 
67 

66;! 

61 
65 

69 

71 

69 

69.! 

75J 

7.0J 

64 

70 
70 

79.1 

721 
74! 

79 

73 

76 
80 
80.1 
84 
69! 

774 
78! 

86 
81 

81! 
86 

83! 
78" 

78 

N.  E 

S.E.— r  —  - 
N.  W.     -     - 

0.36 
0.03 

.... 

Rain  at  intervals  till  11  A.M. 
Light  shower  at  3  p.  m. 

14 

N.  W      

15 
S  10 

17 

IS 
19 
20 
21 
22 

S  23 

S - 

day.     S.  E... 

N 

N.W..S.W.- 

s.  w 

N.  W 

w. 

N.  E 

N 

N.  W.      

1.85 

0.60 
3.30 

.... 

Cloudy  parts  of  afternoon 
and  evening. 

Com.  raining  5  p.  M.,  with 
heavy  showers  during  the 
night. 

No  rain  after  9  A.  M. ;  clear- 
ed 11  A.  M.  Greatest 
freshet  since  1810. 

Com.  raining  7:15  P.  M. 

Cleared  8  A.  M. 

Heavy  thunder  showers  2:30 

to  7  A.  M. ;    cleared  7:30 

p.  M. 

Cloudy   parts  of    morning 

and  evening. 
Shower  6  to  7  P.  M. 

25 
26 

27 

day.     S.  W.- 
w 

w 

0.03 



28 
29 

s.  w. 

N.  W. 

Cloudy  part  of  evening. 
Cloudy  part  of  evening. 
Cloudy    parts   of     morning 

S  30 

N.  E, - 

31 

N.  E„  S.  E.  - 

7.10 

and  evening. 
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August,   1865. 


Ther- 
mometer. 

Weather. 

Lowest. 
Highest. 

Morn-     After- 
ing.       noon. 

Prevailing 
Wind. 


9 
Id 
11 
12 

S  13 
14 
15 
16 
17 
18 
19 

S  20 
21 
22 


23 
24 
25 
26 
S  27 
28 
29 
30 
31 


65      77J  Clear— ,Clear—.S.E.. 
65A    81":     "     —      "     -S.E. 


Ill 


"    -3.  W 

Cloudy   most  all  day.    S.  W. 

Rain  —  3.  W 


Clear . 


most  all  day.   S.  W.~ 

Clear  — .rOV 

All  points  — 
Cloudy   3.  W 


76  jCloudy 

~»\  Clear 


Cloudy 

Clear  — 
Cloudy 


Clear 


C'y  m'st 

('fear 
Cloudy 


1.87 


Clear-. 


Cloud v 
Clear  1- 


Rain  _. 


W. 
N 

N.,  S.  W.  -'- 
W 

W.,  E 

S.E 

N.  E 

isr.  e 

N.  E.,  S.  W.. 

s.  w. 

3.  W 

N.  E 


all  day 

Clear-. 


N.  W 

N.  W 

X.  W.,  3.  W 
3.  W 

W.,  N 

X.  w 

All  points  -- 

3.  W 

3.  W 


Cloudy  7  A.  Nf.  to  2  p.  m. 
Cloudy  parts  of  day. 
Shower  5:15   p.  M.;  cloudy 
part  ot  evening. 

Light  shower  3:15  to  6:30 
p.  M. 

Light  shower  6  A.  m.  ;  clear 
part  of  morning ;  heavy 
shower  afternoon  and 
evening  till  11  p.  m. 

Shower  3:30  p.  m. 


Clear  part  of  evening. 
Clear  part  of  morning. 
Cloudy  part  of  afternoon. 


Cleared  of!  6  P.  M. 
Cleared  off  4:30  p.  m. 
Cleared  off  9  A.  M. 

Cleared  off8  A.  M. 

Heavy  shower  12:15  A.  M.; 

clear  part   of  afternoon  ; 

easterly   rain    set  in    4:30 

p.  M. 
Rain  till  2  a.  m. 


Cloudy  part  of  morning 
Cloudy  evening. 


( lleared  off  10  a.  m.  Watei 
pipes  have  been  placed  in 
all  the  principal  streets 
during  the  last  two 
months. 
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September,  1865. 


Ther- 
mometer. 


1 

67  } 

2 

72 

a  3 

72 

4 

71A 

5 

71 

« 

72* 

7 

66 

8 

67  £ 

9 

64 

S  10 

65 

11 

69 

12 

71 

13 

73 

14 

73 

15 

73 

16 

60J- 

a  17 

564 

18 

64 

19 

46 

20 

48 

21 

56£ 

22 

60i 

23 

(il.l 

S  24 

63 

25 

1  ;.->.'. 

26  57.! 

27  50.! 

28  48 

29  51 

30  52 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-x 


Clear  _- 
Rain  — 


Cloudy 


Clear  — 
Cloudy 


Clear  — 
Cloudy 


Cloudy 
Clear- 


Clear -. 
Cloudy 


S.W 

3.  W 


N 

3.  W.,  S.  E. 

3.  W 

S.  W.,  N.  W. 


74 

76J 

65i  Cloudy 

72J 

73.1 


Rain  — 
Cloudy 


Clear . 


Cloudy 
Clear  -. 


Cloudy 
Clear  — 
most  all 


N.  W.,  S.  W. 

N.  E 

N.  E 

E 


N.  E.,  S.  W. 

3.  W.,  S.  E.  - 

3.  E 

S.W 

N.  W 


Clear  —  Clear . 


N".  E 

S.W 

N.  E 

N. E.._  - 

S.W 

S.  W 

N.  E 

N.  E 

S.  W 

day.     S.  W.- 


N.  E 

N.  E.,  S.  K- 

N.  W 

3.  W 

s.  w 


Rain  till  9  a.m.:  clear  part  of 

afternoon;  rain  8:30  to  11 

p.  M. 
Cleared  off  8  P.  M. 
Partly  clear  part  of  morning. 
Cleared  3  P.  M. 
Cleared  10  a.m.;  cloudy  part 

of  afternoon  with  shower 

3:30  P.  M. 

Rain  1:15  to  11  P.  M. 

Light  shower   before   day  ; 

clear  3  to   8  P.  M. ;    misty 

evening. 
Cleared  10:30  A.  M.    Lyman 

A.  Chandler  died. 
Cleared  10  A.  M. 

Cleared  8  A.  M. 
Cleared  8  A.  M.;  cloudy  part 
of  afternoon. 


Rain  5:30  to  9  P.  M. 


Cloudy  part  of  morning 


Clear  part  of  morning. 

Light  sprinkle  during  morn- 
ing and  2:15  P.  M. ;  clear 
evening. 
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October,   1865. 


Ther- 
mometer. 

Weather. 

^ 

Prevailin 

% 
a 

Eg 

Morn-      After- 

Wind. 

lng.        noon. 

c  S      S 

■a  c     o 


59J 
50 1 

45" 
46 

m 
43" 

43  I 


69.',  Clear— Clear 

661|     "     - 

581 

53 

54 

591 

65 


Cloud 
Clear 


8  53 

9  52 
10   56 

73" 
70 
80 

«  :: 

I  '-' 

11  571 

12  581 

67 
63 

»  __ 

«  :: 

13  381 

14  351. 

55 

561 

Cloudy 

—  N.  W 

—  S.W..N.W. 

—  N.  W 

v   most  allday.     N.  W. 

— {Clear— N.  W 

__      "     __,N.  W 

W.,  S.  W— 
S.W.,  N.  W. 


0.03 


S  15   49 


16| 

s 

19 
20 
21 

S  22 
23 
24 
25 
26 


N.  W. 
\V. 


N.  E.,  S.  W. 
N.  W 


N.  W.,  S.  W. 
E 


451 

521 

381 

55 

47 

63 

58 

621 

49 

66  i 

431 

54 

38 

53 

A-l\ 

56 

371 

53) 

36 

50J 

331 

54 

Clear . 


N.  W 

Clear--  X.  W 

N.  W 


Cloudy    Rain  ..  S.E 

"        most  all  day.    S.  W.-_ 

Clear  — iClear—'N.  W. 

"     -      "     ..  N.  W 

"    -     "    -N.W..S.  W- 
Cloudv       "     _.S.  W.,  N.  W 

Clear-      "     _.  N.  E 

-N.  E.,_S.  E.  - 
-.  All  [joints--. 


-.  Light  rain  7  A.  m. 
-.Cloudy  part  of  afternoon. 


27  4.5 

28  53J    67    Bain 
S  29    42      49    Clear 


351    50 

40     54    Cloudy 


Cloudy  Cloudy  S.  10. 

Clear--  S.  W 

"     ~'N.  W -. 


Rain 


All  points. 
-  N.  E 


Hottest  day  for  the  time 
since  I  have  kept  record 
(10  years,)  and  the 
dustiest. 

Cloudy  part  of  morning. 

Ther.  63°  8  A.  M.,  and  then 
commenced  falling  with 
violent  wind  from  the  N. 
W. 

Commenced  raining  7:45  P. 
M.  It  has  been  so  dry 
that  there  has  been  no 
killing  frost  till  morning 
of  14th. 

Rain  till  10  a.  m.  ;  partly 
clear  part  of  A.  M. ;  sprin- 
kle durinsr  p.  Jr. ;  cleared 
8  p.  M. 

Commenced  raining  3  P.  M. 

During  eclipse  (10  A.  M.) 
ther.  fell  to  52°;  light 
sprinkle  P.  M. 

Clear  part  of  morning. 
Cloudy  part  of  morning. 


Commenced  raining  8  p.  M. 
Rain  till  5  l".  M. ;    cleared  9 

A.  M.j  shower  3  P.  M. 
Cloudy  part  of  morning 
Light  sprinkle  during  A.  M.; 

rain     12    to  5:30   P.    M. ; 

cleared  6  p.  M. 
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November,   1865. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


H'.S  .5 
:"a.S  .5 
a  S      is 


1 
2 
3 
4 

S    5 


545  Clear  - 
57 1  Cloud v 
55  ;      " 
54    Rain  — 


Clear  — 
Rain  __ 
Cloudy 
Rain  _- 


All  points.- - 

S 

N.  E 

N.  E 


42  '.  474  Clear-.  Clear—  IN.  W.- 


10 

11 

S  12 


32.', 
37 
26jl 
32 
35 
26 
26 
33 
141  40J 

15  36 

16  41 


17 
18 

S  19 

20 
21 
22 

23 


24 
25 
S  26 
27 
28 
29 
30 


38* 


«  :: 

«  :: 

Cloudy 

„  _" 

« 

Cloudy 

Rain  .. 

Misty-  - 
Cloudy 

Clear  -  - 

Clear  -  - 

s.  w 

N.  W 

N.  E.,  S.  W- 
S.  W.,  N.  W. 

N 

N.  E 

N.  W.,  S.  W. 

S.  W 

S.  W 

S.  W 

S.  W 

s.  w 

N.  W 


Cloudy 


Cloudy 
Clear  _ . 


N.  E 

N.  E 

N.  E 

S.W 

S.  W.,  N.  E- 


N 

N 

N.  W 

N.  W 

N.  W 

N.  E 

N.  E.,  W.~ 


Rain  12  to  5  p.  M. 

Rain  5:30  A.  M.  to  9  p.  m.  ; 

cleared  11  p.  M. 
Cloudy  part  of  morning  and 

part  of  evening. 
Cloudy  part  of  evening. 


Cloudy  part  of  evening. 


Foggy  morning. 
Cleared     9   a.     m.  ;   cloudy 
evening. 

Commenced  9  p.  M. 

Cleared  9  p.  M. 

Rain  till  9  A.  M.,  and  rain 

again  part  of  evening. 
Light  rain  till  10  A.M.;  rain 

4   10  5   P.  M.   with  snow ; 

cleared  8  P.  M. 

Cloudy  part  of  morning. 

Cloudy  part  of  afternoon. 
Clouded  over  6  P.  M. 

Cleared    8    A.    m.;    clouded 
over  again  6  p.  M. 
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December,  1865. 


Ther- 
mometer. 

Weather. 

Is 

J5 

.2 

0 
a 

GO 

0 
i-l 

"3) 
S 

Morn- 
ing. 

After- 
noon. 

Prevailing    -a  •" 
Wind.        s-S 

a  fe 

REMARKS. 

1 

2 

40     44   Cloudy 

K0J     RM  Clear 

Clear  — 

most  all 
Cloudy 
Clear - 

Rain  — 

Clear  _.. 
Cloudy 

Clear - 

Rain  — 

Cloudy 

Clear  — 

Cloudy 
most  all 
Cloudy 

Clear . . 

Rain  ._ 

Clear- 
Foggy  . 
Cloudy 

Clear - 
Snow  -- 

<  lloudy 

W".   -  0.05 

S.  W - 

.— 

Rain  before  day;  clear  1 1  am. 

S     31  43"    hi'  Clnndv 

day.    S.W.- 
N.  E.,  S.  W. 
N.  W.- 

4 
5 

46.'    55    Foggy  . 

44"     4fi     Clnndv 

— - 

Partly  clear  after  9  P.  M. 

6 

7 

S 

27 
34 

26 
25J 

32 

30 
37 
45 

33 

16.! 

39 1  Clear  — 
41    Rain  — 

32i  Clear    . 

N.  W. 

All  points.  — 

N.  W-     -  - 

1.16 

.... 

of  afternoon. 

Rain  till  4  p.m.;  cleared  5  P. 
M.;  cloudy  part  of  evening. 

9 

S  10 

11 
12 

40 

421 

46 
54 
49 

37^ 
•>A 

Cloudy 

Clear - 
Rain  — 
Clear  — 

Cloudy 

S.  w 

S.  W.,  N.  W. 

E 

S.E - 

0.28 

— - 

Snow  4  to  8  p.  M.  and  then 

rain. 
Cleared  10  A.M.;  cloudy  part 

of  afternoon. 
Clouded  over  9  p.  M. 

13 

14 
15 

N.  W 

N.  W 

N.  W 

1.18 

Clouded  over  3  p.  M.;  light 
sprinkle  of  rain  with  hail 
after  6  p.  M. 

Cleared  8:30  A.  M. 

16' 

14  i  33^      "     .. 
22.1    3d"  Clniidv 

N.  W. 

S  17 

N.  E 

Clear  part  of  evening. 

Rain   before   day  and  light 
sprinkle  in  evening. 

18 
19 

20 

27 
33 

37 

32£ 

18J 
15 

17 

34 
30 
36 
40 

35 

29.1 
24 

391 
48 

39 

39 

24.1 
25 

46 

42 
38 
63 
48 

42 

:;;,! 

Clear  — 

Snow  1 
Rain   / 

Clear - 
Foggy 
Rain  -- 
Cloudy 

Clear  — 

Cloudy 

dav.     N.  E._ 
S.W 

N.  W 

O.16 



21 

22 
23 

S  24 

25 

26 

X.  w 

w.  

S.  w 

s.  w 

S.W.- 

N.  E 

0.78 
1.38 

2.60 

rain. 

Cleared  7.1  A.m  ;  snow  squall 
9  A.  M.;  cloudy  part  of  af- 
ternoon. 

Cloudy  part  of  morning. 

Snow  till  8:30  a.m.  and  then 
rain  till  6  P.  M. 

Foggy  evening. 
Misty  evening. 
Clear  part  of  evening. 
Rain    part    of     afternoon  ; 
cleared  7  P.  M. 

Snow  8  A.  M.  to  7  P.  M. 
Clear  part  of  morning. 

Kain   and    melted    snow  for 
1865—51.23  inches. 

27 

28 

29 
30 

s  w 

N.  E.—     -. 

N.  W.  -     - 

N.  E 

N.  E 

0.18 
0.04 

5.50 

5.14 

8.00 
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January,   1866. 


Ther- 
mometer, 


32 

33 

28 
25* 
8 
15 
143 


U 
16 
29J 
26 


S  14 


17 
18 
19 
20 
S  21 
22 
23 


24 

25 
26! 
27 
S  28 
29 
30 
31 


Wind, 


Morn- 
ing. 


After- 
noon. 


Rain  _. 
Cloudy 

Clear- 

Cloudy 

Clear _- 


Cloudy 


Clear  - 


Snow . 


Clear - 
Cloudy 

Foggy . 
Clear - 

Cloudy" 


Clear -. 
Cloudy 
Clear _. 


Cloudy 


Prevailing 
Wind. 


W.- 


Cloudy 
Clear  .. 


Cloudy 
Clear-. 


Cloudy 
Clear _. 

Cloudy 


Snow-- 
Cloudy 
most  all 

Clear 

Cloudy 


N.  E 

N.,  S.  W.  — . 

N.  W 

N.W 

s.  w 

N.  E 


N 

N.W 

N.  W 

W.,  S.  E._ 


S.W.. 


N 

N,  E,  N.  W.. 


S.  W 

S.  W 

N.  E.,  S.  W. 

S.  W 

N.W 

N.  W 

s.w 


N.  E 

N.  E 

day.  N.  W. 

N.  W 

N.  E 

N.  E 


Si 


0.21; 


Rained  till   11  A.    M.,   and 

sprinkle  4  p.  m. 
Commenced  snowing  9  P.  M. 
Clear  part  of  evening. 
Cleared   11    A.   M. ;    cloudy 

part  of  evening. 
Clouded  over  7  p.  M. 
Snow  squall  9  A.  M.     Ther. 

7:30,  18°;  9,  14°;  11, 18°; 

4  p.  St.,  12°  ;  10  p.  M.,  3° ; 

bar.  10  P.  m.,  30.87. 
Coldest    morning     1    have 

ever  known ;    noon   ther. 

-  1°  ;  bar.  30.89  10  A.  M. ; 

very  high    wind   on   the 

7th' and  8th. 
Cloudy  evening. 
Cleared  7:30  A.  m. 
Light   snow    7    A.    M.,    and 

light  rain  8  P.  M. 
Clear  part  of  A.  m.  ;    cloudy 

part   oi   P.    M. ;      shower 

with  hail  4:45  P.  M. 
Ther.  36°  7:30  A.  M.,  falling 

all  day  ;  cloudy  part  A.  M. 
Com.  snowing  8:30  P.  M. 
Snowed  till  3  A.  M.,  &  driz- 
zly 5  to  8  A.  M. ;   cleared 

1  p.  M,  and  cloudy  part  of 

evening. 
Cloudy  part  of  morning. 
Cleared  10  A.  M. 
Cleared  10  A.M.jm'ty  eveni'g 
Light  rain  during  afternoon, 

cleared  9  P.  M. 


1.00  Partly  clear  part  of  A.  M. ; 

;     snow  3:30  to  9  p.m.  ;  clear 

part  of  evening  after  9p.  M 

Commenced  snowing  4  p.  M. 

4.00  Rain  parts   of   day ;    snow 
;     squall  in  the  evening. 


Clouded  over  10  A.  M. 
Cleared  10  p.  m. 
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1 

27 

28 

Clear--! 

2 

19.! 

31 

"  _ 

3 

20 

251 

"  _ 

S  4 

10.! 

20.! 

'■'  _ 

5 

11 

19 

" 

6 

14.1 

30 

" 

7 

13 

2pi 

Cloudy 

8 

24 

39 

Misty  _ 

9 

32 

36 

Snow  -. 

10 

32 

41 

Cloudy 

S  11 

33 

51.1 

"  _ 

12 

39! 

44 

Rain  -- 

13 

33 

38A 

Clear  __ 

14 

33^ 

48* 

Cloudy 

15 

21 

21 

Clear-- 

16 

5 

14 

« 

17 

11 

33A 

"  -_ 

a  i8 

22 

37 

"  - 

19 

34A 

481 

Rain  -- 

2(' 

34 

43J 

Clear - 

21 

31 

45 

■« 

22 

30 

55 

"  _ 

28 

33 

60J 

" 

24 

49i 

62 

Cloudy 

S  25 

32', 

37 

Clear - 

26 

15^ 

25* 

"  __ 

•£, 

T>.\ 

40 

Cloudy 

28 

30 

m 

Cloudy 
Rain  -- 
Cloudy 


Rain  _. 
Cloudy 
most  all 

-  Clear -- 


Rain  _. 

Cloudy 


Rain  - 

Clear  _ . 
Cloudy 


N.  W 

N.  W.,  S.  W. 

N.  W 

W 

N.  W 

N.  W 

N.  E 


N.  E 

N.  E 


E 

All  points. 
N.  E 

N.  W 

day.   S.  E. 

N.  W 


X.  W.~ 

N.  W.  - 

S.  E 

W 


S.  W.- 
S.  W.- 

s.  w. 

s 


N.  W 

N.  W.,  S.  W 
S.  W 


N.   E.,  S.  E 


4.64 


Cloudy  part  of  evening. 
Cloudy  part  of  evening. 


Light  snow  and  rain  during 

evening. 
Rain  5  to  11  p.  M.  and  then 

snow. 
Snow  till  10  A.  M.  and  then 

light  rain. 

Clear  part  of  morning. 
Rain  till  8  P.  M. 
Clear  part  of  evening. 
Light  sprinkle  during  day  ; 

steady  rain  7:30  P.  M. 
Grows  colder  all  day  ;  noon 

17.!°. 


Clouded  over  10  A.  M. 
Rain      part     of    afternoon; 

cleared  10  p.  M. 
Splendid     Northern    lights 

1 1  P.  M. 


Foggy  morning;  clouded 
over  6  P.  M.;  misty  after 
8  P.  M. 

Tartly  clear  part  of  morn- 
ing; rain  2:15  to  11  P.  M. 


Snow  S(]uall  7  A.  M.j  cleared 

6  p.  M. 
Cloudy  part  of  evening. 


LOO 
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S  11 
12 


14 
15 

16 
17 

S  18 
19 

20 
21 
22 
23 

24 
S  25 

26 
27 
28 

29 
30 
31 


Ther- 
mometer. 


Weather. 


Morn-      After- 
ing.        noon. 


Cloudy 


Mist}'-. 
Clear-. 


Cloudy 
Clear - 


44.1 


39 

52 

41 

65 

42J 
41* 
52J 
28 

52 
60 
56 
31 

17 
29 

32 
32 

31 
31 1 
29 
29 

37 
44 
45 
49 

41 
30 

46 
32 

15£ 

25 

26£ 

36 
43 

484 

39 
34 
33J 

47 
45£ 
50 

Rain  — 
Clear  _ . 


Cloudy 


Misty - 
Clear  _ 


Cloudy 
Clear -- 

Cloudy 
Clear _- 


Cloudy 
Clear  _. 
Cloudy 


Prevailing 
Wind. 


E 

All  points. 


All  points.  —  0.01 
N.  W 


NT.  W. . 
N.  W. 
N.  W. 
S.W.  . 
N.  W. 


8.  W.. 
N.E.. 


All  points.  . 


most  all 
Cloudy 
Clear "__ 

Cloudy 


Kain  -- 

Cloudy 
Clear  _ 
Cloudy 


iClear  — 


N.E 

day.     N.  E. 

All  points.  —  0.82 

N.  W 


N.  W.,  S.  W. 
N.E 


N.E 

All  points: 
N.W:— - 
S.  E 


Clear  - 


Eain  _. 
Clear .. 
Cloudy 


Cloudy 


Clear __ 
Kain  __ 


N.  W. 
N.  W.. 

N.  W. 
N.  W. 
8.E. - 


3.W.,   N.  WJO.37 

N.  W -— 

3.  W I  0.31 


2.09 '  1.50 


REMARKS. 


Clear  part  of  morning. 
Cleared  3  p.m.  ;  clouded  over 

again  9  P.  M. 
Sprinkle  10  A.  M. 
Snow  squall  6  P.M.  ;  cloudy 

part  of  evening. 


Cleared  11  a.m. 

Clouded  over  11  a.m.;  snow 

squalls    1    to    3:30   P.  M.; 

clear  part  of  afternoon. 
For  the  last  6  days  very  high 

windsfrom  N.W.  and  very 

dusty. 
Clouded  over  10  A.M.;   light 

rain  4  to  5  p.  M. 
Sun  rose  clear,  rain  1  to  2  P. 

M.;    partly    clear    during 

evening. 
Clear  10  a.m.  to  5  P.M.  and 

part  of  evening. 

Showers  after  10:30  p.  M. 
Clear  part  of  afternoon. 
Very  blustery  &  heavy  snow 
squalls  4:15  to  5:45  p.m. 

Snow  9  A.M.to  1  P.M.  but  very 
light  and  melts  as  it  falls. 
Drizzling  rain  after  3  p.  M. 


Com.  raining  5:30  P.  M.  and 
cont.  till  about  11  p.  M. 

Snow  till  8:30  a.m.  ;  cleared 

9  a.m.;  very  blustery. 
Very  blustery. 

Clouded  over  2  P.M.;  rain  11 
P.M. 

Cleared  9  p.  m. 

Cloudy  part  of  morning. 

Eain  10  to  12  A.  M.  and  part 

of  afternoon  and  evening; 

cleared  11  p.  M. 
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Ther-          w     ., 

m „.„„         Heather. 

mometer. 

1  1 

-°  z 

o.S 

cj'-" 

a  S= 
•3  0 

(Aw 

-a 
jjs 
_e 

& 

0 

a 

0 

% 
0 
i-5 

to 

Morn- 
ing. 

After- 
noon. 

.Prevailing 
Wind. 

REMARKS. 

S    1 
2 

a 

38* 

38" 

39* 

44 
49.', 
56* 

40* 
34* 

35 
32 

38.! 

41 

48.! 

46* 

45* 

46 

45! 

43! 

48" 

54 

61 

64 
55 

43 
39 
37 
38 
40 

42 

51* 

45* 

56* 
62" 
73 

71* 

46 
38 

48 

52* 

54.! 

63 

69 

56 

64} 

48* 

53 

Clear    _ 
Cloudy 

Clear   . 
Misty  _ 
Cloudy 

Rain  1 

Snow  J 

Clear   - 

Cloudy 
Clear '- 
Cloudy 

C'y  m'st 
Rain  _- 
Cloudy 

Clear   - 

Rain  __ 

Clear   _ 

Show'rs 
Rain  .- 

Cloudy 

Clear   - 

most  all 
Clear   - 

most  all 
all  day- 
Cloudy 

Clear   _ 
Cloudy 

Clear-. 
Show'rs 

Cloudy 
Clear'-, 
most  all 
Clear   . 

N.  W 

N.  W.  - 

N.  E.,  S.  W- 
S.  W... 

0.30 

----- 

Sun   rose   clear;  rain    noon 
till  5  p.  M. 

4 

5 

6 
7 

S    8 

9 
10 
11 
12 
13 
14 
S  15 
16 
17 

S.  W 

S.  W.  - 

N.  E 

N.  E 

N.  E 

S.E 

day.S.E 

S.  W . 

S.  W.,  N.  W. 

day.  E 

All  points. -- 

N.  E— 

N.  E 

0.25 
0.83 

0.61 
0.68 

.... 

Cleared  8  A.  M. 

Clear     part     of    morning ; 

showers  2:45  to  7  P.  M. 
Rain   all  day   at   intervals 

after  8  A.  M. 

Rain  till  8  A.   M.  and  then 
snow   till  noon  ;   melts  as 
it  falls;  clear  part  of  even- 
ing. 

Cloudy  part  of  morning. 

Foggy  morning. 
Clear  part  of  morning. 
Light  rain  9  P.  M. 

18 

54 

E.-     

Clear  part  of  evening. 
Cleared  10:30  A.  M. 

19 

73! 
77| 
77* 

76 

70 

47 
54* 
45 

60 

lid! 

64 

Clear   - 
Cloudy 

Clear   - 
Cloudy 
Clear   - 

S.  W 

S.  W.  - 

21 

S  22 
23 

24 
25 
26 

s.  w 

s.  w 

E.,  S.W 

N.  W 

S.W 

day.     N.  W.. 

N.  W 

S.  W - 

N.  W 

0.30 

0.82 

.... 

Cleared  over  2  p.  M. ;  thun- 
der shower  4:15  P.  M. 
Pears  and  cherries  flow- 
ered. 

Clear  part  morning ;  cloudy 
evening. 

Rain  before  day  and  8  to  10 
A.  M;  terrible  hail  storm 
4:45  with  rain,  .30  of  an 
inch  in  10  minutes,  and 
showers  till  10  p.  St.;  bar. 
29.08;  clear  part  of  af- 
ternoon. 

27 
28 

S  29 

0.61 

'--'- 

Cloudy     evening ;     shower 
10:15  P.  M. 

Violent  wind  all  day. 

30 

11      r.».\ 

N.  W 

3.20 

™ 
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May,   1866. 


Ther- 
mometer. 


Weather. 


Morn- 


After- 
noon. 


Prevailing 
Wind. 


43      54 


383  j 
41" 
3731 


5 

43 

8  6 

43 

7 

453 

8 

42 

9 

533. 

10 

50 

11 

553 

12 

53 

S  13 

56 

14 

44 

15 

41 

16 

533 

17 

493 

18 

51 

19 

53 

S  20 

56 

21 

56 

22 

47 

23 

41 

24 

433 

25 

483 

26 

503j 

S27 

613 

28 

623 

29 

523 

30 

473 

31 

56 

Cloudy   Kain 


Clear 


S.E.- 


Cloudy 


"  __  Clear  - 
Cloudy  Cloudy 
Clear   _  Clear   - 


Rain  -- 

Cloudy 
Clear   . 


Rain  __ 
C'r  m'st 

Cloudy 
Clear   .. 


Cloudy 
Clear  _ 


N.  W 

N.  W 

N.  W 

N.  W 

N.  W.~. 
N.  E.,  S.  W.- 
S.  W 


S.W.. 


N.  W.,  S.  W. 

s.  w 

s.  w 

s.  w 


N.  W 

N.  W.,  S.  W. 
S.  W 


N.  E 

N.  E 

N.  E,  S.  W. 
3.E 

N.  W 


N.  W 

N.  W 

N.  W„  S.  W. 

'S.  w 

S.  E 


-  s.  w 

all  day.  S.  W.,  N.  W, 


0.02. 


Rain  . 
Clear 


S.  W !0.28 


.W.  

.IS.  W.,  N.  W. 


Light  rain  at  intervals  dur- 
ing afternoon ;  steady  rain 
after  8  p.  M. 

Rain  till  6  A.  M. 

Cleared  9  A.  M. 

High  winds  and  very  dusty. 

High  winds  and  very  dusty. 


Foggy   morning ;      clouded 

over  3  p.  M, 
Light      rain      before    day; 

cleared  10  p.  M. 
Cloudy  evening. 
Clear  8  A.  M.  to  2  p.  M. 

Cloudy  part  of   afternoon  ; 
shower  5  to  6  p.  M. 


Cloudy  evening ;  commenc- 
ed raining  9:30  P  M. 

Misty  evening. 

Rain  till  10  A.  M. 

Cleared  10  A.  M. 

Cleared  8  A.  M. 

Light  rain  3  p.  M. ;  high 
winds   during   afternoon. 

High  winds  all  day. 

Cloudy  evening ;  frost. 

Frost.' 

Cloudy  evening;  rain  10:10 
P.   M. 

Rain  till  10  A.  m. ;  thunder 

storm  10  P.  M. 
Ther.  rose  68°  and  afternoon 

fell   to   59° ;     blustering 

after  9  A.  M.,  with    heavy 

flying  clouds. 
Sun  rose  clear ;    rain  till  6 

p.  M. 
Cloudy  part  of  morning. 
Cleared  9  A.  M. 
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June,    1866. 


Ther- 
mometer. 

Weather. 

— 

J3 
_0 

Prevailing. 

~°'Z 

Wind. 

-.5 

- 

REMARKS. 

O 

% 

►3 

M 

'- 

Morn- 
ing. 

After- 
noon. 

Rain  s 
Snow 

Snow 

1 

54 

651  Clear   _ 

Clear  . 

E.-     

2 

55 

60 

68  "'Cloudy 
64    Rain  __ 

Misty  _ 

E 

S    3 

N.E 

0.22 

4 

57 

671  Clondv 

Cloudy 

N.  E._     

Parlly  clear  part  of  after- 
noon. 

5 

6H 

71 

" 

Clear   - 

N.E 

0.10 



Showers  1  P  M.  and  11  p.  M. 

6 

64" 

78i 

" 

S.  W. 

0.02 

— " 

Cleared  10  A.M.;  heavy  blow 
and  light  rain  7  P.  M. 

7 

61 

76 

Clear  ... 

N.  W.  - 

Cloudy  parts  of  afternoon  & 
evening,  sprinkle  2:30  p.m. 

8 

62 

751 

- 

N 

Cloudy  evening;  with  strong 
wind  from  X.  E. 

9 

58J 

67* 

"     __ 

"     __ 

E 





Cloudy  evening. 

S  10 

56 

65.1 

Cloudy 

Cloudy 

S.  W.-  -  .... 

Clear  evening. 

1) 

58 

78" 

Clear   _ 

Clear   - 

N.  W 





12 

60 

76 

"     _. 

"     _. 

S.  W 

13 

62£ 

751 

C'y  m'st 

all  day. 

S.  W.,  N.  E. 

0.94 



Slight  shower  7:20  A.M  and 
heavy  shower  8  &  11  p.m. 

14 

60 

us.', 

Cloudy 

Cloudy 

N.E 

0.06 



Light  rain  4:30  to  8  p.  M. 

15 

61 

78" 

Clear   _ 

Clear   _ 

S.  W 

0.33 

Heavy  shower  6:50  p.  M. 
and  light  sprinkle  during 
evening. 

16 

63-S 

771 

"     _. 

"     __ 

N.  E.,  S.  W. 





S  17 

61" 

711 

— 

Cloudy 

S.E 

(1,17 



Clouded  over  10  A.M.;  light 
rain  11  a  M. ;  showers  4:30 
and  10:30  p.  M. 

18 

67 

74 

"     

Clear   - 

S.  W 

19 

57 

69 

"     __ 

"     .. 

S.  W 





Cloudy  part  of  afternoon 

20 

54 

751 

"     __ 

"     __ 

S.  W 





21 

594 

1;:;,', 

801 
82" 

'<!  ~ 

" 

S.  W- 

22 

S.  W 

23 

68" 

80 

All  points.  .- 

oil 

Cloudy  part  of  morning  and 
afternoon  ;  light  rain  7  A. 
M. and  6  p  m.  and  heavy 
shower  4:10  P.  M. 

S  24 

67 

811 

Cloudy 

"    _. 

S.E 





Cleared  10  A.  M. 

25 

70 

88 

Clear   - 

"     . 

S.  W 





26 

74 

89 

"     .. 

"     -  N.  W.,  S.  E. 



27 

74 

871 

"     - 

"    -8.W 

Showery  evening  and  steady 
rain  10:30  p.  M. 

28 

68 

72 

Rain  -- 

Cloudy   N.  W 

0.66 

Rain  till  10  A  M.;  clear  part 
of  evening;  shower  10:30 

P.  M. 

Cloudy  evening. 

29 

60 

72 

Clear   - 

Clear -JN.  E 

30 

60 

74 

"     __ 

"     -  N.  E 

3.10 
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July,     1866. 


Ther- 

W 

mometer. 

-•    to 

1  J= 

Morn- 
ing. 

56   74 

Clear-- 

57  79   "  _ 

63  84   "  _ 

64  83 

5 

69 

6 

71 

7 

75.! 

S  8 

74 

9 

74 

10 

66* 

11 

56 

12 

62 

13 

71 

14 

78 

S  15 

71 

16 

75*. 

17 

79 

18 

75 

19 

71 

20 

70 

21 

65 

S  22 
23 
24 
25' 
26 
27: 


28   69* 


S29 
30 


31    64 


85* 

91 


78*  Cloudy 

76 

80    Clear 

88£ 

95 

87 


After- 
noon. 


Cloudy 
Clear-. 


Prevailing 
Wind. 


REMARKS. 


._   0 

-5  c 

PR  GO 


jN.  E ....  . 

IS.  W ._.. 

s.  w 

3.  W 0.06 


3.  W._ 
S.  W- 
S.  W- 
S.  W.- 


most  all 
Clear .. 


92* ! 


80*  Cloudy 

78 

70*  Misty.. 

79  J  Cloud  v 
82  Clear'.. 
81*.  "  - 
85  "  __ 
79*     "    __ 


80* 


Daost  all 
Cloudy 


day.     N. 

E 

E 

W 

N.  W 

E 


S.  W 

S.  W 


S.  W.. 


Clear  part  of  evening;  show- 
ery 5  to  8  P.  M. 


Clouded  over  6  p.  M.,  with 
shower  all  around ;  few 
drops  here. 

Light  sprinkle  1  to  2  P.  M. 

Clear  part  of  morning. 

Northern  lights  10  p.  m. 

Last  night  hottest  I  ever 
knew ;  shower  2:20  and 
4:50  p.  M. 


S.  W.- 


0.22---. 


Clear . 


Ther.  highest  since  July  18, 

'56;  wind  very  variable. 
Partly  clear  part  of  even- 
ing, with  showers  all 
around;  ther.  129*  in  sun. 
Shower  1:45  to  2  p.m.;  ther. 
falls  to  77°  and  rises  again 
to  91°;  shower  after  8  p.m. 

N.  E 

day.  S.  E._ 

N.  E 0.05 Light  rain  before  day;  misty 

evening. 
Shower  12:15  A.  it 
Thunder  shower  3:15  A.  M. 


.iS.  W 0.03  ._- 

,N.  W 0.33  — 

N.  E 

S.  W 0.57  — 

S.   E 

S.W 


Shower  9  and  10  p.  M. 


S.W. 


NT.  E.. 
N.  E.. 


Cloudy  parts  of  morning  and 

afternoon. 
0.53 Light  rain  before  day  and  2 

p.m.;  shower  6  to  8:30  p.m. 


1.17 


Shower  4:10  p.m.,  .23;  heavy 
shower  6:45  p.m.;  .94  in 
less  than  an  hour. 
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Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Wind. 


&& 


1    63     83    Clear-  Clear-  S.  W, 


10'  58 

11    56 

S  12!  58i 

13  64" 

14  62.! 


15 


16 

17 

18 

S  19 

20 
21 
22 
23 


24 
25 
S  26 
27 
28 
29 
30 
31 


67 


83    Cloudy  "  -S.  W._ 

79    Clear-  "  -  N.  W. 

794      "     -  "  -  S.  W._ 

75"      "    ...  "  -N.W.. 

78  "     -  "  -  N.  W. 

79  "     -  "  -  N.  W. 
79       "     -  "  . .  N.  E. 

in  -.Cloudy   N.  E.- 


Clear-Clear  -N. 

"  -.  I  "  —  All  points— 
"     .-Cloudy   S.  W 

Rain  —  Rain  —  S.  E 

"     -Cloudy    E 

Cloudy   Clear- N.  E 


Clear - 


C'y  m'st  all  day- 
Clear  —  Clear  — 


Cloudy   Rain 


N.  — 
N.  W. 

s.  w._ 

S.  W- 

N.  — 
S.  W._ 

s.  w. 

N.  E._ 


67  Clear-- Clear- N.W. 

68  "     -|     "     _.S.  W. 

69  "     -      "     -.  S.   W. — 

744     "     —     "     --S.W 

73"  C'ym'st  all  dayJS.W.,S.  E._ 

71!    "     "        "     "   .N.  E 

7.',!  Clear-.  Clear-     N.W 

78"      "     --Cloudy   S.  W 


Clouded  oyer  8  P.  M. ;    rain 

9:15  p.  m. 
Clear  part  of  .morning. 

Shower  3  and  5:40  P.  M. 
Cloudy  part  of  evening. 

Cloudy  part  of  afternoon. 
Rain  'l:30   to   8:30   A.   M. ; 
cleared  6  p.  M. 


Clear  part  of  afternoon. 

Commenced  raining  4  A.  M. 

Rain  till  1 1  A.  M. ;  rain  part 
of  evening. 

Rain  9:30  to  1 1  A.  m.  ;  clear- 
ed 2:30  p.  m.  ;  heavy 
shower  7:20  P.  M. 

Cloudy  part  of  morning. 


Shower  5  A. jr.,  12:15  p.  M., 
and  rainy  after  5  p.  M. 

Rain  before  day. 

Showery  after  7:45  p.  M. 

Cloudy  part  of  morning. 

Rain  10:15  A.  M.  to  3  P.  M. ; 
light  rain  5  p.  M.  ;  clear 
part  of  evening. 


Shower  1/30  P.  M. 
Rain  before  day. 

Showers  4:30  to  8:30  p.  M. ; 
heavy  shower  5:15  p.  M. ; 
!  inch  fell. 

From  June  1st  to  Aug.  31st 
ther.  was  80°  and  above 
on  32  days. 
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123 


Ther- 
mometer. 


S  9 
10 
11 
12 
13 
14 
15 

S  16 
17 
18 


19 

20 

21 
22 
S  23 
24 
25 


27 
28 
29 

S  30 


Weather. 


Morn- 
ing. 


80    Cloudy 


Clear-. 

Cloudy 
Clear  _ . 


Clondv 
Clear-. 

Cloudy 


Shower 

Clear  — 
Cloudy 
Rain  — 


After- 
noon. 


most  all 


Clear  - 


most  all 
Clear  _  - 

Cloudy 


Rainy  _ 
Clear  — 

most  all 
Clear  _  - 


most  all 

Cloudy 

Rainy  - 
Clear  __ 

Cloudy 
Clear __ 


Clear - 
Cloudy 


Prevailing 
Wind. 


:s  £; 


#8 


day.      S.- 


S.  W.~ 
E 


day.    N.  E. 
All  points.  _. 

N. 

S.  E 


W 

N.  W 

N.  W.,  S.  W. 

S 

S.  W 

N.  W 

day.      S.  W._ 

N.  W 

N.  E.,  S.,  E.  - 

S.  W 

s.  w 


day.     S.  E.. 
E 


S 

N 

N.  E 

N.  E  — 
N.  E,  S.  W._ 


All  points. 


N.... 
S.  E. 


N.  E.— 
N.  E.— 


0.43 


0.58 


Shower.  The  heat  has 
been  the  more  oppressive 
the  1st,  2nd  and  3rd  than 
the  hot  days  in  July,  the 
air  being  so  damp. 

Clouded  over  8:30  p.  M. ; 
rain  9:30. 

Rain  before  day. 

Cloudy  part  of  morning. 

Cloudy  part  of  morning. 

Cloudy  part  of  morning; 
light  sprinkle  during  the 
afternoon  and  showery 
evening. 

Rain  before  day. 

Cloudy  part  of  morning. 

Clouded  over  9  A.  m. ;  rain 
10  A.  M.,  and  at  intervals 
during  afternoon. 

Shower  5  and  7:45  p.  M. 

Frost. 

Cleared  9  A. M. 

Cleared    10   A.   M. ;    cloudy 

p.  M.,  showers  after  10:15 

p.  M. 
Shower     before    day,    and 

from  4  to  10  P.  M. 
Misty    evening ;      thunder 

shower  12  p.  M. 
Rain  3:45  to  11  p.  M. 


Cleared  8  P.  M. 

Foggy    morning ;     clouded 

over  10  p.m.  ;  misty  11:45 

p.  M. 
Showers  all  day.  till  4:10  P. 

M.  and  then  steady  rain ; 

1.18  in.  9:30  to  10:10  A.M. 
Rain  before  day. 

Clear  part  of  morning  ;  rain 

9  P.  M. 
Rain  till  9  A.  M. ;  clear  part 

of  afternoon. 
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October,   1866. 


Ther- 
mometer. 

Weather. 

0 
►5 

M 
5 

Morn-     Alter- 
ing,      noon. 

10  53 

11  50*. 


12 

13 

S  14 


15 
16 
17 
18 
19 
20 
S  21 
22 


70  I  Cloudy   Clear. 

72  |Clear-i     "     . 

66*1     "     —      "     - 

54!      "     -      "     . 

52*1 

581 

661 

72* 

63    Cloudy 


62*. 


27 1  40 
S  281  40 

29  43* 

30  61 


49^ 
48.', 
49* 
ll1'. 

45  J  66J 
47  '  67" 
51*  71* 
57*    71J 


55  63* 
43  51* 
41  48 
34  J  50 
54 


Rain  _. 
Cloudy 


Fo.^gy  . 
Cloudy 


31    41*/  51* 


Cloudy 


Clear.. 
Cloudy 


Cloudy 


Clear.-  Clear 


"     -  Cloudy 
"    _-  Clear  - 

Cloudy    Cloudy 
Rain  -_'       "  . 

Clear -_  Clear  _- 


Prevailing 
Wind. 


N.  E 

N.  E.,  S.  W- 
N.  W 

N.  W 

sr.  w 

s.  w 

s.  w 

w 

N   E 


"3—     -^ 

?c     ,5 


S  2 


N.  E._ 
N.  E- 

N.  E.. 

N.  E.- 
N.  E._ 


N.  E 

N.  E 

NT.  W 

N.  E.,  S.  E. 

S.  W 

S.  W 

3.  W 

S.  W 


N.  W 

N.  W 

N.  W 

N.  E.,  S.  E.  - 

N.  W 

All  points.  .. 

~    E 

S.,N.  W 

N.  W 


0.07 


-  Clear  part  of  morning. 

-  Cloudy  part  of  afternoon. 
-Cloudy  part  of  morning. 


Clear  part  of  morning;  misty 
part  of  afternoon  and  even- 
ing. 

Light   rain    7    A.  M. ;   com. 

raining  again  6  P.  M. 
Rain  part  of  evening. 
Rain  part  of  morning. 
Rain  7  A.  M. ;   clear  part  of 

morning;  rain  5  to  9  P.M.; 

cleared  11  p.  M. 


Cloudy  part  of  morning. 

Cleared  10  A.  M. 

Clear  part  of  morning;  rainy 

parts    of    afternoon    and 

evening. 


Clouded  over  8  A.  M. 
Light  sprinkle  10  p.  M. 

Commenced  raining  10  P.  M. 
Rained  till  10  A.m.  ;  cleared 
6  p.m.  ;  3.10  rain— 12  hrs. 
Cloudy  part  of  afternoon. 
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November,   1866. 


Ther- 
mometer. 


1  34 

2  403 
3!  41 

S    4i  39i 

5  31 

6^  30  J 

7,  31J 

8  363 

9!  43.', 

10;  41 

S  11  453 


16 
17 
S  18 
19 
20 


45 
38 
363 

46" 


21 


23 

.  24 

S  25 

26 

2: 

28 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


3  e 

Is 

a  i 
5  I 

■A-l 


Clear   -Clear   -  W.   — 
"     __      "    __!s.  W.~ 

"     --  Cloudv  ,S.  W ,0.0S 

"     -!Clear"JN.  E — - 

"    -     "    -'N.  E 

"    .-     "     __N.  W I— - 

"     __     "    ..  N.  W — . 

"    -      "    -  W.   

"    —     "    -S.  w 

.     "    -S.  w 

day.     S.  E.~ 

N.  W 

N.  E 

day.    N.E.— 
S.  E 


Cloudy 

Clear   . 
Cloudy 


most  all 
Clear   _ 


most  all 
Cloudy 


Clear   . 
Cloudy 


most  all 
Cloudy 


most  all 
Clear   - 


Cloudy 


Cloudy 


Rain 


day.      W 

N.  W 

S.  W 

day.     S. 

S.  W.,  N.  W 

N.  W 


S.,  N.  E. 


;N.  W.. 


0.2-; 


(i.OJ 


Cloudy 


N.  W.~- 

|N.  W I- 

s.  w L_. 

s.  w 

S.W ... 


most  all 
Clear   _ 


day.    S.  W—  0.02 
S.'W.,  W.—  0.64 


2.82 


Rainy  evening  after  6  p.  M 
Cloudy  evening. 


Cloudy  9  A.  M.  to  3  P.  M. 
Clouded  over  9  P    M. 
Rain  8  to  12  p.  M. 
Cleared  9  A   m. 


Light  rain  7  A.  M.;  misty 
part  of  afternoon  and 
evening;  steady  rain  8  p.m. 


Cleared  part  of  afternoon. 

Light  rain  7  A.  M.  ;  cleared 

4  p.  m. 
Cleared  8  A.  M  ;  cloudy  part 

of  evening. 
Few  snowflakes  (first)  11:30 

A.    M.;  light   rain  part  of 

afternoon 
Rain  before  day  ;  clear  part 

of  afternoon 
Cloudy  part  of  evening. 


Light  rain  3  P.  .m  ;  clear 
part  of  afternoon  and 
evening. 
Light  rain  part  of  morning, 
Rain  till  8  a.  m.;  cleared  10 
A.  M  ;  cloudy  part  of  af- 
ternoon and  evening. 
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December,   1866. 


Ther- 
mometer. 


Weather. 


—      Morn-    After- 
sm 
'«        lr,g-        Doon. 


Prevailing 
Wind. 


No    .3 

"S'.ii  .a 


i-i 


S    9  411 

10  291 

11  19.'. 

12  20 

13  171 

14  22 

15  15 
S  lb  221 

17  30.5 

18  29 

19  30 

20  20-! 

21  2" 

22  14 


S  23 
24 
25 

26 
27 


28  19  24 

29]  20  261 

S  30  17  25.! 

31  20  29 


41.1  Clear  - 
381  "  _ 
45"  "  _ 
55  Rain  - 
53.!  Clear  _ 

54  "     _ 

55  i  "  - 
591  Rainy 

44    Clear - 

301| 

261 

29 

251 

•2o'i 

32 

41    Snow  - 


Cloudy 
Clear.. 


N.  W 

N.  W 

s.  w 

S.  E.,  S.  W. 
s.  w 


Cloudy   S.  W. 
Clear_.  W.  — . 


most  all  day.    S.  E.--  0.2^ 


Clear 


Cloudy 
Clear-. 


Cloudy 


Rain 

Clear  . 


/  Rain 
\  Snow 


Clear . 


Snow 


In.  w. 

N.  W. 
W.  __ 
N.  W. 
N.  W. 
N.  W. 
N.  W. 
N.  E.- 


Rain  8:30  A.  M.  to  12:30  p.m. 

Light  rain  during  evening. 
Cloudy   part  of  morning. 
Com.   raining   8:30  A.   M. ; 
cleared  7  p.  M. 


Clear  __:N.  W.  - 

"   -In.  w. . 

"     -IS.  W.- 

"     -.  N 

"    -N.  E.-. 
Cloudy  IN.  E.-. 

Rainy  .  S.  W. . 
Rain'_-S.  W... 
Clear--  W 


Snow  _ . 


Clear  - 


Snow 


s.w 

S.  W.,  N.  W 


W.— 
W.~- 

N.  W. 
N.  E._ 


6.00  Snow  7:30  a.  m  till   2:30  P. 
M.,  and  then  rain. 

Rain    before     day;      snow 

I     squalls   during    morning. 


'Cloudy  evening. 

Partly  clear  part  of  morn- 
ing ;  misty  evening. 

Misty  part  of  morning 

..  _.  Cleared  7  p.  M. 

jPartly  clouded  over  part  of 

afternoon. 

Clouded  over  6  P.  m. 

1.00  Rain  and  snow  till  11  A.  M., 
and  then  snow  till  5pm., 
cleared  10  p.  M.;  ther. 
35°  at  10  A.  M. 


Cloudy  part  of  evening. 


2.00 
9.00 


Rain  and    melted  snow    for 
1866,  46.59 
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January,  1867. 


!     Ther- 
mometer. 


a     3 


S    6' 


10 
11 
12 

S  13| 
141 

15 

16 


18 

19 

S  20 


21    24.1 


221 
23 
24 
25 
26 
S  27 
28 
29 
30 
31 


Morn- 
ing. 


Snow  _. 
Cloudy 
Clear  .. 


After- 
noon. 


Snow  _  _ 
Cloudy 


Prevailing 
Wind. 


'A-t 


.  Clear . 


N.  E 

N.  E 

N.  W,  S.  W.'~ 


N.  W. 

S.  E.  - 


37J  Cloudy 
30    Clear 
26 
30 

31 

30J 

26 

25 

25 

20 

•22. 


most  all  day.     N.  W.- 
Clear . 


N.W. 

N.  W. . 

N.  W. . 


Cloudy 
Clear  — 

Snow  — 
Cloudy 


Cloudy 
Clear-. 

Cloudy 


N.  E 

W.   

W.,  N.  W- 

N.  E 

N. 


( 'lear 


Clear  - . 
Cloudy 


N.  .... 
N.  W., 


S.  W.  — 


Clear--  Clear . 
Cloudy   Snow . 


N.  W 

W.   

N.  W..  N.  E 


Foggy -Cloudy   N.  E.,   S.  W 


Cloudy 
30  1  Clear  — 
35        "     - 


Cloudy 
Clear - 


most  all 
Clear  -  _ 


Cloudy 
Clear  — 


Snow —  Cloudy 


day.    W 

N.  W 

N.  W 

All  points. 

W 

W 

S.  W 

W 

W 

N.  E..   N.W 


REMARKS. 


Light  snow  most  all  day. 
Clear  part  of  morning. 
Clouded  over  3  p.m.;  partly 
clear  part  of  evening. 

Clouded  over  3  p.m.;  partiy 

clear  part  of  evening. 
Snow  before  day. 


Cloudy   part     of   afternoon 

and  evening. 
Light  snow  part  of  morning. 


1.25, 

Clear  part  of  afternoon  and 

I     evening. 

(Cleared  3  p.  at. 

iClear  part  of  afternoon  and 

evening  ;    com.     snowing 

11  p.  M. 

7.00  Snow  till  10  a.m.;  then  high 

winds  and     drifted    very 

much  and  railroad   travel 

interrupted  for  two   days 

j     and  the  town   filled  with 

j     strangers. 


Snow  3  p.  51. ;   light  till    3 

p.  51.  and  then  violently 
and  drifted ;  thcr  28° 
10  p.  51.,  27°  11  p.  51. 

9.50  Snowed  till  3  a  51  ,  and  then 
light  rain  and  misty  morn- 

ing;  clear  part  of  afternoon. 


0.50  Commenced  snowing  11  p.m. 
Snow  till  1  A.51.;  cleared  10 


0.50  Snow  till  11  A.  51 
19.75 
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February,    1867. 


Ther- 
mometer. 


-=       Morn-     After- 
a        ing.        noon. 


Prevailing 
Wind. 


Tfi* 

<ri 

s  = 

B 

'H   B 

C 

B   & 

& 

O 

tf£ 

a, 

CO 

REMARKS. 


1 

26 

43 

Cloudy   1 

2 

34 

38J 

" 

S    3 

4 

334 

35 

433 
45 

( 
Clear   - 

Cloudy 
Rain  — 


Cloudy 


5    37      43    Cloudy   most  all 


S.  W ! Clear  part  of  morning   and 

evening. 

N.  E ' Misty  part  of  a.m.  and  most 

of  afternoon;  heavy  rain  af- 
ter 8  P.M.  with  lightning. 


S.  W 0.95  __. 

S.  W 0.05  ... 


day.  S.W.,W. 


6  33J 

7  29" 

8  29 

9  421 
S  10    22} 

11  16 

12  26 
13,  32 
14  40 
15:  38 J 
16   35 

S  17  36J 
18  35 
]9|  37 
20|  27 
21    26 


22 

28 

23 

16 

3  24 

28J 

25 

30J 

26 

30 

27 

26 

28 

26 

44.1  Clear   - 

42  "     -- 
49.1  Cloudy 
53",       " 
24  1  Clear    - 
32.1      "     -- 

43  "  - 
48  Cloudy 
51 

48 

41J 

50.1  Clear  — 

48"      "    - 

45.1      "     -- 

30    Snow-. 

34       "     - 


37    Cloudy 
32    Clear   . 

47    Cloudy 


41.1 

4()l  Clear . 

47"       " 


Clear  - 
Kain  -- 
Clear  __ 


Cloudy 

Rain 

Cloudy 
Rain  -- 
Clear.. 

Cloudy 
Snow  -, 


Cloud v 


0.05 


Clear.. 


0.88 
0.14 


Clouded  over  3  p.  M. ;   light 

rain  part  of  afternoon  and 

evening. 
Cleared  9  a.m.;  clouded  over 

2   P.M.;  cleared    again    10 

P.  M. 
Cloudy  part  of  afternoon. 


Commenced  raining  5  P.  M. 

Snow  squall  at  noon. 


...  Rain  9  p.  M. 

—  Rain  part  of  morning. 

—  Clear  part  p.m.  and  evening. 

—  Clear  part  of  evening. 


S.  W 

S.  W 

N.  E 

S.  W 

N.  W 

S.  W 

S.W 

S.  W 

S.  W 

N.  E 

N.  E 

W 

N.  W.,  S.W.  ... 

N. 1 Clouded  over  3  p.  m. 

N.  E -—    8.00  Snow  7  a.  m.  to  4  y.   M. 

N.  E..._  —  10.00  Snow  (light)  7  A.  M.  to  1  P. 

M..  then  heavy  till  6  P.M. 

and  then  light  to  12. 
Clear  part  of  morning;  clear- 
ed 7  P.  M. 
Snow      part      of    afternoon 

(melts),   and  rain  part  of 

evening. 
Light  rain  8  A.M.;  clear  part 

of  morning  and  evening; 

light  rain  afternoon. 
Clear  part  of  morning;  snow 

and  hail  9  p.  m. 
Cleared  8  A.  M. 


N.  W.. 
N.  W. 


N.  W 


(I.OS 


N.E. 


W..N.W.  .. 

W.. -- 

S.  W 
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March,   1867. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  10 
11 

12 
13 

14 
15 

16 

S  17 


23 
S  24 


26 

27 

28 

29 

30 

S  31 


40* 

47 

Rain  __ 

36* 
25 

54* 
35" 

Cloudy 
Clear  — 

25 

30* 

35* 
38* 

Cloudy 

30 

35 

« 

32 

36* 

Rain  __ 

31 

41 

Clear  — 

29 

44 

Cloudy 

35 

40 

Eain  — 

37 

51* 

Cloudy 

38 

41* 

Rain  — 

37 

41 

Cloudv 

25 

28 

" 

17.! 

31 

Clear - 

■2V, 
25 

32 
34* 

Cloudy 
Snow  _. 

17  S 

27 

Clear  — 

15* 
20 

34 

38* 

"  :: 

33 

38 

Snow  -_ 

34 

38* 

Cloudy 

83* 

44 

« 

33 

40 

" 

36*. 

47* 

" 

30 

43 

Clear  — 

33 

38* 

Cloudy 

34 

38* 

« 

30 

42* 

Clear  — 

35 

53 

" 

40 

62* 

-- 

Cloudy 


most  all 

Cloudy 

Clear  — 
Cloudy 

Rain  __ 
Clear  - 

Rain  — 

Cloudy 
Clear  __ 

Snow  -- 
Cloudv 


'  Snow 


Cloudy 


Clear  - 
Cloudy 


S.  E.,  N.  E.. 
W 

N.  E 


N.  E.,  S.W.. 
day.   N.  E._ 


N.  E.- 
N.  E.- 
N.  E._ 
N.  E.- 


N.  E 

N. 

E 

S.  E 

N.  W 

N.  W 

N.  E 

N.   E.,  N..  W 


N.  W.,  S.  W 
S.  W 

N.  E 

N.  E 


0.57 
0.03 


Light  rain  part  of  A.  M. 

Clouded  over  2  p.  m.  ;  snow 

I     7:30  p.  M. 
2.50Rain  part  of  afternoon. 

Snow   before  day  ;    cleared 

7:30  p.  M. 

Rain  and  snow  after 5  P.M. 

Clear  part  of  evening. 


Clear  part  of  morning ;  rain 
10  p.  M. 


0.48 
0.02 


Cleared   10  A.  M. ;    clouded 

over  10  p.  M. 
Rain  till  9  P.  M. 
Light  rain  part  of  P.  M. 
Snow  squall  7  A.  M. 

Com.  snowing  10:30  A.  M. 

Snowed  till  noon ;  light 
snow  part  of  afternoon ; 
cleared  6  p.  M. ;  first 
stormy  St.  Patrick's  day 
since  I  have  kept  daily 
record— 11  years. 


N.  E._ 
N   E- 


Clouded  over  5  p.  M. 

Snow  till  noon,  but  melts  as 

it   falls;     rain    and  snow 

;     part  of  afternoon. 
Light   snow  part  of    morn- 

]     ing,  and  from  2  to  5  p.  M. 


N.-.. 
S.E.- 


N.  W. 
N.  W.  . 
N.  W.  . 

N.  W. 


Rained  at  intervals  after  8- 

p.  M. 

Rain  before  day  ;  clear  part 

I     of  A.  M. ;  cleared  6  P.  M. 

Light  snow  part   of    morn- 
ing; misty  evening. 
Cleared  6  p.  M. 


59%  inches  of  snow  during  December,  January,  February  and  March. 
9 
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April,   1867. 


Ther- 
mometer. 

Weather. 

0 

►J 

s 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


1 

2 
3 
4 
5 

6 
S  7 
8 
9 
10 

11 

12 
13 

S  14 
15 
16 

17 

18 
19 
20 
S  21 
22 


S  28 
29 


::o 


431 


541  Cloudy 
56"  Clear '_. 
561  "  - 
68  "  - 
62  1  Cloudy 
51i!Clear- 
61+1  "  - 
671  '•  - 
62"  I     "     - 

54  I  Cloudy 

56  J       " 

59  Clear - 
67  I     "     -. 

55  I  "  - 
71*!  "  - 
601  Eain  -. 


Clear . 


Cloudy 
Clear-. 


59 


Cloudy 
Clear- 

Cloudy 


58£ 
62 
67 
631 
771  Clear 


Cloudy 
Clear-. 


Cloudy 


W 

W 

N.  W 

s.  w 

S.  W.,  N.  W. 

N.  W 

s.  w 

s.  w 

S.  E 

E 


N.W. 

S.E.. 

N.  W. 
S.E.- 


Eain  -. 
Clear.. 


most  all 
Clear - 


Cloudy 
Clear - 


Cloudy 


S.  W.. 

S.  W.. 


N.  W 

N.W.,  S.  W. 
day.    S.  W- 

N.  W 

s.  w 


N.  W.  - 
N.  E.-- 


N.  W 

s.E — 

S.  W.,  N.W 


All  points.  - 
S.  E,  E 

N.E 


0.12 


Rain  6  to  10  A.  M. 


Shower  part  of  morning. 


Cloudy  part  of  evening. 

Clear    part     of     morning  ; 

rainy  evening. 
Rain  before  day  ;  cleared  7 

A.   M. 


Hazy  evening. 

Rain  till  4  p.  M.  ;  cleared  7 

p.  M. 
Eain  part  of  morning  after 

9  p.  M. ;  cleared  4  p.  M. 

Hazy  evening. 
Shower  after  7  p.  M. 
Cleared  9:30  A.  M. 
Cloudy  part  of  morning  with 

showers    6    to    9    A.  M. ; 

cloudy  part  of  afternoon 

with  shower  5  P.  M. 
Pears  and  cherries  flowered 

—22nd. 
Light  rain  greater   part  of 

afternoon. 


Clouded  over  10  a.  m.  ;  rain 
11:30  A.  M.  to  2  P.  M.  ; 
cleared  2:30  p.  II, 

Light  rain  part  of  morning 

and  afternoon. 
Light  rain  part  of  morning 

and  afternoon. 
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May,  1867. 


Ther- 
mometer, 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


P3d5 


4 
S    5 


9 
10 

11 

4S  12 

13 


15 

16 

17 

18 
S  19 
20 
21 
22 


Foggy 
Clear - 

Cloudy 

Clear  — 

Cloudy 
Clear- 
Cloudy 
Bain  _. 


64 

46  63; 

50 J    63 

47  50.i 
43*  64" 
51  I  55 
51  52 
50     59$ 


Cloudy 
Clear.- 

Cloudy 

Clear  _ - 

Rain  __ 
Cloudy 
Kain  __ 


Cloudy 

Clear  .. 
Cloudy 
Clear - 


Cloudy 
Clear - 


S.  W.,  N.  W. 
N.  W. 


S.E.. 

S.E. 
S.  E.. 


Cloudy 
Rain  _. 


N.  R. 
N.  R. 


N.  W 

W 

w 

N.  W 

S.  E 


Cloudy 


Clear  — 
Cloudy 


Clear  .. 
Cloudy 
Clear- 


All  points.  -_ 

S.  W 

N.  W 

N.  W 

N.W. 

N  W.,   S.  W. 

N.  E 

E 

N.  E.,  N.  W. 


S.  W- 

s.  w.. 

S.  W.- 


S.  W.- 

s.  w._ 

S.  W.- 


0.62 


Cloudy   Cloudy 
Clear  .-(Clear  — 


S.  E.,   8.  W.. 
N".  W 


Shower  all  day  ;  clear  for  a 

time  at  5  p.  M. 
Clouded   over  7   p.m.,   and 

showers  after  10  p.  M. 
Rain  before  day  and  snow  4 

to  5  a.m.;  cleared  10  a.m. 
Frost. 

Cleared  3  p.  M. 
Cloudy  evening. 
Showers  part  A.M.;rain  8  P.M. 
Rain  till  9  a.m.  ;   light  rain 

parts   of    afternoon     and 

evening;  bar.l  p.m.  29.00. 
Cloudy  part  of  morning. 
Cloudy  parts  of  morning  and 

afternoon. 
Cloud}'  part  of  afternoonwith 

shower  3:40  to  7:10  P.  M. 
Cl'dy  part  of  afternoon  with 

shower  1  P.M.,  and  heavy 

thunder  shower  10:45  p.m. 
Rain  till  2  A.  M.;  sprinkle 
1:30  P.  M.;  cleared  3  P.M. 
Cl'dy  part  a.m.;  sh'wer  5  p.m. 
Clouded  over  8  p.  m. 
Rain  till  9: 15  a.m.;  clear  part 

of  morning;  light  shower 

after  6  P.M. 
Clouded  over  6  p.  M. 
Rain  till  10  A.  M. 
Rain  10  A.  M.  to  3  p.  M. 
Rain  till  8  a.  m.;  clear  3  to  4 

p.  M.;  sprinkle  4:30  P.  M.; 

cleared  9  p.  M. 
Cloudy  part  of  evening. 

Clouded  over  2  p.  M.;  light 
sprinkle  part  of  evening. 

Light  rain  before  day;  sprin- 
kle during  day ;  steady 
rain  7  to  10  p.  m. 

Clear  part  of  afternoon. 

Shower  2:30  a.  m.  :  cloudy 
part  of  morning. 

Clear  part  of  aft'noon;  show- 
er?^ P.M.;  cleared  9  P.M. 
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June,    1867. 


Ther- 
mometer 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


si 

s 

"n.9 

c 

tfVJ 

en 

1 

S    2 


S  9 
10 
11 
12 
13 
14 
15 

S  16 


18 

19 
20 
21 
22 
S  2:i 

24 


27  61 

28  67 

29  65 
S  30  64J 


Clear— Clear..  S.  W. 

Cloudy   S 


Cloudy 


Clear  - 


Cloudy 


Rain  — 
Clear  -. 


N.  E.- 
Clear-- N.  E.  - 

-|S.  W.- 
Cloudy  |S.  W. 
Clear . 


Cloudy 
Clear-. 


Rain  -- 
Cloudy 
Clear-. 

Cloudy 


W. — 
S.  W.. 
S.  W.. 

s.  w.. 

N.  E. 


most  all 
Clear  -  - 


S.  W 

day.'  "8.Yf. 
S.  W 


Cloudy- 


Clear  . 


Cloudy 


Rain  _. 

Misty-. 


Cloudy 

Oloudv 

N.  E., 

S. 

W. 

Clear .- 

Clear-- 

N.W 



"     _ 

" 

N.  E. 

S 

w 

" 

"     ..S.  W. 

s 

N.  E.~ 
S.  E.  -- 
N.  E.~ 

E 

E 


0.08 
2.50 


0.05 


1.76 

0.14 
1.22 


0.03 


E 

N.  E. 


11.12 


Commenced    raining  b:30  P. 

M. 
Rain  before  day    and    light 

shower   4:30   to   7    P.  M.; 

cleared  9  P.  M. 


Rain  before  day,  and  9  a.m. 
and  2:30  p,  m.,  and  steady 
rain  7:30  P.  M. 


Kain  10:45  p.  m. 


Shower  5  p.  M. 

Clouded  over  ti  p.m.;  shower 

7:50  P.  M.  and  steady  rain 

9:20  P.  M. 
Rain  till  10   A.   M.;    shower 

11:30   a.m.;  rain   5  to   9 

p.  M. 
Shower  12:30  and  1:45  P.M.; 

steady  rain  after  3  P.  M. 
Cleared  8  a.  m. 


Cloudy  part  of  morning  and 
after  5  p.  M. 

Light  rain  partof  a.m.;  clear 
part  of  P.  M.  and  misty 
part  of  evening. 

Com.  raining  12  M.  25th  and 
continued  with  little  in- 
termission till  8  A.  M.  of 
26th;  3.79  inches  falling 
in  32  hours. 

Rain   before  day  ;  cleared  9 


Rain  for  I'Vl.nniry,  Miircli,  April,  Miiy  uuil  Jump 
-,,.,.>.  for  January,  February  and  March,  50,28  Inches. 


Total  ruin  for  "ix  months --- — 82.75 
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July,   1867. 


Ther- 
mometer. 

Wea 

ther. 

0 
i-l 

J3 
be 

B 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


— 

a~ 

c 

S.g 

=  s 

£-X: 

c 

00 

REMARKS. 


6 

S  7 
8 
9 
10 
11 
1 


13 

S  14 
15 
lti 

1 

18 

19 

20 


S  21 


70* 

83* 

Clear  — 

67 

80 

"     _ 

65* 

85* 

" 

70* 

88 

"     __ 

72* 
66* 

83 
79 

Cloudy 

Clear -IN.  W 

"   -In.  e 

"    -S.  w 

"    -S.  w 


22 

61 

75 

23 

63* 

81 

24 

63 

84* 

25 

69 

85 

26 

69 

77*. 

27 

71 

74 

S  28 

70* 

85;! 

Eain  ..  E 


79    Cloudy   Cloudy   N.  E.,  S.  E.  _  0.05 
S3!.  Clear— Clear—  N.  W.,  W._ 
"5*  Cloudy  Imost  all  day.  Allpoints 


76  Clear - 
74*1  "  - 
80  I  "  - 
77.]  Cloudy 


73  j       " 
73*  Clear.. 
74*     "     - 
66*  Cloudy 


70 


Clear  — 
Cloudy 


Clear-. 


Cloud}' 


77.'.  Rain 


61 J    75  Clear  . 
60     74  i     "     . 


Clear  — ;N.W.,E.,N.W,  0.50 

— |n.  w. 
s.  w._ 

Cloudy   S.  W.- 


Clear - 


Cloudy 
Clear-. 
Cloudy 
Clear - 

most  all 


Cloudy 


N.  E 

N.  E 

N.  W.,  S.  W 

All  points 

N.  W 

N.  E.,8.  E.,  E 
N.  E 

day.     N.  E.. 


N.  W..  S.  W. 

N.,  N.  E 

S.  W 

S.  W.,  N.  W. 
S.  W 


E.'~S~W. 


N.  E 

N.E.,  S.  E... 


0.16 


Clouded  over  9  P.  M ;    light 

sprinkle  11  p.  M. 
Cloudy    part   of    morning ; 

shower  1:20  to  2:40  P.  M. ; 

1.24in.show'r4  p.m., light 

steady  rain  after  10  P.  M. 
Clear    part    of    afternoon ; 

light  rain  5:15  to  6:45  p. 

M. ;  cleared  10  p.  M. 
Shower  4  p.  M. 


Clear  part  A.  M.  ;  light  rain 
10  a.  m.,  and  5:35  p.  it. ; 
steady  7:30  p.  M. 

Rain  before  day ;  clear  9  A.M. 

Hazy  evening. 

Shower  all  day;  cleared  9p.m. 

Showers  3:15,  4:00, 7:30  P.  M. 

Clear  part  of  A.  M. ;  light 
shower  at  noon  and  4  p.  M. 

Shower  9, 1 1 A  M. ;  1:35, 3:40, 
4:45,  8  p.  M.  Last  3  days 
April  showers,  wind  N.  E. 

Partly  clear  part  of  A.  M. ; 
showers  2:10,  8:00  and  10 
p.  M.  ;  cleared  1 1  P.  M. 

Clear  part  of  A.  M. ;  shower 
2:10  P.  M  ;  15  showers  in 
5  days,  with  0.68  rain. 

Clouded  over  10  p.  M. 

Violent  thunder  storm  2  a. 
m.  ;  light  shower  7:30 
a.  m.  ;  clear  part  of  p.  M. 

Rain  before  day. 

Cleared  11  a.m.;  showers 
to  8  p.  M. 

Light  shower  before  day  ; 
rain  8  to  11:30  A.  M.  ; 
cleared  4:30  P.  M. 

Brilliant  Northern  lights 
12:30  A.  M. 
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August,  1867. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


is 

X  J. 


17 

S  18 

19 

20 


63 

71  82 
7H  75J 
76J 


21  68 

22  66 


23 

24 

S  25 

26 

27 
28 

29 


Clear  _. 
Cloudy 

Rain  __ 
Clear- 

Cloudy 


Clear  — 


Cloudy 
Rain  _- 


Clear-- 


Rain 


Cloudy 
Clear - 


Cloudy 


Cloudy 


Rain  — 
Clear  .. 

Cloudy 


Clear  — 
Cloudy 

Clear  - 

Cloudy 
Clear  - 


most  all 
Rain  -_ 
Cloudy 


Rain 


Cloudy 
Clear— 


Cloudy 


Clear  . 


N.  E..S.  E._- 

N.  E.,  N.  W. 

All  points — 
E 

S.  E 

S.  E 


S.  E.  . 

S.  E.  . 
S.  W.. 
N.  E. 
S.  W. 


S.  W 

day.     S.  W  . 

N.  E 

S.  E 


S.  W.,  N.  W. 

S.  W 

s.  w 

N.  E 

N.  E.,  S.  W.. 
N.  E 


N.  E.,  N.  W 

s.w 

N. 

N.  E.,  S.  E- 

E 

S.  E.,  S.  W.. 

S.  W 


N.  W.  -. 
N.W.,  S. 


Com.  raining  6:15  P.  M. 
Rain  before  day:   light   rain 
9  A.M. ;  clear  part  of  p.  M. 
Rain  till  5  p.  M. ;  clear  6  p.  M. 
Cloudy  part  of  morning. 

Light  rain  till  9  a.m.;  clear 
part  of  A.  M.  and  p.  M.; 
heavy  showers  after  9  p.m. 

Shower  before  day  and  7:45 
A.M.;  cl'dy  part  evening. 

Shower  11  a.m.  and  during 
p.m;  clear  part  afternoon. 

Rain  2  a.m.,  1  p.m.,  4:40  p.m. 

Clouded  over  4  p.  m„  with 
stormy  gale  from  N.  W. 
4:25  hard  rain  for  15  min- 
utes and  light  rain  to7p.M. 

Cloudy  part  of  A.  M.  &  P.  M. 

Sprinkle  night  and  4:30  P.M. 

No  rain  9  to  11  A.  M. 

Rain  till  8  A.  M.,  and  light 
sprinkle  during  A.M.  and 
P.M.;  sun  out  part  of  P.  M. 

Light  rain  till  10  A.  M.  and 
shower  11:15  A.  M. 

Shower  4  a.  m. 

Shower  8:35   A.  M.  cloudy 

P.   M. 
Cloudy  part  of  morning. 
Steady  rain  till  noon;  heavy 

shower  4  p.  M.,  and  light 

rain  at    intervals   till   11 

p.   M. 
Clear  part  of  afternoon. 
( lleared  10  a.m.;  cloudy  parts 

of  afternoon  and  evening. 


Cleared  9  a.m.;  cloudy  even- 
ing with  light  sprinkle. 

Light  rain 7:45  a.m. and  1:30 
P.M.,  and  heavy  shower, 
2:30  p.m.;  cleared  7  P.  M. 

Bridget   Dergan,    aged   22, 
hung   at  10:18    a.m.   for 
murdering   Mrs.    Coriell 
New  Market. 
quantities  on  91  days— 39.49  inches. 
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September,  1867. 


Ther- 
mometer 


Weather. 


Morn- 
ing. 


After- 
noon. 


14 

S  15 

IB 

r 

18 
19 


26 

27 

28 

S  29 

30 


Cloudy 

Clear _. 
Cloudy 


Clear  _. 
Cloudy 

Clear _- 

Cloudy 

Clear  _ . 

Cloudy 
Clear - 

Cloudy 
Clear - 

Cloudy 


Clear. 


Cloudy 


Clear  — 
most  all 
Clear  — 


Prevailing 
Wind. 


ss 


N.  E.,  N.  W. 

day.     E 

S.  E 


Cloudy 


most  all 
Clear  _  _ 


Cloudy 
Clear -- 


most  all 
Clear - 


Cloudy 
Clear  _. 


S.E.,  S.W.- 
E.,  S.  E 


N.  E._ 
N.E.. 


S.  W.,  N.  W. 

N.  E 

s.  w 

s.  w 

N.E 

N.E.,  S.E.- 
day.  _S.  W.- 
All  points.  _- 


S.  W 

N.  E.,  S.  E. 


S.  W 

N.  E 

JN.E..N.W 
\S.  W. 

N.  E 

N.E,  S.W.- 
S.  W.,N.  W. 

N.W 

N.  W.,  S.  W 
S.  W 

S.  W 

N.W 


_-  Cloudy  part  of  evening. 


0.44  — 


Cloudy  part  of  morning  and 
cloudy  evening. 

Cleared  9  A.M. ;  cloudy  part 
of  evening. 

Cleared  10  A.  M.;  thunder 
storm  from  E.  passed  to 
S.  W.  with  little  rain  2:10 
P.  M. 

Light  shower  during  morn- 
ing; cleared  10  a.m. 

Cloudy  part  of  morning  and 

afternoon. 
Light   sprinkle   11:45   a.m. 

and  1 :30  P.  M. 
Cleared  9:30  P.  M. 


Clouded  7  A.  M.   till   noon. 
Aurora  8  p.  M. 


Sprinkle  before  day  ;  partly 
clear  part  of  afternoon. 

Cloudy  part  of  morning  - 
clouded  over  5  v.  M. 

Clear  part  of  evening;  show- 
er 10:30  P.  M. 

Showers  before  day ;  clear 
part  of  morning ;  cleared 
4  p.  M. 

Cloudy  part  of  morning. 

Shower  3:30  P.  M.  Aurora 
10  P.  M. 


Light  rain  before  day;  clear- 
ed 10  a.  m. 
Cleared  9  A.  M. 


136        Weather  Record  for  New  Brunswick,  N.  J. 

October,   1867. 


Ther- 
mometer. 

S        *bi 
0          "" 

*1       R 

Weather. 

Morn-     After- 
ing.       noon. 

-  s 

Prevailing 
Wind. 

g.s 

a 

c  * 

■-  0 

0 

Sod 

a 
02 

12 

S  13 

14 
15 
16 
17 
18 
19 
S  20 
21 
22 


•23 

24 
25 
26 
S  27 
28 
29 

30 
31 


38.',  62J 
46"!  73" 
60J    66 


55     67 1 


Clear . 


Cloudy 


Rain  . 
Clear . 


Cloudy 


Clear . 


Cloudy 


Cloudy 
Kain  _ 

Cloudy 


Cloudy 


Rain  . 
Clear  - 


Cloudy 
Clear-. 


most  all 


Clear . 


Cloudy 
Clear-. 


Cloudy 


N.W..S.W.- 

S.  W 

N 


S.E..S.W- 
N 

N 

S.  W 

s.  w 

s.  w 


lay.    N.  E.~ 


N.  W.  — 
N.  W.  -- 

S.  W 

N.  W.  — 
S.  W.  — 
S.  W.— 
S.  W.— 

E 

E 

E.,  S.  W.. 


N.— . 
N.  E.. 
N.  W. 
S.  W.. 

S.  W. 


s.  w 


E 

N.  E— 


N.E.,W.— 
N.  W.,  N.  E 


o.tis 


I  60 


Cloudy  evening. 

Clouded  over  6  p.  M. ;  rain 

9:15  p.  M. 
Kain  before  day  and   parts 

of  morning ;    commenced 

again  9  P.  M. 
Rain  till  4:30  p.  M. 


Rain    before   day ;     cloudy 

part  of   morning  ;    foggy 

evening. 
Violent  rain  from  east  with 

lightning  and  hail  6:15  to 

6:45  P.  M. 
Rain   before  day,  2:20  and 

8  P.  M. 


Mazy  morning. 

Light  sprinkle  8  and  9  A. 
M.,  and  rainy  evening 
after  6:45  p.  m. 


Com.  raining  9:45  P.  M. 
Rain  till  noon  ;    clear  part 

of  afternoon. 
Kain  before  day. 
Clear  part  of  afternoon. 
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November,    1867. 


Ther- 
mometer. 


5 
6 
7 
8 
9 

S  10 

11 

12 
13 
14 

15 

16 

S  17 

18 
19 
20 
21 
22 
23 
S  24 
25 
26 
27 
28 
29 


Weather. 


Morn- 
ing. 


Cloudy 


CJoudy 
Clear-. 


61*  Cloudy 
Rain  _- 


Cloudy 
Clear.. 


Cloudy 
Rain  -- 
Cloudy 
Foggy  - 
Cloudy 
Clear — 
Cloudy 


Clear  — 


After- 
noon. 


Prevailing 
Wind. 


Clear - 
Cloudy 


Cloudy 
Clear  — 
Cloudy 

Rain  __ 


Clear  - 

Cloudy 
Clear  — 
Cloudy 


Clear  _. 
Cloudy 

Clear-. 


Cloudy 


Cloudy 
Rain  -. 

Clear  .. 


S.  W. 


S.  W,  N.W.. 


W 

W 

E.,S.  E. 

W 

W 


s.  w.. 


S.  W.- 


W.  — 

w 

w 


w 

W.,  N.  W. 
w 


w 

w 

w 

11  points — 

E 

E 

E 

E 

W.,  N.  W. 
.8  W. — 

,'E 

E.,  S.  E. . 


N.  W. 


REMARKS. 


0.02 
0.01  j. 


1.13 
0.25 


Cloudy  part  of  evening. 
Clouded  over  3  P.  M. ;  light 

rain        during 

after  7  P.  M. 
Clear  part  of  morning,  light 

rain  2:15  p.  m.,  cleared  7 


evening 


-Clear  part  of  morning. 

Clear  part    of     afternoon ; 

rainy  after  7  P.  M. 
Rain  till  7:45  A.  M. ;    partly 

clear   part    of    morning ; 

com.  raining  3  P.  M. 
Cloudy  and  foggy  morning; 

cloudy  evening. 
Snow  part  of  morning. 
Cloudy  part   of   afternoon. 
Clouded  over  2:30   p.    M. ; 

cleared  10  p.  M. 


Cloudy    part   of    morning 
light  rain  9:30  p.  M. 

Clouded  over  10  p.  M. 


Light  rain  10  p.  M. 


Light  rain  11  A.  M. 

Rain  most  of  afternoon  and 

evening  till  11  p.  M. 
Light  snow  squall  9:30  A.M. 
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December,  1867. 


Ther- 
mometer- 

Weather. 

% 

0 

i-l 

M 

s 

Morn- 
ing. 

After- 
noon. 

Prevailing. 
Wind. 


■A -J. 


S    1 
2 

18 
24 

261 
321 

Clear- 
Cloudy 

Clear  — 

3 
4 
5 
6 

29 
31 

23 

241 

38 
33 

321 

461 

Clear  — 
Cloudy" 

most  all 
Cloudy 

Rain  — 

7 
S    8 

9 

10 
11 

363 
20" 
20 

22.! 
27 1 

3S 
26 
241 
37" 
31 

Clear  - 

Snow  _  _ 
Cloudy 

Clear  _  _ 
Cloudy 

12 

6J 

16 

Snow  _- 

Snow  -  _ 

13 
14 

6 
4 

15 
18 

Cloudy 

Clear - 

Cloudy 

S  15 
16 
17 

16! 
17 
201 

28 
301 
331 

Clear . _ 
Cloudy 

Clear  — 
Cloudy 

Mi 

19 
20 
21 

27 
12 
10 
19 

32 

211 
281 
36" 

Clear  — 
Snow  -  - 
Clear  - 

Clear  — 
Cloudy 

S  22 

331 

401 

Foggy  - 

" 

23 
24 

37! 
25 

40 
34 

Clear  — 

Clear  - 
Cloudy 

25 

26 

48 

"     .. 

" 

20 

36! 

48 

Cloudy 

Clear  — 

27 
28 

34 
43 

481 
47 

Clear  — 
Kain  .. 

Cloudy 
Clear  — 

S  29 
30 

33 

26 

391 
291 

Clear  - 
Cloudy 

Cloudy 

31 

17!, 

27 

" 

" 

N.W.,  S.  W 
S.  W 


S.  W. 

N."- 

N.  W.,  S.  W 
S.  W 


N.W. 

N.  W. 
N.W. 
S.  YV. 
N.W. 


N.  E— 


N.  E 

N.E 


N.  E 

N.  W 

S.  W 


N.  W 

N.  W.,  S.  W. 
N.  E.,  N.W. 
S.  W.,  N.  E- 

S.  W 


N.  W.. 
S.  W.- 


All   points.. 
W.  - 


S - 

N.  W.~ 


N.  W.~ 
N.  W— 


N.E. 


10.00 
1.50 


Clouded  over  1 0  p.  M. 
Snow  1  to  2  p.  M.;  cleared  4 


Snow  squalls  8:30  A.  M. 
Clear  part  of  morning;  rain 

3:15  to  7  p.  M. 
Cloudy    1    to  3   p.m.    with 

snow  squalls. 
Clouded  over  7  p.  M. 
Snow    till    9    a.m.:  cleared 

10:30  A.  M. 

Ther.l6°  8  a.m.;  6°  2  p.m.;  8°' 
6  p.  M  high  winds  and 
snow  drifted  very  much. 

Cleared  1:30  P.  M. 

Ther.l6°  4  p.m.;  18°  3  P.M.;, 
20°  11  p.m.;  light  snow 
parts  p.m.  and  evening. 

Cleared  8  P.M. 

Cloudy  part  of  afternoon. 

Clear  part  of  morning  and 
part  of  evening. 

Cleared  9  a.  m. 


1.50  Snow  7  A.  M.  till  noon. 

Clouded    over   2   P.  M.;  hail 

!     and  rain  II  P.  M. 

Kain  before  day,  11:45  A.  M. 

and  3  p.  M. 
Snow  squall  1 1  A.  M. 
Clouded  overS  A.M.;  cleared 

10:30  P.  M. 
Clouded  over  3  p.  m.;  rain 

7  p.  M. 
Kain   before  day;  cleared  8 

A.M  ;  cloudy  part  P.  M. 
Foggy  evening. 
Kain  tillSA.M.;  partly  clear 

rest  a.m.;  cloudy  even'g. 
Cloudy  evening. 
Clear  of  part  A.M.;  cleared  7 


0.69  13.00 


Com.  snowing  7:30  p.  M, 


Kain  and  melted  snow  for  1807—  5C.50. 
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January,   1868. 


Ther- 
mometer 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


3  c 

is 

a  * 

-  c 

Arj. 


REMARKS. 


S      5 

6 


9 

10 
11 
S  12 
13 
14 
15 

16 
17 
18 
S  19 
20. 

21 

22 
23 
24 
25 

S  26 
27 


Clear- 
Foggy  - 


Cloudy 
Clear-. 


Cloud  v 


Foggy 
Cloudy 
Clear  — 

Cloudy 

Rain  _. 

Clear- 
Rain  — 
Clear-. 

Cloudy 
Snow  - 


Cloudy 
Snow  - . 

Clear  .. 


Cloudy 

Clear - 

Cloudy 
Clear  - . 
Cloudy 

Clear-. 


Cloudy 
Clear  _ . 


Cloudy 
Snow  _ 


S.  W 

W 

All  points. 

N.  W 

S.  W— 

All  points. 

N 


W 

W 

s.  w 

S.  W.,  N.W. 

N.  W 

w 

N.  E.,  S.  W.  - 

S.  W 

N.  W 

w.,  s.w 

N.  W.,  S.  W. 
S.  W,  N.  E. 

N.  E 


N.  W.,  S.  W. 
S.  E.,  S.  W.- 

N.  W 

N.  W 

Clondv    All  points.  — 
Snow  — N.  E 


Clear 
Rain  _. 
Clear 


Rain  — 


N.  E.. 
N.  E.. 


N.  W. 

S.W.- 


0.2(1 


Snow  till  12:30am.  then  rain; 

clear  part  of  even'g;  8  A.M. 

4  in.  snow  on  the  ground. 
Clouded  5  ;  rain  7:15  P.  M. 
Cleared  11  a.m.;  cloudy  P.M. 
Rain  before  day  ;  clear  parts 

of  afternoon  and  evening. 
Cleared  7:30  A.  M. 
Hazy  evening. 

Clouded  over  8  A.M.;  light, 
sprinkle,  noon;  rain  10  P.M. 
Rain  before  day;  light  snow 

7:30  P.  M. 
Ther.  7:30  a.m.  31°;  10  am. 

32°;  12:30  P.  M.    violent 

snow   squall  25°;  3  P.  M. 

20°;  10  P.  M.  10°. 

Snow 5:15-11  p.m.  aboutlin 
Snow  7   to  8  A.  M.,    1  inch; 

cleared  2  p.  M. 
Cleared  9  A.  M. 
Cleared  8  A.  M. 
Clouded  over  4  p.  M. 

Light  snow  9:45  A.M.  to  1  p. 
M.;  rain  part  of  evening. 

Rain  and  snow  (melts)  till 
2  P.M  ;  light  snow  till  4 
p.  M. ;  cleared  7  P.  M. 

Rain  8:30  a.m.  to  6  p.m. 


Partly  clear  part  of  P.  m. 

Snow  till  6  p.  M.  (2  in.),  but 
so  moderately  that  I  col- 
lected it  all  in  rain  gauge. 

Partly  clear  part  of  a.m.  ;. 
snow  10  A  M.  to  5  p.  M. 
(J  inch)   in   rain  gauge. 

Snow  before  day ;  7:30  A.  M. 
'  to  noon  (2J  inches);  rain  to 
5:30  p.m.  (in  rain  \_ 
heavy  snow  all  night. 

Cleared  8  am. 
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February,  1868. 


Prevailing 
Wind. 


1     2     25 

2!     3  !  26* 

3  5     13  J 

4  -H    24" 
30 


6    27 


.S    9 


36 


12  21 
-1  18 
12.1    37 


Clear - 

Cloudy 


Clear  . 


Snow  - 
Clear . 


10  14.',    20.1 

11  9      10.1 


■S  16 
17 


22 

■S  23 

24 


21 
20 

23 
35 

12 
3 
10J 

m 

22* 

27 1 

27} 
19 


28.',    341 
17     36 


—  N. 

-|W 

Snow  .JRain  __;S. 


—  -Cloudy  2  to  7  P.  M. 

jColdest  9  to  10  a.  m. 

[Cleared  10  A.  M. 

4.50  Partly  clear  part  of  morn- 
j     ing;  snow  1  to  10:30  p.m. 

iMisty,  partly  clear  part  of 

morning;  light  snow  11 
A.  M.  to  noon,  melts. 


W.. 


Clear--  Clear . 
Cloudy 
Clear  - 


Cloudy 

Clear-. 
Cloudy 


Clear.. 
Cloudy 


Clear.. 

(  1uu.lv 


Clear.. 
Cloildv 


Snow_. 
Clear   . 


Snow  -_ 


( 'lear 


Cloudy 

Clear  _. 
Cloudy 
Snow  -. 


Cloudy 
Snow  -  - 


W 
E. 

w: 
w. 

E.,S.  W. 


,N.  W. 
,  S.  w. 


s.  w. 


,  s.  w 

S.  W.  -  0.16 


N.  E. 


3.00  Snow  till   8:30   A.  M.,   and 
then  rain  at  intervals  till 

10  P.  M. 

---  Clouded  over  8:30  p.  M. 
Cleared  10  A.  M. 


--  Cloudy  part  of  evening. 
_-  Fine  sleighing  for    last  16 

days. 
--  Cleared   8  A.   M. ;    clouded 

over  6  p.  M. 
--  Cloudy  7:30  A.  M.  to  3  p.  M. 
-.   Light  snow  at  intervals  all 
;     day,  from  11  a.  m.  to  10 

p.  M.,  but  melts. 


---Snow    squall    8:30    A.    M. ; 

cleared  9:30  a.  m. 

Cloudy  evening. 

—  [Hazy  about  noon  with  sun 

partly  out. 

Cleared  9  A.  M. 

--.  [Clouded  4  p.  m. 
4.50  Light  snow  9  A.  M  to  noon, 

and  heavy  2:30  to  10  P.  M. 
Snow  2:30  to   5  p.  M.,  and 

8:30  to  midnight. 

Snow  6  A.  M.  to  6  p.  M.,  but 

melts. 
Cloudy   parts   of   afternoon 

and  evening. 


2.00 
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March,    1868. 


Ther- 
mometer. 


9 
10 
11 

12 

13 

14 

S  1; 

16 

17 

18 
19 
2i 
21 


S  22 
23 
24 
25 
2(5 
27 

28 

S  29 

30 

31 


Morn- 
ing. 


Snow  _ . 
Clear  — 

Cloudy 


Clear  - 
Cloudy 
Clear  _ . 
Cloudy 


Clear  — 
Cloud v 


Clear - 
Cloudy 
Snow  _ . 


After- 
noon. 


Prevailing 
Wind. 


3  i 


37  I  Clear 

48 i !  "  - 
54ij  "  - 
42  jCloudy 
46£|Clear 


46 


Cloudy 


Clear  _ . 
44  Cloudy 
60    Clear  _. 


Cloudy 
Clear - 


S.  W.,  N.  E- 
N.  E 

N.W 


Rain  _. 
Cloudy 


Clear - 
Cloudy 


Clear  — 

Cloudy 
Snow  _- 


Clear  - 


Cloudy 
Clear  — 
most  all 


N.  W.,  S.  W. 
N.  W.,  S.  W. 
N.E.,  S.W.- 
S.  W. 


S.  W.. 
W.— 
W.-~ 

N.  E.. 
E 


Cloudy 
Clear  -  - 
Cloudy 
Clear  — 


S.  W.. 


S.  W 

S.  W 

N.  E 

All  points- _ 

N.  W 

N.E.,  S.  E. 

S.E 

N 


N.  W 

S.  W 

N.  E 

E 

E 


day.    S.  W. 


s.  w 

N.  E.,   S.I 

N.  E 

N.  E 


0.29 


12.1)0 


Clouded  10  A  m.;  snow  12:15' 
p.m.  Rev.  S.  R.  How, 
D.  D  ,  died  2:30  A.  M. 

Snow  till  9  A.M.  and  drifted 
very  much  again  2:30  to 
5  p.m.;  clear  5  to  6  p.  M. 

Very  high  wind;  coldest  day 
of  the  winter;  snow  squall 
9  P.  M. 


Clear  10  a.m.  to  9  p.  M.,  but 
hazy  part  of  the  time. 

Light  sprinkle  9  to  10  A.  M. 

Clouded  over  6  p.  m. 

Cleared  9  A.M.;cloudy  ev'ng.. 

Cloudy  part  of  afternoon. 

Clear  part  of  morning;  com. 
raining  2:45  P.  M. 

Rain  before  day;  foggy  even- 
ing. 

Clear  part  of  evening. 

Light  rain  3  to  4  p.  M. 
Clear  11  a.m.  to  3  p.m.;  corn- 
raining  6:15  P.  m. 
Cleared  10  A  M. 

Com.  snowing  7:30  P.  M. 

Snow  till  11a.  m.  and  drift- 
ed very  much  and  again 
from  1  to  5  p.m  ,but  melts. 

Cloudy  evening. 

Partly  clear  part  of  A.  m. 

Light   rain    afternoon    and. 

evening  after  3  P.  M. 
Cleared  9  P.  M. 


Cloudy  part  of  morning. 
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April,    1868. 


Ther- 
mometer 


1 

38 

2 

50 

3 

331 

4 

33 

S  5 

27 

6 

251 

7 

36 

8 

33* 

i) 

25 

Kl 

32 

11 

30 

S  12 

40 

18 

22 

14 

29 

15 

40 

16 

54 

17 

60 

18 

46 

S  19 

36 

20 

42 

21 

46 

22 

40* 

23 

49 

24 

341 

25 

40 

8  20 

361 

27 

39 

28 

43* 

2« 

48 

30 

■i:;.', 

Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


Clear--  Clear  — 

Cloudy    Cloudy 
Clear—  Clear  — 


Rain  —  Kain 
Clear  —  Clear 
Snow  __  Rain 


X.  W.,  S.  W. 
IS.  W.,  N.  W. 
IS.  W 

!N.W 

s.w 


N.  W. - 
X.  E.— 


Clear . 


Cloudy 
Rain  — 


N.  W 

N.  W 

S.  E.,N.  E.. 


Clear  -  - 
■Snow  __ 
Clear.- 
Cloud  v 


Rain 


NT.  W.,  S.  W. 
N.,   N.  E.— 

N.,  S.  W 

S.  W.l 


Cloudy  1  Cloudy 
Clear--  Clear  -. 
Cloudy 


Rain  — 

Cloudy 
Clear -. 


Rain  .. 
Clear  — 

Cloudy 


Misty 


Rain  . 
Clear . 


Rain  . 
Clear . 


Rain  . 

Clear  . 


S.  W.- 
S.  W.- 


N.  W.,  S.  W 

N.  W 

s.  w 

N.  E 

S.  E 

S.  W 

S.  W.,  N.  W 


N.,  S.  E. 


N.  E.. 

N.  W. 
S.  W._ 
N.  E. 

x.  K.. 

s.  w. 


0.12 


Cloudy  evening 

Shower  1.5  P.M  ;  cleared  4  PM. 

Clouded  over  6  P.M  ;  rain 
9:3U  and  snow  11  p  m. 

About  1  inch  of  snow  on  the 
ground  ;  snow  squall  dur- 
ing afternoon. 

Cloudy  evening 

Rain  'till  6:3U  P.  St.;  light 
sprinkle  9  A.  M 

Cloudy  part  of  afternoon. 

Clouded  over  6  P    M. 

Snow  till  9  A.  M..  and  rain 
and  snow  till  noon,  and 
then  rain  till  6  P.  M. 

Cloudy  part  of  afternoon. 

Clouded  over  at  noon;  snow  3 
to  61  p  m.  and  81  to  11  p.m. 

Light  rain  4:30  and  during 
evening. 

Clear  parts  of  afternoon  and 
evening. 

Thunder  shower  6  A.  m.  ; 
showery  9  A.  m   to  4  p.m. 

Clear  part  of  morning;  clear- 
ed 41  P.M.;  shower  81  P.M. 

Clouded  10  A.  M. 

Rain  till  10  A  M.  and  misty 
all  rest  of  day. 

Cleared  8:30  p.m.;  rain  noon 
to  0  P.M. 

Ther.  70°  3:30  p.m.,  when 
wind  came  from  N.W.  and 
cloudy;  shower  5:50  to 
7:30  P.  M.;  9  P  M.  44°; 
clear  evening. 

A  change  of  30°;  clouded 
over  p.  M.  with  a  little 
hail  8  p.  M. 

R;iin  till  3  p.m.;  light  rain 
6  pm. 


Rain  after  1:30  P  M.;  during 
intervals  p.  m.  &  evening. 


Weather  Record  for  New  Brunswick,  N.  J.         143 


May,   1868. 


Ther-     1       w    ,, 

Weather, 
mometer. 

o 

Highest. 

a  o 

After- 
noon. 

1 

2 

S    3 

52 
46 
423 

62 
52* 
59 

Clear  - 
Cloudy 

4 

42 

63* 

Foggy  - 

5 

50 

62 

Cloudy 

6 

7 

51 

49 

59 
52 

Misty  - 

8 

40 

52 

Cloudy 

9 

S  10 

11 

12 

41 
50 

43* 
46 

62* 
65 
59 

58 

Clear  - 
Cloudy 

13 

49 

59 

Rain  -- 

14 
15 

16 

S  17 

18 

59 
52 
52 
53 

71* 

59 

60* 

55 

62 

Cloudy 
Rain  __ 

19 
20 
21 

51 
51 
51 

60 

56* 
62 

Cloudy 
Rain  — 

22 
23 

53 

55*; 

70 
60* 

Clear   . 

Cloudy 

S  24 
25 

52 
53 

60 

68* 

Misty  _ 
Clear   _ 

26 

55* 

68* 

"     - 

27 
28 
29 
30 
S  31 

55 

55 
55 
60 
59 

72 
59 
63.! 
67* 
70" 

Cloudy 
Clear    - 

Clear  - 
Rain  _. 
Cloudy 

Clear    . 

Cloudy 


Clear  .. 


Clear.. 
Cloudy 

Rain  — 
Clear   . 

Cloudy 
Rain  _. 
Clear   . 


Rain  — 

Cloudy 
Clear   . 


Cloudy 
Clear -. 


Prevailing 
Wind. 


N 

N.  E 

N.  E.,  S.  W. 


S.  W 

S.  W.,  S.  E. 


E.,  S.  W.  ._ . 
N.  E 


N.  W.. 


N.  W._ 
N.  W.- 
N.E._- 
8.E.— 


N.  E.,  S.  E.  - 


S.  W 

N.  E.,  S.  E.. 
E 


N.  "W."~ 


N.  E. 
N.  E... 

N.  W. 


S.  W- 

N.  E._ 


N.   E.,S.  W. 
N.  W 

E 


S.  E.  . 
S.  E.  . 
N.  E.. 
S.  E.  . 
N.  W. 


0.07 
0.04 


Pears  and  cherries  flowered. 

Com.  raining  8:30  A.  M. 

Clear  part  of  morning  ; 
cleared  5  P.  M. 

Cleared  9  A.  M. ;  cloudy  p. 
M. ;  shower  10:30  P.  M. 

Clear  part  of  morning ; 
rainy  after  4  p.  M. 

Rain  before  day. 

Light  rain  afternoon  and 
evening  till  8  p.  M  ;  heavy 
rain  with  thunder  and 
lightning  rest  of  evening. 

Rain  before  day ;  cleared 
10  A.  M.  with  heavy  fly- 
ing clouds  all  day. 

Cloudy  evening. 


Clear  part  of  A.  m.  ;   cloudy 

part  of  evening. 
Rain  8:10  A.  M.  to  7  p.  M. ; 

rain  at  intervals   till  11 

p.  M. 
Clear  10  A.  m. 
Light  sprinkle  during  day. 

Rain  till  7  A.  M. ;  clear  part 
of  morning;  shower  part 
of  p.  M. ;  cloudy  evening. 

Com.  raining  4  p.  M. 

Rain  till  10  A.  M. ;  cloudy 
part  of  evening. 

Rain   before  day,  and   part 

of  morning. 
Light  rain  10  P.  M. 
Cloudy   part    ot    afternoon, 

with  sprinkle  3  P.  M. 
Cloudy   part  of   P.   M.,  and 

clouded  over  6  P.  M. 
Cleared  8  A.  M. ;  cloudy  p.  M. 
Rain  10  p.  M. 
Rain  1:30  P.  M. 
Cleared  4   p.    M. ;    clouded 

over  9  p.  M. 
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June,    1868. 


Ther- 
mometer. 

Weather. 

c 

So 

E 

Morn-  1   Alter- 
ing.    |    noon. 

Prevailing 
Wind. 


hu   in  to 

"§.2  .5 

•^o  o 

5p  e 


5 
6 

S  7 
8 
9 


13 

S  14 

15 

16 


51 \    73i 


59 


17  68 

18  68 

19  65 


20 
S  21 


66 


Clear  _  Clear    . 
Cloudy   Cloudy 


Clear  -  -  Clear   _ 


N.  W  ,  S.  W 
N.  E 


Cloudy 

Rain  -. 
Cloudy 


67    Clear 
57  J  Rain 


Clear   - 
Cloudy 

Clear   . 

Cloudy 
Clear   . 


Cloudy 

Clear 


Cloudy 
Clear   . 

Cloudy 


Clear   - 
Rain  -. 

Cloudy 

Clear   . 

Cloudy 
Clear -- 

Cloudy 


E 

S.  W 

S.  W.,  N.  E. 
E.,  S 

S.  E.,   N.  E.. 


N.  E 

N.E 

N.  E.,  N.  W 

N.,  S.  W.— 
S.  W.,  S.  E.- 
S.  W 

S.  W.,  N.  E 


E.,  S.  W.~ 

S.E 

S.  W 

S.  W 

N.  E 

E 


N.  W.,  S.  W 
All  points.  _. 


-E — . 

-  E,  S.  W. 
-S.  W..N... 


N.  E., 

8.  E. . 

s.  !•:. 


8.  E- 


0.43 


0.24 


Light  sprinkle  during  day  ; 

cleared  9  P.  M. 
Cloudy  part  of  morning. 
Cloudy  part  of  evening  with 

light   sprinkle  near  mid- 
night. 
Clear  part  of  evening. 
Clear    part    A.    M.;     heavy 

showers  after  10  p.  M. 
Heavy  shower  before  day. 
Clear  part  of  afternoon. 
Shower  during  A.M.;  heavy 

shower  4  p.  If. ;  cleared  5 

p.  M. 
Cloudy  evening. 
Heavy  rain  till  1  p.  M.,  and 

misty  rain  rest  of  day. 
Heavy   rain    till   2   p.   M. ;. 

clear  evening. 


Partly   clear  part  of  morn- 
ing ;  shower  12:30  p  M. 
Cleared  4  p.  M. 
Cloudy  evening. 
Cloudy  part  of  afternoon. 

Shower  before  day ;    rainy 

evening  after  6:10. 
Rain   before  day ;  shower  6 

p.  M. ;  clear  evening. 

Cloudy  part  of  A.M.;  rain  11 
A.  M.  to  noon  and  5:35  to 
6:35  P.  M. 


Water  in  main  pipe  in 
George  street  fi  rst  appear- 
ance. 


Cloudy  evening. 
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July, 


Ther- 
mometer. 

Weather. 

S       "5b 

o        [3 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


10 
11 
S  12 
13 
14 
15 


17 

18 

S  19 

20 

21 

22 

23 
24 


25 
S  26 
27 
28 
29 
30 
31 


TO.1. 


78£  Cloudy 
83  i I       " 
884  Clear - 


89    Cloudy 
91    Clear - 


Cloudv 


80    Clear - 


Clear -S.   E.. 
Cloudy"  S.'wT 


Clear -:S.  W —  I- 

"   -S.  W ;o.i8 


Cloudy 

most  all 
Cloudy 


S.  E :  1.85 


day.     S.  W._ |  0.21 
E 0.23 


Cloudy 
Clear-. 


Cloudy 


Clear  . 


Cloudv 


81$       " 

78  \      " 
75  |      " 
77JiClear. 
78A|     "    . 
80    Hazy. 
824  Clear. 


Clear  — IE 

S.  W 

W.,  N 

N. 

E 

S.  W 


Cloudy 


Clear - 
most  all 


N.,  S.  E.— 

N.  E.,S.  E. 

S.  E 

S.  W 


N.  E 

N.  E.,  S.  E. 
S.  W 


E 

S.  E.  - 


N.  E 

day.  N.E.- 
most  all  day.  N.E.— 
Clear. .IN.  E 

-jS.  W..  S.  E._ 

all  day-  S.  E 

Clear -S.W 


Cleared  10  A  M. 

Cloudy  3  P.M.;  shower  5:30 

and  raining  7  to   8;   clear 

11   P.M. 
Cleared  8  A. M. 
Shower   4:45   P.  M.;    cloudy 

evening. 
Cloudy  evening. 
Clear   12    to   3   P.M.;   light 

sprinkle  4:15  P.M.;  heavy 

shower  6:15  to  9  P.  M. 
Rain  before  day. 
Thunder  shower   3    A.M.;. 

clear  part  of  afternoon. 
Cloudy  part  of  afternoon. 


Cloudy  evening. 

Cleared  8  a.m.;  cloudy  part 
of  afternoon,  with  show- 
ers all  around. 

15th  and  16th  warmest  night 
since  1  have  kept  a  record. 

Hazy  part  of  evening. 

Cloudy  part  of  alternoon  and 

rain  6:30  to  8  P.  M. 
Mistv    evening    with     rain. 

10:30  p.m. 
Rain  before  day,  and  8  a.m. 

and  2:30  to  4:30  P.  M. 
Clear  part  of  afternoon  and 

evening. 

Rain  before  day,  sprinkle 
during  day;  heavy  rain 
9:30  P.  M. 

Rain  till  daylight ;  cleared  9 
a.m.;  shower  6:45  P.  M. 


For  the  last  6  days,  there 
has  been  a  dense  haze  over 
the  skv. 
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August,     1868. 


Ther- 
mometer. 

Weather. 

0 

(-3 

60 

a 

Morn- 
ing. 

After- 
noon. 

-a    . 

»; 

IS  J3 

J3 

S  r 

□ 

Prevailing 

-0 

Wind. 

« *M 

c  is 

O 

ao 

1    71.1    8o.i  Clear  -  Clear  _. 


S    2   73 
3    74 


.  Cloudy 
.  Clear  — 


4   68      77    Cloudy   Cloudy    N.  W.,  S 0.45 


5  70* 

6  66 

7  65 

8  68 


S  9  70 

10,  64 

11  68 

12  65 

13  56 

14  57* 

15  60 
S  16  60 

17  594 

18  67* 

19  70 

20  73 


21  70 

22  66. 
s  23  63J 

24  64i 

25  65" 

26  64.! 

27  66 

28  62 

29  66 
8  30  69 

31  70 


77 

75 

76  Clear  -- 

80  1  Cloudy 


Clear . 


81  Clear-. 
77  "  „ 
75. V  Cloudy 
74 1 -'Clear  - 
7:s.'.  "  - 
76*  "  - 
80"  "  -. 
77  "  -: 
72  J  "  - 
83  Cloudy 
83  Clear  .. 
81.',  Cloudy 


S.  W : Cloudy  part  of   p.  m.,  with 

thunder  storms  all  round. 

S.  W— Clear  part  of  evening. 

S.  W Cloudy    part   of    morning; 

cloudy  evening. 

-  Rain  4  to  6  A.  M.,  and  light 
rain  11  A.  M. ;  partly 
clear  part  of  evening. 

-  Rain  before  day ;  partly 
clear  part  of  evening. 

-  Rain  12:15  A.  M. ;  clear 
part  of  morning. 

Cloudy  part   of    afternoon  ; 

shower  6:45  P.  M. 
Light  rain  before  day  and 

11:50    A.   M. ;  shower  all 

around. 
Shower  6  p.  M. 


N.  E._ 


0.03 


N.  E.,  S.  E.  -  0.30 
.  S.  W 0.02 


most  all  day.     S.  W.  -  0.01  - 


most  all 
Clear . 


_  Clear  -  S.  W 

K.  W.,  S.  W 

S.  W. - 

N.  W 

N.  W 

W.    

S.  W.,  N-  — 

S.  W.,  N 

N.  E.,  S.  E. . 

SW~~-~-~-~-~~. 
8.W.. 


76.1       " 
78    Clear  - 
78       "     -. 

77  "     - 

78  "  -. 
70.1  Cloudy 
771  Clear 
731  "  .. 
78  Cloudy 
85J  Clear 
81*     " 


Cloudy 
Clear -_ 


most  all 
Cloudy 
Clear  ... 


-.Cloudy 


N.  E 

N.  E.,  S.  E.  - 
S.  W.,  N.  E. 
All  points.  _- 

S.   W 

day.  S.  W.- 
N.  E.,  S.  E.  - 
N.  E.,  S.E.- 

E.,S.  W 

.8.  W 

N.  E.,  S.  E.  - 


0.24 


0.02  .... 
0.141— . 


0.05 


Light  sprinkle  during  day. 
Rain  before  day. 


Clear  part  of  morning. 

Cloudy  part  of  morning. 

Heavy  shower  5:10  to  6:10 
P.M.;  (1.22  inches)  and 
light  rain  7  to  8  P.  M. 

Partly  clear  part  of  p.  m. 

Rain  before  day. 

Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 


Cloudy  evening. 
Rain  before  day. 

Showers  2:50  and  4  p.  M. ; 
heavy  showers  7  and  8:30 
p.  M. ;  cleared  9  p.  M. 


From  I'n"'  1  to  Aug.  31,  ther.  ni)°  and  above  on  :;il  day 
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September,     1868. 


Ther- 
mometer. 

Weather. 

P       -0 

&           (HI 

0       S 

i-l     w 

Morn- 
ing. 

After- 
noon. 

Prevailing 

Wind. 


a  Z 


REMARKS. 


1  72 

2  67 

3  65 


81}  Clear— Clear _ 
76  |C'y  ro'st  all  day 
71}  Cloudy   Rain  _ 


N.  W. . 

E 

E 


-_  Rain  before  dav. 


4   62J    74}  Rain 


S.  W._ 


5    66 
S    6    59 
67 
57 


11 
12 

S  13 

14 
15 
16 

17 


18  43 

19  43J- 
S  20   52 

2lj  55 
221  48 

23  56 

24  54* 


S  27  55 

28  55 

29  51 

30  46 


Clear  ..  Clear  -  N.  W 1.01 

"   __!   «   .jn.  w,  s.  w 

S.  W.,  N.  W.  0.06 

E.- 

S.  W 


75 

75  I     "     - 

76  !Cloudy  1  "  - 
71  I  Clear— I  "  - 
74.V  Cloudy   Cloudy 


Clear  part  of  morning;  light 

rain     during     p.m.,    but 

heavy  all  night. 
Rain  till  10  a.m.  and  1  to  3 

p.m.,  and  steady  after  5:30 

p.  m. 
Rain  till  1:30  A.  M. 

Light  shower  8  to  10  A.  m. 


79  j 
84}  i 


"       All  points  _ 

Clear— S.  W 

"     -S 


841  Clear—  "  -. 
73}  Cloudy  Cloudy 
70}  Clear—  Clear  . 
71}[Cloudy  !  "  ... 
58}  Clear-      "     - 


S.  W 

\TS.  E 

N.  E 

'S.  W.,  N.  W. 

Its. 


Cloudv 


.  Clear - 
.  Cloudy 


In.  e._ 
!s.e.~ 

!S.  W.- 


Light  sprinkle  part  of  A  M.; 

clear  part  P.M.;misty  even- 
ing, with  rain  11  P.M. 

0.30 Rain  before  day  and  4:50  to 

6   p.m.;   partly  clear  part 

ofevening. 

Cloudy  even'g;  warmest  day, 

so  late,  since  1851. 

Cloudy  evening. 

Shower  4  p.m.;  cl'dv  evening. 

iRain  before  day  &  4  to  5  p.m. 

ICloudy  part  of  afternoon 

Cleared  3  P.  M  ;  sprinkled  2 

p.  M.;  cloudy  evening. 
Frost. 


N.  E._ 
S.E... 


G.33 


72}:C'ym'st  all  day. 
58"  Cloudy  Cloudy 
69    C'ym'stallday. 


S.  W.,  N.  W.  0.71 

N.  E :0.02 

S.  W 0.85 


62    Cloudy   Cloudy  !N.  E i  0.57 


Rain   3:40   to   8:30   P. 
cleared  10:30  P.  M. 


634  Rain  —        " 
69"  Cloudy   Clear . 
62}  Clear—      "     - 
67"      "     -      "     - 


N.  E 0.64- 

S.   W 0.02,- 

N.  W ______ 

s.w 

7.59 


_-  Misty  part  of  afternoon  and 

com.  raining  7:30  P.  M. 
—  Rain  till  5  A.  M. 
„  Rain  3:15  p.m.;  misty  even'g. 
_-  Rain  before  day;  misty  10  a. 
m.;  rain  7:30p.  M. 
Rain   before   day  ;    sprinkle 
9:30  A.  M.  and  3  p.  M.  and 
rainy  evening  after  7  p.m. 
Rain  before  day  &.  part  A.M. 
Rain  before  day. 
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October,   1868. 


Ther- 
mometer. 


S  4 

47+ 

5  52.1 

6  53 

7 

45 

8 

58 

9 

40 

10 

43 

S  11 

12 

56 

50+ 

62!        " 

63.!  "  : Clear - 
62|  Clear—  "  — 
63.',  C'ym'stalldav- 
73"  Cloudy   Cloudy 


13  41 

14  48 


52^    ->*\ 


Clear--  Clear-. 
Cloudy  Cloudy 
Clear _. 


Clear - 
Cloudy 


N.  E.,E  .__- 
N.  W.,  S.  W, 

N.  W 

All  points.  -. 
S.  W.,  N.  W, 


N.  E.,  S.  E. 
N.  E.,  S.  E. 
S.  W 


Eain    parts     of    morning  : 

cleared  8  p.  M. 
Partly  clear  part  of  morning, 
--'Rain  before  day. 


Cloudy 


8  18,  30+ 
19,  40i 

20  42 

21  46 

22  43.1 


23  36+ 

24  31" 


62  "  most  all 
48  Clear  -  Clear  .. 
48  I  "  I  "  - 
52.1  Cloudy  Cloudy 
52  JClear--  " 
484  Cloudy  Rain  — 
47.1  Rain  ..  Cloudy 


S.  W.,  N.W.I 

N.  W 

N.  E ! 

N.  E J 

day       N.  W.j 

N.  W 

N.  W.,  S.  W 

S.  W 

N   E 

N.  E 

N.  E 


S  25 


47 
39 

28  54 

29  38.! 

30  34 

31  35 


43  Clear  . 
48  "  . 
53        "     . 


N.  E 

Clear- N.  E,  S.  W. 
Cloudy   S.  W 


59  "     -- Clear -'S.W.,  N.  W, 

59  C'y  m'st  all  day.'N.  E  ,  S.  E.. 

63  Cloudy   Clear  -  S.  W..N.  W. 

49    Clear.-i     "     _JN.  W 

49  "     -!     "     --N.  E;S.  E._ 

61        "     -  Cloudy   S.   E 


0.66 


0.01 


Rain  before  day  ;  clear  part 
of  morning;  light  rain  part 
of  afternoon;  clear  9  p.m. 

Clouded  over  9  p.  M. 

Clear  part  of  morning.  ! 

Rain  part  of  morning;  clear- 
ed 10  a.  m. 


Light  rain  part  of  morning; 

steady  rain  6  p.  m. 
Rain    before  day;  cleared  7 

p.  M. 


Misty  part  of  morning. 

Rain  10:30  A.  M. 

Rain  till  8  A.M.,  and  light 
rain  parts  ofafternoon  and 
evening  till  9  P.  M. 

Cleared  6  P,  M. 


Cloudy    part   of    morning  ; 

light  rains  parts  of  after- 
noon and  evening. 


Light  rain  part  of  morning. 

...Rain  9:30  p  M. 
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November,   1868. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon t 


Prevailing 
Wind. 


39      52    Rain  —  Rain  ..  N.  W. 
37      404  Cloudy  Clear  -  N.  W. 


■C 

■"    Hi 

$ 

<u  j: 

S  g 

a 

c  is 

S 

-A-m 

a 

1.86 

— - 

3 
4 

5 

6 

7 

S    8 


11 

12 
13 

14 
S  15: 

16 
17 
18| 

19 
20, 
21 


S  22 
23 
24 
25 
26 

27 1 

28 

S  29 

30 


454  Clear- 
574  "  - 
564  Ruin  - 
48"  Clear - 
48  Cloudy 
60 

66  Clear - 
63    Cloudy 


49    Rain  .. 

43   Clear - 

48  I  "  - 
55  ■  "  - 
514  "  - 
444  Cloudy 
49"  j       " 

49  Rain  - 

474  Clear — 
50"  "  - 
40    Cloudy 


Rain  6:20  to  11  A.  M. 


Rain  9:30  P.  M. 


7:30  A.  M.,  52°  ;  3  P.  M.,  45° ; 
6  p.  M.,  39°  ;    10:30  p.  M., 
42°  ;  rain  till  9  p.  M. 
-'Snow  squalls  7  to  10  A.  M.,; 
cleared  5  P.  M. 

J     "    -N.  W -— 

"    -S.  w 

"     —  8.W,  N.,  W.  0.17  . 

"     -W — -. 

most  all  day.     S.  W.  J . 

"    "      "    E.,  S.  W.  0.02  . 

Clear-  S.  W —  ____ 

Cloudy   S.  W.,  N.  E Partly  clear  part  of  morn- 

j     ing  ;  light  sprinkle  11:30 
A.  M. ;  misty  evening. 

Clear  _.  N.  W 0.64 Rain  till  11  A.  m.  ;    cleared 

3  p.  M. 

"    -S.W,N.  W 

"     -S.  W 

"  -N .___! 

"    —  S.  E — - 

"    -  N.E.,8  E 

Cloudy   N.  E 

"      ,N.E 1.85  — 


Clear  — 

Cloudy 


40  '       " 
434  Clear.. 
52"      "     - 
474;     "     - 
534  Rain  — 

444  Clear - 
49"  "  - 
45  Cloudy 
48   Cl'ym't 


most  all 
Clear   _ 

Cloudy 
Clear  __ 


most  all 
all  day. 


W.. 


Rain  4:40  P  M. 
Rain   till  8   A.    M. 
part  of  evening. 


N.  E. Clouded  over  8  A.  M. 

N.  W. Clear  part  of  morning,  and 

partly  clear  part  of  even- 
I     ing. 
day.     N.W.J— ----- ! 

N.  W L— 

N.  W 

All  points. 1 

S.  E.,  N.  W-  0.40  — -  Rain  till  10  a.  m.  ;  clear  11 

A.  M. 

N.  W — -I 

S.  W.,  S.  E Cloudy  evening. 

day.     N.  W 

S.  W,  N.  W J-  — 

4.94 
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December,  1868. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


a, a 

a  fe 


17  32 

18  35 

19  21 
S  20  21J 


30    Cloudy 

34  Clear _ 

35  J     "     __|     "     .. 
35    Cloudy   Cloudy 

Rain  1 
Snow  I 


most  all  day.     N.    W. 

Clear   .  N.  W 

ST.  W 


33.1, 


37   Clear 

40',  Rain  -_ 


38  Clear  - 
30       "     - 

27  !  Cloudy 

25  Clear.. 
25 


Cloudy 


Clear  . 


2  Rain  —  Misty 
Clear  _  _  Clear 
Cloudy  J     " 


Clear   . 
Cloudy 


Cloudy 
Clear  — 


S.  W.,  N.  E- 
N.  E 


All  points.. 
N.  E 


Clear   -  S.   W 

W 

s.  w. 

N.  E.. 

W. — 

W.— 
Cloudy  S.  W.- 
Clcar  .  N.  W. 
Rain  -  N.  E.- 


Clear 


24    ISi    18    Clear 


251  8 

26  20 

S  27  20 

28  30 

20  26J 


S.  W.- 
N.  W. 
N 

N.  E._ 


W 

W 

N.  W. 


0.24 


0.03 


Cloudy  S.  W 

Clear   -  N.  W 

Snow-.  N.  E 

Clear    -  S.  W 

Rain  -  S.  W 


Cloudy 


N.  E.,  S.  E. 
S.  W 


Cloudy  part  of  afternoon. 

lSnow9:30p.  M. 

Heavy  rain  before  day,  but 
3  in   yet   on  ground   at   7 

I     A.M.;  light  snow  part  P.M. 

Clouded  over  6:30  P.  M. 

Little  snow  before  day  and 
light  rain  till  9  A.  M.  and 
then  heavy  rain  till  4  p. 
M. ;  clear  part  of  evening. 

Cloudy  part  of  morning. 

Snow  squall  11:30  A.  M. 


Cloudy  evening. 

Hail  and   snow  10  A.M.   to 

noon;  rain  3  to  9  P.M. 
Clear  part  of  morning. 


Com.  raining  7:30  A.  M.  and 
rained  till  1  p.  M. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 

Snow  before  day;  ther.  32° 
8  A.  M.;  cleared  9  A.  M.; 
ther.  24°  3  p.  M. 

In  the  river  with  Dr.  Mor- 
rogh's  ice-boat;  walked 
from  5-mile  lock  in  80 
minutes,  about  noon,  with 
clothes  frozen  on  me. 


Cloudy  part  of  morning. 

1.00  Snow  10  A.  M.  to  5  p.  M. 

Cleared  8  A.  m. 

Light  rain  part  of  afternoon; 

cleared  8  P.  M. 

Clear  part  of  morning. 

Light  rain  part  of  evening; 

steady  rain  11  p.  M. 

1.00, 


■  for  lHf!8 — ,ri.|.]«  irichih 
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January,   1869. 


Ther- 
mometer. 

Wind. 

0     !   r-< 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


T3"" 

_a 

a 

c  S 

& 

«t» 

00 

1    20     32 


Hail 
Rain 


Snow  —  N.  E.. 


2 

S    3 
4 


9 

S  10 

11 


31 

Cloudy 

34* 

" 

35,1 

" 

41 

Rain 

39 

Clear  — 

48 

" 

50* 

"     _- 

55*  "  - 
42}  Cloudy 
37 


12    34  [  37 


13 
14 
15 

16 
S  17 

18 

19 

20 

21 
22 
23 

S  24 
25 


26 
27 
28 
29 
30 

S  31 


34*Clear  — 
41  I  "  .. 
39    Cloudy 

373-       " 

39  Clear. 

32*  Cloudy 
31*Snow  - 
36    Cloudy 

40  Clear  ._ 
28  Cloudy 
37J Clear  - 
45* 
37 


25*  "  — 
36  Cloudv 
44  Clear-. 
49  "  - 
52    Cloudy 


Misty-. 
Cloudy 


Cloudy 
Clear-. 
Rain  — 

Cloudy 

Clear- 

Cloudy 

I  Clear - 
Cloudy 

Snow  -. 

Cloudy 

Clear -. 


N.  E 0.071- 

S.  W - 

S.  W - 

S.  W.,  N.  W.  0.35  - 

'&  W - 

s.  w 

s.  w 

,S.  E,   S.  W 

■N.  W 

N.  E 

N.  W 0.72— 


N.  W — 

S.  W .'-—!.— 

S.  W '0.14— . 


Hail  and  snow  till  5  P.  M.;' 
32°  8  a.m.;  26°  3  P.M.;  20°' 
10  P  M. ;  about  3  inches  on 
the  ground. 


Rain  part  of  evening. 
Rain  part  of  morning;  clear- 
ed 3:30  P.  M. 


N.W. 
S.  E. - 


N.  E.- 
N.  W. . 
S.  W.- 


0.03 


S.  W._ 
N.  E._ 
S.  W.- 
S.  W._ 
N.  W. 


most  all 
Clear 


:N.  W u. 

'day.    S.   W.-  - 
S.  W.,  N.  W.  - 

All  points. 1- 

S.  W.,  N.  W.  0.50  - 


Cloudy  evening. 

Cloudy  part  of  morning. 

Cleared  9  A  M. 

Snow  and  hail  9  to  11  a.m. 

and  rain  rest  of  day. 
Clear  part  of   morning   and 

part  of  afternoon. 

Rain  11  a.m.  to  2  p.m.  ,  and 

part  of  evening. 
Cleared  9  A.M. 
Snow  4  to  5  P  M  ,  and  part 
1     of  evening 
Snow  part  of  morning  after 

9  A.M. 

I  Snow  till  8  a.m.;   cleared  9 

A.M. 

Clear  part  of  morning;  clear- 
ed 6  P.M. 


35     37 


most  all  day.     N.  W._ 


Cloudy  part  of  morning;  33° 
before  day;  37°  8  a.m.  and 
afterwards  grows  colder 
all  day. 


Cloudy  evening. 
Rain    before    day;    thunder 
shower;  cloudy  evening. 
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February,    i86g. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


a  g 


l!  24 

2  23J 

3  30i 


3  U  Clear  - 
31  Cloudy 
38    Rain  I.- 


Clear -  - 
Cloudy 
Misty  - 


4    28      37A  Cloudy   most  all 


6  2H 

S    7  29' 

8  19 

9  33 

10  35 

11  37 
12!  33 
13  37 

S  14  41 

15  37 

16  34J 

17  32 

18  34 


19 

20 

S  21 

22 

23 

24 
25 


27 
S  28 


21!    33 


Clear 


N.  W.~ 
N.  E.~- 

N.E.-- 


N.  W. 


N.  W 

N.  W.,  N.- 
S.  W 


Cloudy 
Rain  _- 
Cloudy 
Clear.  . 


41 

29.', 

49 

47 

59 

5U 

46.1  Rain  -- 

42J  Clear,. 
42J      " 
39  "Cloudy 

43    Snow  — 

411  Clear   - 

(ill  Cloudy 

45J       " 

45    Rain  . 

35.1  Clear  .. 
36  "  -. 
35.',  Snow-. 


281  Clear 
24.1      " 


Rain  -- 
Cloudy 
Clear  — 


Cloudy 
Clear - 


S.,  N.E 

N.E 

S.W..N 

S.  W 

s.  w 

N.  E,  E 

N.  E.,  N 

S.  W.,  N.  W. 

S.  W 

W 


Cloudy 


Clear.. 
Cloudy 
Snow.. 


S.  W.,  N.  W, 
S.  W 


0.57 


0.01 


0.57  "L 
0.01 


All  points 

N.  E.,  N.  W.  0.72 


S.  W — - 

S.  W — - 

E.,  N.  E I  0.81 


Clear..  W. 


Bar.  10  A.  M.,  30.50 

Snow  before  day  and  then 
rain;  shower  with  light- 
ning after  8:30  p.  M. 

Ther.  highest  S  a.  m.,  low- 
est at  noon,  with  snow 
squalls  ;  bar.  8  A.  M.  29.10 

Snow  squalls  before  day  and 
8  to  10:30  A   m. 


Cloudy  parts  afternoon  and 

evening. 
Light  rain  and  mist  all  P.  M. 
Rain  till  3  P.  M. 
Rain  before  day. 


Com    raining  8:30  P.  M. 
Rain  till   9  A.  M.  and   10  to 

1 1  a.  M.  ;  cleared  4  p.  M. 
Cloudy  evening. 
Cloudy  9  A.  M   to  3  p.  M. 
Rain  and  snow  before  day  ; 

clear  9  A.  m. 
Snow   7   to   11    A.   m.,   but 

melts  as  it  falls. 
Cloudy  10  A   M.  to  3  p  M.  ; 

with  snow  squall  at  noon. 
Clouded  over  8   A.   M.,  and 

misty  part  of  afternoon. 
Misty  part  of  day  and  com- 
menced raining  8  P.  M 
Rain  till  11  A.  M   and  1  to 

3  p.  M 

Clouded  over  3  P.  M. 

Snow  till  3  P.  M.,  very  wet 
and  mostly  melts;  clear- 
ed 6  P.  M.  ;  snow  squalls 
11  P.  M. 

About  3  inches  of  snow  on 
ground  ;  cloudy  part  of 
evening. 
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March,    i86g. 


Ther- 
mometer, 


Weather. 


Morn- 
ins. 


After- 
noon. 


Prevailing 
Wind. 


"O    . 

rQ 

IPS  ? 

c 

«■"• 

0  * 

is 

«go 

s 

CO 

— - 

— - 

11 

12 

13 

•  3  14 

15 

16 

17 
18 

19 

20 

~S  21 
22 
23 

24 
25 

26 

27 

•  S  28 

29 
30 
31 


7  |  26  j Clear-. 

10  32VCloudy 

23  40    Clear  — 

32  37$  I  Snow  — 


Clear-. 
Cloudv 
Clear'-. 
Cloudy 


9  22  Clear —jClear  — 
1(5.1  28j  C'vm'stall  day. 
16*  27  'Clear  -  Clear — 
2H]  37  iCloudy 
26V  42  'Clear-. 


34     57    Rain  - 


N.  E.,  W.— 
N.  E.,  W.— 
S.  W 

S.  W.,  N.  W. 

N.  W.,  S.  W. 
N.  E..   N.W. 

N.  W 

S.  W 

S.  W 


-  Clear  evening. 


0.20! Snow  till  1  p.  M.,  but   melts 

I     as  it  falls;   cleared  7  p.  m. 


-  0.50:Snow  5  to  7:30  A.  M. 


23 

17 
81j 

33 

33} 
37V 
51" 
39 

43i 


44 


40.!  Clear -_ 
37  I  Cloudy 

52  |      " 
61    Clear - 
34i  Snow  . 

30}  Clear . 
36.',      "     - 
35i!     "     - 

m\    "    - 

47  Cloudy 

31.',  Clear  __ 
41"  "  - 
43    Rain  - 

53  Clear  — 
49  "  -_ 
56  Rain  - 
61  Clear - 
58  "     - 

45.]  Rain  — 

56    Cloudy 

48  Clear - 


Rain 


Clear . 


Cloudy 
I  Clear  — 

■  I  "  - 
Cloudy 
Clear  — 


Rain  — 
Clear  - 
Cloudy 

Rain  — 

most  all 

Clea 


S.  E.,  S.  W. 


N.W. 
N.  W. . 


s.  w 

S.E.,  S.  W.~ 
N.E.,  N 

N.,  S.  W 

W.   

N.  W 


S.  W.,  S.  E.- 
All  points.  -_ 

N. ' 

n."e7n"¥ 

IN.  W 

All  points. 

S.  E 

W 

E 


Cloudy  9  p.m.  and  com.  rain- 
ing 10  P.M. 

Rain  steady  3  p.m.  and  then 
at  intervals  till  9  p.m.; 
cleared  10  p.m. 

Cloudy  evening. 

Snow  till  9  a.m.;  cleared  10 
a.m.;  clouded  over  9  p.  M. 

Cleared  8  a.m. 

Hail  and  snow  6:30  a.  m.  to 
1  p.m.;  cleared  5  P.  M. 


Striped  bass  caught  below 
town  weighing 42'.  pounds. 

Snow  7:30  to  11  P.  M.  with 
rain. 

Rain  before  day;  cloudy  part 
of  afternoon. 


—  :Clouded  3  p.m.;  snow  11  P.M. 

—  jRain  till  8:15  a.m.;   clear  11 

a.m.;  cloudy  part  of  P.  M. 


N.  E 

day.     N.  W.. 
N.  W 


0.89 Rain  before  day. 

Clouded  over  2  P.M.;  clear 

10  to  11  P.  M. 
Rain  7  P.M.  and  misty  after- 
wards. 
— ,  Rain  before  6  a.m.,  and  light 
rain  7:30  P.  M. 

Cloudy  part  of  morning  and 

part  of  evening. 

4.82  0.50 


0.91, 
0.13 
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April,   1869. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


Sac 


-   : 

-■1  c 


1    33     51    Clear-- Clear-- N.  W. 


2  38 

3  39 


48S  Cloudy   Cloudy 
44"      "     -Clear- 


N."w." 


S    4    30      39    Clear  . 


N.  W._ 


5  33 

6  4H 

7  42 

8  35 

9  33 

10  32 

S  11  35 

12  32 

13  35 

14  32 
16  32 

16  38 

17  45 
S  18  46 

19  51 


53 

54 
55 

54 

58i 

48! 


W j. 

.  S.  W.,  N.  W . 

S.  W.,  N.  W.  0.03 


.  S.  W.,  N.  W. 
N.  W 


Cloudy  evening  with  light 

raiii  7  to  8  P.  M. 
Kain  4  to  9  p.  M. 
Cloudy    part   of    afternoon 

with   snow   squalls    at    3 

P.M. 
Cloudy  part  of  morning  with 

snow  squalls  at  noon. 


Cloudy    N.  W. 


45    Cloudy  |       " 
48    Clear  __  Clear  . 


49.1  "  - 
54.5  "  _. 
66"  "  - 
65  Cloudy 
73  Clear - 
77        "     _. 


20    62      77 


21    56.',    64 


22 

48 

23 

43 

24 

49 

S  25 

53 

26 

If,'. 

27 

56 

28 

56* 

29 

48 

30 

41 

"     _-  Cloudy 

Cloudy   Clear  _- 

Clear— i  "  -. 
"  —Cloudy 
"     --  Clear  _. 


|N.  E 

All  points — 
All  points.  _- 

.In.  w 

N.  W.,  W.~ 

;s.  w 

.Is.  w 

s.  w 

.IS.  w 

s.  w 


w. 


N.  W 

N.   R,  S. 
Is.  w 


—  Cloudy  part  of  afternoon 
!  with  shower  12:30  P.  M. 
Cloudy  part  of  afternoon. 

Cloudy   parts  of   afternoon 

and  evening. 
Cleared  7  P.  M. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 


0.13 


N.  W 

.  N.  W.,  S.  W. . 

.  N.,  8 . 

N.  W 


57 
73 

7:;'. 
72* 

56    Rain -Cloudy   W.,  N.  E.„.  0.81 

56    Clear  -  Clear  -  N.  E.,  8 — 

1.62 


Rain  10  A.  M.  till  noon. 

Cloudy   parts   of     morning 

and  afternoon. 
Cloudy  part  of  morning  and 

clear   part  of  afternoon  ; 

rain  8  to  9:30  P.  M. 
Rain  till  7  A.  M. ;  clear  part 

of  morning. 


Cloudy  part  of  afternoon ; 
pears  and  cherries  flower- 
ed. 

Cloudy  part  of  evening. 

Cloudy  evening. 

Clouded  over  7  p.  M.,  and 

com.  raining  9  P.  M. 
Rain  till  8  A.  M.  and  from 

9  A.  M.  to  2p.M.;  cleared 

8  p.  M. 
Cloudy  part  of  evening. 
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May,  i86g. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


'A -7. 


1    44     46 J  Rain  —  Rain 

S    2   37 \   43*     "    •_.     " 


S.  E.,  N.  E 

N.  E.,   N.  W.  1.1 


3   40 

4l  41 


57*  Cloudy  Cloudy   N.  W 

56       "         Clear -IN.  W 


5;  42     56 J  Clear  —  Cloudy 


6    42 

71  47 


60 

55    Cloudy 


8 1  45  J-    64    Clear -J  Clear - 
S    9j  47      67 


10  50  I  70 

11  49     77 

12  59  I  80^ 

13  61*;  71" 


14 

15 

S  16 


54  70.V 
56     724 

55  68* 


49*. 

47 

50 

48 

50 

49 


S  23:  46  * 
24   48 


61* 
63" 
52    Cloudy 

65  Clear 
63* 
61    Cloudy 

66  Clear . 
72 
77* 
82 


Show'rs 


Rain  - 

Clear  - 


Cloudy 
Rain  — 
Clear  -_ 
Cloudy 
most  all 

-  Clear - 


N.  E 

N.  E,  S.  W- 

N.  E.,S.  E— 

N. 

N.,  W.,  S.— 

S.  W 

S.  W 

S.  E 


0.28 


S.  W.— 
S.  W.— 
S.  W.— 


1S.W 

N.  W.,  S.  W 

N.  E,  N.  W.  0.58:. 
N.  W . 

S.  W.,  N.  E . 

day.    N.  E—  0.32; 


.  Steady  rain  till  6  p.  it.,  and 

misty  afternoon. 
Steady  rain  7  to  9  A.  M.  and 

noon   to   6  P.  M  ;   cleared 

11  P.M. 
Sprinkle  2  p.  M.;   clear  part 

of  evening. 
Clear  part  of  evening. 

.  Cloudy  evening  with  light 
',     sprinkle. 

.  Cloudy  with  light  sprinkles 
5  to  7  p.  M. 


27 1  52 

I 
28    52* 


29    52* 
S  30    60" 


Cloudy 


Cloudy 


Clear-- 
Cloudy 


31    60     78    Clear __  Clear  - 


N.  E.,  S.  E.-L—  ■ 
N.  W I 

s.  w L 

S.  W ,0.53. 

N.  E,  S.  E.-  0.12. 

N.  E.,  S.  E.J  0.071. 

S.  W 0.17 

N.  E,  S.  E-  0.25- 

S.  W 0.34. 

;  5.18  . 


Clouded  over  10  a.m.;  show- 
ers afternoon  and  ev'g. 

Showers  2:15  and  rain  3:15 
to  6  p.  M. 

Clouded  10  a.m.  with  sprin- 

!  kle  10:30  and  then  rained 
to  2  p.m.;  cleared  3  p.  M.; 
thunder  shower  4:15  P.M. 
with  violent  hail  storm  2 
miles  north. 

Cloudy  part  of  evening. 

Cloudy  part  of  evening. 

Rain  8  A   M.  to  10  p.  m. 

Rain  part  P.M.  and  even'g. 
Rain    till   7:30   A.M  ■    ■ 
evening. 

Hazy  evening. 

Shower  5:40  to  6:45  p.M.and 
cloudy  afterwards. 

Rain  before  day  and  8  to  9 
A.M  ;  cloudy  evening 

Rain  to  7  A.  M.;  rainy  even- 
ing after  8  o'clock. 

Thunder  shower  3  A.  M. 

Rain  6:30  to  7:30  A  M.;  part- 
ly clear  part  of  afternoon. 

Cloudy  evening  with  shower 
9:20  to  midnight. 


clear 


156 


Weather  Record  for  New  Brunswick,  N.  J. 


June,    18 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


^.5 
o  .s 


1  65 

2  67 


3  60 

4  62J 

5  67 

6  57 

7  53 

8  53 J 


10 
11 
12 
:S  13 
14 
15 

16 

17 
18 
19 
S  20 
21 

22 


23    64J 


24j 


S  27 


Clear—  Clear-  S.  W 

Cloudy  Rainy -|N.E 


77  Clear-  Clear-  N.  E.,  S.  E-  - 

73  Cloudv   Cloudy  S.  E 0.10 

80         "  "       IS.  W 0.24 

68  Clear  — :Clear-N.AV 


66 


Cloudy   Rain  . 
Clear-.  Clear . 


—  N.  E.,  N.  W... 

-  N.  W.,  N.  E.  0.17 

-N.  E,  S.  E.-|- 

S.  W ( 


29  67^    82 

30  70     79 


Cloudy 

Show'rs 

most  all 
Cloudy 

Clear  — 

Clear  - 

(< 

Cloudy" 

Cloudy 

" 

« 

Clear  — 

Clear  — 

Cloudy 

Cloudy" 

" 

Clear  — 

Clear - 

Cloudy 

Cloudy 

W.,  N.W.- 

S.  W 

day.     S.  W.. 
S.  W 

S.  W— 

s.  w 

s.  w 

s.  w 

N. 

S.  E.,  S.  W.. 
S.  W 


N.  E 

S.   E.,  S.  W. 
S.  W 


All  points.  __ 
All  points.  _- 

S.  W 


0.02 


-  S.  W.. 


N.  W.,  S.  W. 
S.  W.,  N.— 


0.23 


Cloudy  evening. 

Light  sprinkle  during  A.  M., 

and  showers  P.M.  till  6:30; 

cleared  9  P.  M. 
Cloudy  part  of  morning. 
Showers  3:15  to  5  P.  M. 
Clear  part  of  P.  M.;  showers 

3:40  to  5:40  P.  M. 

Cloudy  6  to  9  a.  m.,  with 
sprinkle  and  shower  12:10 
p.  M 

Rain  part  of  afternoon. 

Cloudy  part  of  evening  with 
shower  7  P.  M 

Clear  part  of  A.  M.  and  p.  M. 
Showers  till  9  a.m.;  cleared 
4  p.  M. 


Light  sprinkle  7  to  8  p.  M. 
Rain  before  day  and  shower 

4:50  P.M  ;  rainy  evening. 
Rain   before  day  and  misty 

part  of  day. 
Showers  7:30  a.m.  and  4:40 

P.M.;  clear  part  of  P.M. 
Cleared  9  A.M  ,  but  hazy  all 

day;  rain  before  day. 

Rain  before  day  ;  clear  part 
of  afternoon. 

Heavy  shower  (0.80)  12  to 
1  A.M.;  cloudy  part  of  af- 
ternoon; sprinkle  7  to  8 
p.  M. 

Cloudy  part  of  afternoon, 
with   light  sprinkle  6:15 


Shower  6  to  7  a.m. and  11:30 
to  11:45  A.M. ;  clear  part 
of  morning. 
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July,  i86g. 


Ther- 
mometer. 

Weather. 

1      1 

3   s 

Morn- 
ing. 

After- 
noon. 

Prevailing. 
Wind. 


-o 

T>X 

"3 

as 

c  c 

d""1 

& 

«t» 

GO 

S    4 


9 

10 

S  11 

12 

13 

14 

15 
16 

17 
S  18 


704  Clear  - 
76  Cloudy 
83    Clear- 


21 

66| 

22 

58 

23 

59 

24 

59 

25 

65 

26 

71 

27 

72 

28 

70 

29 

67* 

30 

61 

31 

58 

Cloudy 
Hazy  _  _ 
Clear - 


N.W 

S.  W 

s.  w 


74 J :  85 

64  |  75 

59  |  72 

57  >  75 


63J 
63 

66 

73J 

73 
70J    78 

67^  73 

65     72 


0.05 Cloudy  part    of    morning; 

shower    1:45    P.   M.,   and 

sprinkle  8:10  P.  M. 

N.  W. Hazy  evening. 

N 

N.  E -—-___ 

S.  W | Cloudy  evening. 

S.  W ---Cloudy  evening. 

Clouded     over    9     A.    M. ; 

shower  noon   to  2  p.  M. ; 

clear  evening. 


__  Cloudy  IS.  W 0.70 

-Clear—  S.  W.. 
„  "  __  S.  W- 
-  "  -N.W. 
-Cloudy   N.E.- 


83 


Cloudy 
Clear-. 
Cloudy 

Clear  — 
Cloudy 
Clear  — 


Cloudy 


N.  E i  1.04 


.s.  w 

S.  W. 0.02 


Cloudy 


Cloudy 
Clear  — 

Cloudy 


N.  W.  . 

N 


N.  E 

E 

S.  W.,  N.  W. 


N.W.  . 

s.  w. . 

S.  W.- 

s.  w._. 
s.  w._. 


s.  w. 


U.ll'.l 


0.51 


Cloudy    part   of    morning; 

com.  raining  5  P.  M. 
Rain  before  day  and   misty 

morning;  light  rain  10:30 

p.  M. 
Shower  12:30  A.  M. ;  violent 

gust  5:15  p.  m.,  with  few 

drops  of  rain. 
Light  rain  at  intervals  after 

6  p.  M. 
Eain  till  1  A.  M. ;  cleared  8 

p.  M. 
Clouded    over    10    A.     M. ; 
.  clear  part  of  evening. 
Shower  before  day  ;  cleared 

10  A.  M. 


Cloudy  evening. 
Shower  during  morning  and 
2:30  p.  M. ;   cleared    9   p. 


81    Clear  __ 

78  ICloudy 
75  Clear - 
73J     "     - 


most  all 
Clear  — 


Clear  part  ef  afternoon  ; 
shower  2  P.  M.  (.04 
in.  15  minutes)  ;  rain  5  to 
6  and  clear  7  P.  M. 

S.  W. Clear  evening  ;  light  sprin- 
kle 7  p.  M 

day.     S.  W.-  0.09 lEain  6  to  7  A.  M. 

N.'W ' 

All  points. Hazy  evening. 

3.61 
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August,   i86g. 


Ther- 
mometer. 

Weather. 

T3      . 

_^j 

Prevailing 

rs 

•- ' 

V 

%■ 

SO 

Morn- 

After- 

Wind. 

c  c 

Cj-rH 

REMARKS. 

eg 

Q 

o 

S 

ing. 

noon. 

c 
02 

S    1    59     75 

2    57i    77 

"_!"..  S.  W 

3    69      84i 

"     -      "     -\V._         

4    621    79" 

"       -Cloudy   N.  W 

5    65* 

73 

Cloudy          " 

N.W 

0.38  — 

Thunder  shower  1:30  a.m.  <fe 

rain  9  to  10  A.  M.;  cleared 

6:30  P.  M. 

6 

54 

67 

Clear  — 

Clear  — 

N.  - 

Cloudy  part  of  afternoon. 

7 

53* 

68J 

N.  -     

Cloudy  part  of  P.M.,  but  clear 
during  most  of  the  eclipse. 

S    8 

51 

72i 

"     __ 

"     .. 

N.W 

_  —  |.     . 

Cloudy  evening. 

9 

54* 

76" 

"     „ 

" 

S.  W 

10 

57 

79 

"     

"     

S.  W 

11 

61 

82* 

"     __ 

"     ._ 

S.  W 



Cloudy  evening. 

12 

67 

79 

"              u     - 

N.  E.,  S.  E. 

13 

63 

80* 

F'ggy  I 

Cl'dy  J 

"     - 

s.  w 

0.01 

Cloudy  part  of  afternoon  ; 
rain  5  to  6  p.  m. 

14 

64 

78J 

Clear 

" 

E 



•S  15 

65J 

83" 

Cloudy 

most  all 

day.     S.  W- 

0.10 

— 

Rain  before  day;  light  sprin- 
kle part  of  evening. 

16 

73.', 

81 

Clear  — 

Clear  — 

N.  W 



Cloudy  part  of  morning. 

17 

66* 

71 

Cloudy 

Cloudy 

E.- ■— 

0.02 

—  " 

Clear  part  of  morning:  light 
rain  1  A.  M.  and  at  noon. 

18 

66 

75 

Clear  — 

Clear  — 

N.  E.,  S.  E.- 





19 

65* 

71 

80* 
921 

u             tt 

S.  W 

-_  Cloudy  party  of  morning. 

20 

Cloudy        "     

s.  w 

. (Cleared  9  a.m.' warmest  dav 

since  July,  1866. 

21 

75* 

92.! 

Clear--  Cloudy 

s.  w 

Cloudy  most  of  afternoon 
and    evening,    after   3:30 

with  light  sprinkle. 

S  22 

70 

78 

Cloudy   Clear  — 

N.  E.,  S.  E._ 





23 

65 

77-', 

Clear--      "     — 

E.  — 





24 

61 J 

78  i 

" "     _. 

N.  E.,  S.E.- 





25 

60" 

80* 

"     .-      "     — 

S.  W 



Cloudy  evening. 

26 

69 

80.! 

"     -.      "     -. 

N. 





27 

56 
63 

76.! 
85 

"     -      "     - 

S.  E. 

28 

S.  W.- 

0.19 

Clouded  over  8  p.m.;  light 

sprinkle  after  9:20;  steady 

rain  10:30  to  11:30  P.  M. 

S  29 

71      82 

•'     _-      "     -. 

N.  W 





Cloudy  part  of  morning. 

30 

64 

71 

N.  W.  _ 

Cloudy  part  of  morning  and 
part  of  afternoon. 

31 

56 

68 

"     _-      " 

N 

0.70 
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September,  iE 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


^3      . 

. 

V 

Tj  rC 

J3 

S  £ 

_o 

?o 

c 

a"" 

.s  £ 

o 

tfx 

03 

1 

2 

3 

4 

S    5 


70} 

73 

63 

56 

54} 

53 

55} 

56} 

5U 

64 
66 


62  Clear —Cloudy 
63£      "     —  Clear  — 

70"  "  -I  "  — 
77}  "  —I  "  — 
79}  "  —  "  — 
79    Cloudy   most  all 


80* 


77    C'y  m'st  all  day.  S.  E,   S.  W- 


71}  Cloudy  Clear— W 

69"   "  "  —  N.  W 

71}  Clear-  "  -  N.  W 

75'   "  —  "  —  N.  E.,  S.  E. 

76   "  —  "  — iE 

73}  "  ..-(  "  -IS.  E 

71   "  —  "  —!S.  E. 


18'  63} 


:S  19 
20 


22 

23 

24 

25 

S  26 


66} 
66 


N. Clear  part  of  afternoon. 

N.  E Cloudy  part  of  afternoon. 

N.W 

S.  W 

S.  W 

day.    S.  E. 0.08 Foggy  morning;  clear  10  A. 

M.  to  5  p.  M. ;  light  rain 
9  to  11:30  P.M. 

S.  E.  -_-  0.05 Clear  10  a.m.  to  4  p.m.;  rain 

at  intervals  4:30  to  1 1  p.m. 

0.25 Light  showers,  at  intervals 

|     from  9  A.  M.  to  9  p.  m. 

Cleared  9  a.  m. 

Cleared  8  A.  M. 


74    Cloudy   most  all 
69         "  "     Cloudy 


day.     S.   E.. 

E 


77 

85}  Clear . 


67}  Misty.. 


E 


S.  W 

S.  W.,  N". 


70}  Cloudy   Cloudy 

73  Clear  — 
75        "     - 

74  Cloudy   Rain  — 


S.  E. 
S.  E. 

S 

S. — 


58    Clear— Clear - 
58}     "     -     "     . 

65}     "     -I     "     - 


.  N.  W 

N.  W.,  S.  W. 

.  S.  W 

.  s.  w 


Foggy    morning  ;     clouded 
over  9  p.  M. 

Misty  and  light  rain   parts 

of  day  till  11:30  P.  M. 
Rain  before  day;  misty  part 

of    morning  ;    clear    part 

of  evening. 
Cleared  10  A.  M. 
Hottest  day  so  late  since  I 

have  kept  record.    . 
Clouded  over  5   p.  M.;  light 

sprinkle  8  p.  M. 
Misty  most  all  day  ;    rain  3 

to  4  p.  M. 

Partly  clear  part  of  evening. 
Clear  part  of  afternoon. 
Light  rain  9  A.  M.    to    noon 

and     afternoon  ;     steady 

rain  till  11  p.  m. 

Frost. 
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October,  i86g. 


The,r"           Weather, 
mometer. 

Prevailing 
Wind. - 

-a    . 

"3  — 
S  c 
0  5 

s 

0 

c 

0) 

Q 

% 
o 

►J 

-a      Morn- 
s'      inS- 

M   1       * 
1 

After- 
noon. 

REMARKS. 

1 

49'. 

7<u 

Clear  — 

Cloudy 

Rain  — 
Clear .. 

»  :: 

Cloudy 

Clear .. 

Cloudy 

Clear-- 

Cloudy 
Clear  — 

Cloudy 
Clear  — 

Cloudy 
Clear  ... 

Cloudy 
Clear - 

Clear  — 
Cloudy 

Rain  __ 

Cloudy 
Clear  — 

Rain  — 

Clear  — 

Cloudy 

Clear  — 
Rain  .. 

Clear  — 

Cloudy 

Clear  - 
Cloudy 
Clear .- 
Rain  _. 
Clear-. 

Cloudy 
Clear  — 

S.  W. .  -      - 

2 

S    3 

4 
5 
6 

7 
8 

52     72 

64.1    70 

62      551 
52     60 
43.',    59 
42"    614 

44!,    66.', 

s 

8,  N.  E 

N.  W 

N.  W 

N.  AV 

All  points 
S.  W - 

0.01 
3.60 

Foggv  morning;  clear  4  to 
9  p.  M. ;  rain  11  to  11:30 

P.    M. 

Rain  before  day:  0.12  in. 
9:15  A.  M.  to  4  p.  M.  1.18 
in.,  and  com.  again  10  p.m. 

Rain  bard  till  10  A.  M. ; 
(2.30  in.)  and  light  till 
noon ;  (0.08  in.)  misty 
5:30  and  cleared  7   P.  M. 

9 
S  10 

11 
12 

46 
57 

51 

50J 

50" 

41!, 
45" 

461 

39 

40!, 
43 

36 

33 

45 

45 

474 

34 

31 

32 

31  i 

39" 
33J. 

66 
63 

60 
68 
53J 

57 
60i 

534 

57* 

52!, 
49" 

46!, 

49j 

55.} 

63 

51 !, 

44" 

46!, 

40" 

11! 
45 
40 

S.  W..E 

N.  W.,  N.  E. 

N.  W.,  S.  W. 
s 

3_.70 

:::; 

Clouded  over  9  p.  M. 

Rain  9:10  to  noon  ;  (heavy 
dashes)  and  then  steady 
rain  till  9  P.  M. ;  cleared 
11  P.  M. 

Partly  clear  part  of  A.  M. 

Rain  before  day,  and  light 
rain  9  to  10  A.  M.;  clear- 
ed 6:30  p.  M. 

Clear  part  of  afternoon. 

Clouded  over  at  noon  ;  rain 
2:15  p.  m.  to  6  and  at 
intervals  during  evening 
till  midnight. 

Cleared  9  a.  m. 

English  sparrows  first  seen 
this  month  in  the  streets. 
Supposed  to  have  come 
from  Jersey  City. 

Rain  3:30  to  5:30  p.  M. ; 
clear  but  hazy  9  p.  M. 

13 
14 

N.  W 

S.  W._ 

0.19 

— 

15 

16 
8  17 

W 

N.W 

AV 

0.29 

18 
19 

90 

N.  W 

S.  W 

N.  W 

0.01 

:::: 

21 
22 
23 
S  24 
25 
26 
917 

S.  W 

N.  W.,  S.  W. 
S.  E..  S.  W.  - 

N.  AV 

W. . 

W.,  S.W.— 
N.  AV 

0.02 
0.53 

.... 

Rain  from  4  to  10  P.  M. 

Rain  9  A.  M.  to  3  P.  M.,  and 
6  to  7  P  M. 

Cloudy  part  of  evening. 

Coldest  day  in  October 
since  Oct.  27,  1859. 

Light  rain  3:16  to  4  p.  M. 

Rain  1 :30  to  4  P.  M. ;  clear- 
ed 9:30  P.  M. 

9,8 

S.  W.-.     -  - 

29 

3( 

W.- 

N.  W 

0.10 

.... 

S  31 

32J    4 

N.  W 

8.53 
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November,    1869. 


Ther- 
mometer. 


W  eather. 


Morn- 
ing. 


After- 
noon. 


<DJ2 
'S    c 

Prevailing   -^  — 
Wind. 


— 
p  a 

i  c  fe 


29     414 


2  36 

3  34 

41  38 

5  41. 

6  37 
S    7   33 


8  30 

9  34 


10  30 

11  32 
12!  35. 
13   30 

S  14    35 

15l  344 

16  30 

17  334 

18  36 

19  294; 

20  46 

S  2l!  35 
22:  3H 
23    354 


S  28   344 
291  28|j 


Clear..  Cloudy   S   W.,  W.- 

"     _-  Clear  —  All  points. 

"     -      "     -S.  W 

"     -      "     -  S.  W 


Cloudy   Cloudy 


474.  Clear — 

3841     "     ..  Clear . 


All  points.  -. 

S.W..N.W.. 
N.  W 


Cloudy 
Clear  — 

Cloudy 


most  all 
Clear  - 


Cloudy 


384        " 
39    Clear. 


61    Rain  _. 
414  Clear - 


Clear 


day. 
W.  - 


W.- 


W.,  N.  W„ 
W 

N.  W 

S.E 

N.  E.,   N.— 


N.W. 
S.  W._ 


S.E.,  S.W.,W. 
—  8.  W 

-IN.  E,  S.  E.- 


564/ Cloudy   Cloudy  S.,  S.  W.- 


434  Clear . 
39        " 
43    Rain  . 


.:      "       S.W.,N.W.. 
Clear— W 

Cloudy   S.  W 


37    Clear  — 

39  " 

44    Cloudy 

40  iClear. 

40  I     "    - 


0.16 


0.13 


0.74. 


Clear -N.,  N.  E 

Cloudy   N.,  S.  W .... 

Rain -IS.  W.,  N.  W.  0.23  . 


30   39  1  604  Rainy 


Clear -N.W. 
Cloudy  JS.  W.- 

"       S.  W.- 


Clouded  over  10  A.  M.;  part- 
ly clear  10  p.  M. 


Cloudy  part  of  evening. 
Rain  9  to  11  a.m.;  cleared  7 


Snow  squalls  10  A.  M.  to- 
noon  and  3:15  p.m;  cloudy 
noon  to  3:30  p.  M. 

Cleared  9  A.  M.;  cloudy  part 

of  afternoon. 
Cloudy  part  of  afternoon. 


Snow  part  of  a.m.,  but  melts 

as  it  falls. 
Clear  part  of  evening. 
Clouded  over  8  A.  M.;   snow 

6  to  7  p.  M. 
Rain  till  11a.  m. 

Cloudy   evening,   with  rain 

10  p.  M. 

Rain  till  6  a.m.;  clear  part 
A.  M.  and  part  of  even'g. 

Clouded  over  4  P.  M. 

Rain  till  9  A.  M.;    light  rain 

at  1  p.m.  and  steady  rain 

at  10  p.  m. 
Rain  till  11  a.m.;  cleared  6 

p.  m. 

Clear  part  of  evening. 
Clear  sunrise;  rain   10:30  A. 
M.to  6  P.M.;  cleared  9  P.M. 

Cloudy  10  a.m;    light  sprin- 
kle part  of  evening. 
Light  rain  parts  of  day  and 

11  P.M. 
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December,  1869. 


Ther- 
mometer. 


4 
«    5 


9 

10 

11 

S  12 


S  19 
20 
21 


1    46 
2;  30 


Weather. 


Morn- 
ing. 


After- 
noon. 


47  i  Clear  _.  Clear.. 
34}  Cloudy   Cloudy 


Prevailing. 
Wind. 


N.  W.,  N.- 
N.  E 


Clear  -N.W. 


ISA 
34" 


36J  Clear --Cloudy 
39'.  Rain  --Rain  _. 


24      33 


Snow 

Clear  - 

Cloudy 
Clear .. 


Cloudy 


Clear-- 


42J  Clear 

33i 

35*  Cloudy 

•11     Rain 


44    Clear.. 
40  ,Cloudy 


35.!  C'v  m'st 
33  Cloudy 
32 


57}  Rain  -. 
36"|Clear_. 
37        "     - 

38J  "  -. 
47    Rain  .. 


29  37 

30  34 

31  30 


Cloudy 


39  1       " 

40 

46J  Clear 


Cloudy 
Clear  _ . 


all  day 
Cloudy 


Cloudy 
Rain  _. 

Cloudy 


Clear ~ 


S.  W.. 

s.  w.. 


N.  E 

N.  W.,  W— 
W.,  N.  W.  - 

N.  W 

N.  W.,  S.  W 
W.,  S.  W.— 
E.,   S.  W.— 


N.W 

N.  E 

N.E 

E,  S.  W 


N.  W.,  N.  E. 
N.  E 


N.  W.,  W. 

S.  W 

S.  E 


E,  S.W.— 

N.  W 

VV.  —  .... . 
All  points.. 
N.  E 


N.  E.,  N.W 


N.  W. 
8.  W... 

S.  W.. 


0.10 
0.441 

4.00 


1.20  - 


Cloudy  evening. 

Clear  part  of  A.  M.  and  part 
of  P.M.;  snow  2:15  to  6  P.M. 

Light  snow  8  A.  M.;  cleared 
9  A.  M. 

Clouded  10:30  A.  K. 

Rain  till  2  p.m.;  rainy  even- 
ing after  5  &  11  p.m.  snow. 

Rain  and  snow  till  11  A.M.; 
regular  snow  storm  4.1  p.m. 

Snow  till  1  A.M. 

Cloudy  part  of  afternoon. 


Light  sprinkle  part  of  a.m.; 

partly  clear  part  of  A.M.; 

cleared  4  p.  m. 
Clouded  over  9  P.  M. 


Rain  7  a.m.  to  2  p.m.;  clear- 
ed 3  P.  m.;  foggy  part  of 
evening. 

Cloudy  part  of  evening. 

Rain  9  A.M.  to  6  P.  M.;  clear 
part  of  evening;  rain  9  P. 
M.  to  midnight. 

Cleared  7  P.  M. 

Snow  2:15  P.M.,  just  covered 
the  ground;  snow  8:30  to 
10:30  p.m.  and  then  rain. 

Rain  till  1  p.  M.;  light  rain 
9:15  P.  M. 

Com,  raining  6:30  p.m. 

Heavy  rain  till  1  P.M.;  light 
rain  afterwards  till  6  P.M. 

Misty  evening  till  9,  and 
then  heavy  rain  till  11  P.M. 

Rain  before  day  and  at  in- 
tervals during  day. 


4.40  4.00 


Kain  and  melted  snow  for  I860— 60.87  Inches. 
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January,   1870. 


Ther- 
mometer. 

Weather. 

% 
0 

X 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


— 

se 

n  c 

a  * 

S 

■3  i 

0 
a 

1    34 

S    2   41 


3  34 

4  27  J 

5  27* 
61  25* 


S  9 
10 
11 
12 

13 

14 

15 
S  16 


15* 
18" 
24 
36 


S  30 
31 


47    Cloudy   Cloudy   N.  E ] Com.  raining  10  p.  M. ;  bar. 

on  1st  at  noon  30.10,  on 
2d  at  3  p.  M  29.05. 

57  ;Raiu  __  "  <E.,  S.E.,8.  W.  0.92  --  ,-  Rain  till  1  p.  M.,  and  sprin- 
kle 2  and  6  p.  ji.  ;  clear 
3  to  5:30  P.  M.;  gale 
after  5  p.  M. ;  cleared  8 
p.  M. 

41  Clear-- Clear S.  W. Cloudy  part  of  afternoon. 

35        "     _-  Cloudy   S.  W.,  W Clear  part  of  afternoon. 

32*     "     -Clear— W..N.W.— 

42  "     --Cloudy   S.  W Clear    part    of    afternoon; 

rain  9  P.  M. 

24     27*      "     —      "     —  N.  W 0.20 Rain  till  3  A.  M. ;  clear  part 

of  afternoon. 

25*    31*  Snow  --  Clear  —  N.  E.,  N.   W.  0.10 Snow  7  to  10  A.  M. ;  cleared 

at  noon. 

22}  Clear-!     "     —  W 

31.1  Cloudy   Cloudy   SW.,NW,NE Cleared  9  p.m. 

41  .Clear--  Clear  __  N.  W. [ Cloudy  evening. 

49        "     --Cloudy   S.  W ! 1 Hazy  A  M. ;  cleared   8  a.m. 

I  !      ! 

39     52*Cloudv  Clear --S.W 0.01 Light  rain  part  of  A.  M. 

19*    29         "       [Cloudy   N.  E Partly  clear  part  of    a.m.; 

hail  and  snow  7  P.  m. 

Rainy  _  Rainy  _N.  E 0.30 Rain    and   misty   all    day. 

46    Clear  —  Clear W. ' Blue  birds  and    woodpeck- 

ere  in  town. 

35  62*  Rain --Cloudy   E.,  S 0.48 Clear  3:30  to  8  p.   M.;   rain 

8:30  to  10  P.  M. 

Clear--  W. Cleared  2  p.  M. 

"     -N.  E.,  E 

"     _-  NE.,SW,NW Cloudy  part  of  evening. 

"     --S.  W 

"     -_  N.  E.,S.  E Cloudy  evening. 

S.  W Clear    part    of     afternoon; 

rainy  after  6  p.  M. 

N.  E 0.10 Misty  and  rainy  evening. 

N  E.,SW,NW  1.38 Rain  till  2:30  p.  M. ;    clear- 

S.  W ed  6  p.  M. 

S.  W.,  N. Cloudy  evening. 

N.  E —  — - 

N.  E 0.98 Rain  8  A.  M.  to  8  p.    M. ; 

clear  part  of  evening. 

36  42    Clear- Clear   -N.  W.,  S.  W Cloudy  evening. 

33*    34*  Cloudy   Cloudy  ;N.   E 0.06    —  Snow  9  to  10  p.  m. 

4.53 


Cloudy 
Clear  _. 


43     45 

30  I  37 

30     421 

36     443 

29     45*!     '.     _ 

39  I  56£  Cloudy   Cloudy 


40*      "     —      "     __ 
48    Rain  -      "     — 

52-'  Clear  --  Clear 

52*     "     —     "     __ 


331    42*     '•     __l     "     - 
31      42"  Rain  --Rain  — 


164        Weather  Record  for  New  Brunswick,  N.  J. 

February,   1870. 


Ther- 
mometer, 


Weather. 


Morn-     After- 
ing.     I  noon. 


Prevailing 
Wind. 


1  284  374;  Cloudy   Clear   -  N.  W 

2  25"  464       "  "     —  H.  E.,  S.  W. 

3  29  39"  Clear   -      "     —  N.  E 

4  17  294      "     --  Cloudy   N.  E 

5  22  32"  Cloudy         "        N.  E 

6  25  34         "        most  all  day.    N.  E.- 

7  244  38    Clear  .-Clear— N,E 

8  32"  32J|Snow.-fc}N.E...--. 


■c     . 

2  § 

0 

■»  - 

g  £ 

.S 

—  _ 
B  .5 

_c 

p  s 

£ 

-5  = 

c 

CO 

9  27  34   Clear --Cloudy 

10  29  364  Cloudy  most  all 

11  2H  33    Clear   -Cloudy 

12  31  434  Cloudy   Clear    - 

S  13  224  30   Clear   J     "     — 

14  23  49    Cloudy   Rainy  - 

15  39 J  45  "        Rain  — 


16  32J    414  Clear   -Clear-. 

17  29.1    49       " 


N.  W 

day.  W..N.W 


S.  W- 
S.  W- 


18    42      58    Rain 


l'.l  2fi  32    Cloudy   Clear   -  N.  W 

S  20  20  504  Clear   .  Hazy—  S.,  E.,  S 

21  15  164      "     --Clear   _  N.  W 

22  9  224      "     --!     "     —  W ■ 

23  18  34j      "    ..-      "     -8.  W.,   S.  E 

24  23  344      "     —      "     -- N.  W 

25  14  324      "     -      "     -N.  W 

26  284  40       "     ...      "     -  N.  W 

-  •.  ;u"  334  Cloudy   Rain  --  N.  E.-^ 


N.  W 

S.  E.,  S 

W.,  N.  E— . 


N.  W. 

S 


Clear  part  of  morning. 

Sun  rose  clear. 

Cloudy  evening. 

Snow  squall  part  afternoon. 


0.54  6.00  Snow    till   11  a.m.   (6   in.); 

hail  and  snow  till  8  p.  M.j 

bar.  9  A.  M.  30.10;  bar.   3 

p.m.  29.15. 
Clouded  over  3  p.  M.;  partly 

clear  part  of  evening. 
0.01 Snow  squalls  10  A.  M.  and  4 

P.M. 

.—  Clouded  over  3  P.  M. 

Rain    before    day ;     cloudy 
part  of  evening. 


Rain  3  to  11  P.  M. 

Foggy    morning;    rain  2    to 

10  p.m.,  with  snow  9  P.M.; 

cleared  11  p.  M. 


0.02 


0.26  - 
0.74  - 


0.55 


. .-  Cloudy  part  of  evening  with 
rain  7  p.  M. ;  bar.  30.29 
9    A.    M. 

.__  Steady  rain  all  A.  M.i  show- 
ers in  p.  M.  till  9  P.  M., 
with  thunder  and  light- 
ning 6:15  p.  M.;  bar.  29.30 
7  P.  M. 

...  Rainy  evening. 


28    274    36j 


.-Cloudy   N.E.,  S.  W. 


— .  First  ice  gathered  this  sea- 
son— 3  inches  thick. 

Clouded  over  5  p.  M. 

...  Rain  with  hail  2:30  to  11 
p.m.,  and  then  snow. 

Snow    before  day   and  light 

squalls  during  day. 


4.28  6.00 
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March,   1870. 


Ther- 
mometer. 


Weather. 


18 

19 

S  20 

21 

22 

23 
24 
25 
26 

S  27 

28 

29 

30 

31 


5    23* 


S    61 
7 


9 

10 

11 

12 

S  13 

14 
15 
16 
17 


Morn- 
ing. 


364  'Cloudy 

I 
32    Clear  - 
32  I       " 
29*  Cloudy 


After- 
noon. 


30 

- 

34* 

Snow  -- 

34* 

« 

34 

Clear  — 

404 

•'     _ 

37 

"     _ 

334 

Cloudy 

32 

Snow  -  - 

384 

Clear  — 

42 

"     _ 

45 

Rain  __ 

324 

Clear  — 

404  Cloudy 
434  Clear  _ 
554 


Rain  _. 
Cloudy 


44 
444. 
52 
514  Clear. 


Snow  _. 
Cloudy- 
Snow  -. 
Clear - 


Cloudy 
Snow  - . 


Cloudy 


Cloudy 
Clear _. 


Cloudy 
Rain  — 
Cloudy 
Clear  — 
Cloudy 


Prevailing 
Wind. 


■A '7. 


N.W jCleared  8:30  a.m.;   cloudy 

part  of  afternoon. 

N.  W I— -|- 

N.  W 

N.  E 0.1 


X..  - 


All  points- 
N.  E 


N.  W- 
N.W.  - 
S.  W— 
N.  E.~ 
N.  E- 
N.  E.~ 


N 

N.  E.,  E.. 
E.,  SW.,  NW. 
N.  W 


N 

N.W 

S.  W 

N.  E.,  S.  W.. 

W 


N.  W 

N.  W 

N.  W 

N.  E.,    S.  E. 


N.  E 

N.E.,  E 


0.70 


Snow  10:30  A.  M.  to  4   P.  M. 

and  again  part  of  evening. 
Light  snow  part  of  morning; 

cleared    4    p.  M.;    cloudy 

part  of  evening. 
Com.  snowing  at  noon. 
8  A.  M.  6  inches  on   ground; 

after  that  melts  as  it  falls. 
Snow  till  10  A.  M. 

Cloudy  part  of  afternoon. 

Misty  and  rainy  after  4  p.m. 
Snow  till  4  P.M.;  partly  clear 

part  of  evening. 
Cloudy  part  of  aiternoon. 
Cloudy  part  of  afternoon. 
Rain  till  10:30  A.  M. 
Partly  clear   part   of  P.  M.; 

light  snow  squalls  part  of 

afternoon. 
Cleared  9  A.  M. 


Rain    before     day;     cloudy 

part  of  afternoon. 
Cloudy    parts  of  aiternoon 

and  evening. 


Clouded  over  3  p.m.;   partly 

clear  part  of  evening. 

.  Rain  7  A.  m.   to   midnight  ; 

very  violent  wind. 
.  Partly  clear  part  of  A.  M.; 
light  rain  10  a.m.  to  6  p.m. 

Cleared  9  a.m.;  cloudy  even- 
ing. 

Clouded    over    8:30    A.  M.; 
clear  part  of  afternoon. 

Clouded  over  3  P.  M. 
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April,   1870. 


'     Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing    -3  ™ 
Wind.         §  •" 


1  41 

2  39 
S  3  40 

4  34 

5  33 


6 

36 

7 

37 

8 

411 

9 

40.1 

S  10 

40 

11 

461 

12  451 

13  43" 

14  51 

15  58 

16  42.', 
S  17)  411 

18  46" 

19  391 


20 

401 

21 

391 

22 

44 

23 

421 

S  24 

431 

25 

501 

26 

40 

27 

46 

28 

581 

29 

49 

30 

43 

45  Cloudy 

47  Eain  — 

48  Cloudy 


Cloudy 
Bain  — 
Cloudy 

Snow  -- 


E.— 

N.E. 
N.  E, 


-  1.70  . 
N.  E.,  N.  W.  0.15. 


40 

48 

« 

52 

Clear- 

Rain-N.  W.,  N.E. 


Cloudy  N.  E.,  N.  W. 


61 
62 

..  :: 

60 

"  

49 

Rain  — 

641 

Clear  — 

67 

"  __ 

73 

"  _. 

76 

"  -_ 

Clear-. 

Rain  _. 
Clear-. 

Cloudy 


N.W 

N.W.,  S.  W. 
N.  W.,  S.  W. 
E 

In.  e 


Cloudy 
Rain 


Cloudy 


49 
47 
50 

49 

56  Clear 
571  Cloudy 
59"  Clear - 
621  "  - 
701  "  - 
581  Cloudy 
661  Clear - 
721  "  - 
771      "     - 


54    Cloudy 
03 


N 

N.  W 

S.  W 

S.  W.,  S.  E. 
S.E 


0.35 


E 

E,  S.  E 


Ruin 

Clear -|N.  E.,  S.  E. 


s.  w 

day.    S.  E.~ 

N,  S 

S.E — 

S.  W 

N 

N.  W.,  S.  W. 

s.  w 

S.  w 


most  all 
Clear  — 


Hazy  .. 
Cloudy 


N.  E.,  S.  W-  0.45 
E.,  S - 


Rain  before  day;  com.  again 

6:30  P.  M. 
Rain  before  day,  with  5  to  6 

A.  jr.,  and    steady   snow 

after  2:10  p.  M. 
8  A.  M.  four  inches  snow  on 

the  ground  ;    partly  clear 

part  of  the  afternoon  and 

steady  rain  5  P.  M. 
Rain  before  day  and  part  of 

A.  M. ;    partly  clear  part 

of  afternoon. 


Rain  8  A.  M.  to  noon,  and 
3  to  9  p.  M. 

Rain  before  day. 
.  Clouded  over  5  p.  M. 
.  Partly  clear  part  of  p.  M. 

Clear  evening. 
.  Clear  part  of  afternoon. 

Rain  till  6  p.  m.  ;  cleared  9 
p.  M. 

Clear  part  of  morning;  clear- 
ed 3  p.  M. 


Pears  and  cherries  flowered. 
Cleared  2:30  P.  M. 


Clouded  over  5  p.m.;  show- 
er 5:30  to  6  p.  M.,  and 
steady  rain  after  8:15  P.M. 

Rain  before  day  and  part  of 
morning. 


5.87  ... 
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May,    1870. 


Ther- 
mometer. 

Weather. 

IS 

0 

H 

Morn-     After- 
ing.        noon. 

Prevailing 
Wind. 


TZ       . 

A 

-C 

P  a 

a 

7  0 

c 

r,  fe 

* 

tf£ 

c 
01 

S    1 

46* 

2    45 

3    45 

4 

55 

5 

54 

6 

53.1 

7 

56*. 

S    8 

54 

9 

52 

10 

51J 

11 

48*. 

12 

46 

13 

494 

14 

52* 

S  15 

57 

16 

59* 

17 

581 

18 

51 

19 

50 

20 

61* 

21 

62 

8  22 

56* 

23 

54 

24 

60 

25 

65 

26 

57 

27 

55 

28 

51 

S  29 

56* 

30 

57*! 

31 

56* 

70*  Clear  -  Clear  -  N.  W 

67  !     "     —     "     —  N.  E 

67*!     "     -Cloudy  S.  W 

i  "1  S    W 

80*  Cl'r  but  hazy  al  I  day.  >  -^    w-' 

60*  Cloudy  Imostallday.   S.  W.— 


0.01 
0.07 


72JClear-iClear—  S.  W.,  N.  E- 
58    Cloudy   Cloudy  ;N.  E.— 


66    Clear  . 
69 


Rain  -. 

Clear  _. 


N.  E.,  S.  E._ 
E 

N.  E 


0.64 
0.07  . 

0.03. 

0.45. 

0.44 


S.  W.. 
S.  W.. 


N 

-  S.  W 

S.  W 

Cloudy   Cloudy  |N.  E.,   E.— 
most  all  day.  N.  E.,  S, 

Clear— Clear— |S.  W 

Cloudy       "     —  ;S.  W 

"     -;S.  E 


Clear-      "     -  N.  E.,  S 

68*  Cloudy  most  all  day.  S.  W. 
74*|  "  most  all  day.  S.  W.. 
76"!       "        Clear  -  N.  W.,  W.  - 

71*  Clear— '     "     —  iN.  E 

59    Cloudy   Eain  .. !N.  E 


60 

60    Rain  —  Rain 
65    Cloudy  Cloudy 
68*  Clear  —  Clear  -. 


Cloudy   N.  E 

N.  E 

N.  E„  S.  E.. 
S.  E 


0.03 
0.15  . 


Light  rain  part  of  afternoon. 

Rain    before    day.      B.    D- 
Stell  died. 

Clear  part  of  morning;  light 

rain    part   of  P.   M.,   and 

showery  evening. 
Rain    before    day ;     cloudy 

part   A.  M.;   clouded  over 

6:30  P.  M. 
Light  rain  4  to  6  p.m.,  with 

thunder  storm   in  the  E.; 

misty  evening. 
Partly  clear  part  P.  M.;  rain 

3:30  to  4  p.  M. 
Rain  noon  till   1  P.M.,   and 

thunder  shower  from  the 

E.  3:15  to  5  p.  m. 
Rain  till  8  p.m:;  cleared  10 

p.  M. 

Cloudy  evening  with  light 
shower. 


Clear  part  of  morning. 
Clear  evening. 

Shower  5  A.  M. 

Cleared  9  A.M.;  thunder 
shower  6  p.m.  and  show- 
ery evening. 

Rain  3:30  to  6.20  p.  M. 

Cleared  9  A.  M. 

Cloudy  evening. 

Rain  part  of  A.  M.  and  from 
2  to  7  p.  M. 

Rain  before  day. 

Rain  nearly  all  day  at  in- 
tervals till  9  P.  M. 

Cloudy  part  of  afternoon. 
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June,    1870. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


■a 

~-= 

3  ri 

a 

rs 

a 

C8"" 

-    S 

* 

J  0 

ftCO 

CO 

68  Clear.. 

69  Cloudy 
691  Cloudv 


Cloudy 

most  all 
Cloudy 


S.  W 

day.     S.- 
E.I  


4  62 

5  63 

6  65 

7  651 


71 J 
73" 

74 
731 


-  Clear— E. 


8    671 

801 

"     -- 

9   67 

731 

"     - 

10   59 

621 

Rain  - 

11    59 

66 

-     - 

S  12   58 

74 

Cloudy 

13  63 

14  682 

15  65J 

791 
80" 
81 

Clear  — 

16  67 

17  66 


18 

651 

83        "     - 

a  19 

69 

86        "     - 

20 

691 

86        "     - 

21 

64 

74       "     - 

22 

57 

751      "     -- 

23 

63 

811      "     -- 

24 

67 

861      "     - 

25 

6<ll 

90       "     - 

8  26 

74 

88        "     - 

27 

71 

84    Cloudy 

28 

72 

91    Clear  _ 

29 

76 

851      "     - 

30 

71 

87        "     - 

Cloudy 

Clear  — 
Cloudy 
Rain  — 

_  Cloudy 

Clear  - 

most  all 
Clear  — 


Cloudy 
Clear  — 


Cloudy 
Clear  __ 


S.  E 

S.  E 

N.  E.,  S.  E. 


All  points. 
E 

E 

N.  E 


day.  S.E..S.W 

S.  W 

S.  W 


S.  W 

S.  W.,  N.  K. 


S.W — 

All  points.— 
S.  W 

N 

N.  W 

N.  W 

N.  W 

N.W. 

N.  W.,  N.  E, 
S.W.,  E.— . 

N.  W. 

N.  E.,  S.  E.  ■ 
S.W 


0.03 


0.23 


Light  rain  part  of  afternoon. 


Light  rain  before  day  and 
3  P.  M. ;  partly  clear  part 
of  afternoon. 

Clouded  over  again  5  p.  M. 

Cloudy  evening. 

Clouded  over  10  p.  M. 

Rain  before  day,  and  from 
9  to  11:30  a.m.;  clear  part 
of  afternoon. 

Cleared  9  a.  m.  ;  cloudy 
part  of  evening. 

Partly  clear  part  of  morn- 
ing; misty  evening. 

Com.  raining  7:30  A.  m.  ;  at 
1  P.  M.  2  in.  had  fallen  ; 
rest  of  day  more  moder- 

Rained  hard  till  8:30  and 
I  then  light  till  10  A.  M. ; 
I     rain  again  11  p.  M. 

Rain   before    dav;    cleared 

8:30  A.  M. 

'-  Light  sprinkle  9  A.  M. 

Cleared  9  A.  M. 

Clouded  over  7  p.  m.,  with 

shower. 

Shower  9:45  to  11  P.  M. 

Clouded  over  10  a.m.;  wind 

shifted    to     N.    E.     and 
shower     10:30    to     11:30 


0.05 


Clouded  over  4  v.  M.,  with 
showers  all  around  dur- 
ing afternoon  and  even- 
ing; rain  9:50  P.  M.  to 
midnight. 

Cloudy  evening. 
Shower    5:20     P.    M.,    and 
cloudy  part  of  evening. 
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July,    1870. 


Ther- 
mometer. 

Weatlier. 

0 

60 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


~ 

%  JZ 

J3 

■?,  % 

S 

"O    - 
B.S 

G 

q  Ss 

O 

Mo5 

C 

1    76  J    831  Clear  -Cloudy   S.  W.,  N.  E..I  0.18,. 


2 
S    3 


9 

S  10 

11 

12 
13 
14 
15 
16 


S  17 


18 
19' 

20; 

21 

22l 
23 

:S  24i 

25 
26 
27! 
28 


29 

30 
8  31 


78 


70J  Cloudy 
64    Rain  — 


N.  E.,  S.  E. 
N.  E 


72$  Cloudy   Clear- S.E.. 


Rain  - 

Clear 


Cloudy 
Clear    . 


81J 

87»>  Cloudy 
88i  Clear  . 
90J-;  "  _. 
89"  "  _. 
86  I  "  .. 
79.i  Cloudy 


Clear 


most  all 
Clear  _  - 


S.  W 

day.  S.  W- 
day.  S.  W— 
S.  W 


0.14 
1.1 


Cloudy 
Clear  . . 


N.  W., 

s.  w.. 

S.  W.- 


S.  W. 


S.  W.,  N.  W. 
N.  W.,  S.  W. 

S.  W 

N.W..W 

All  points — 


S.  W 


Cloudy 
Clear  __ 


Cloudy 
Clear  - - 


N.  W.,  S.  W. 
N.  E.,  S.  E. 
S.  E 

N.  W 

E 

S.  W 

S.  W 

N.  W 

N.  W.~. 
N.  W.,  S.  E. 
E 


S.  W 

N.  W 

N.  W.,  S.  W. 


0.33 


0.38 
0.62 


--  Clouded  over  10  A.  M.  and 
wind  to  N.  E.;  light  rain 
10:30  to  11:30  A.  M.  and 
1:30  to  2:30  p.  m. 

Partly  clear  part  of  P.  M. 

Rain  till  8  a.m.  and  from  11 
to  noon. 

Cleared  8  A.  M.  Chimes  in 
Catholic  church  (Somer- 
set street)  rung. 

Clear  part  of  morning. 

Shower  noon  to  3  p.m. 
Rain  till  9:30  A.  M.;  cleared 
10  A.  M. 


Clear  morning. 

Cloudy  evening,  with  sprin- 
kle 11:30  p.m. 

Cloudy  evening,  with  rain 
5:40  to  8  P.  m'. 

Cloudy  evening. 

Cloudy   part  of  p.   M.    and 

evening,  with  shower  4:15 

to  4:30  P.  M. 
Cloudy   part  of  P.   M.   and 

evening,     with     sprinkle 

5:15  &  showers  9:30  p.  M. 
Cloudy  evening. 


Rain  till  6:30  a.  m.;  cleared 
7:30  A.  m. 

Cleared  9:30  a.m. 
Cloudy  evening. 


Cloudy  evening. 

Rain  before  day;  clear  part 

of  P.  M.;  shower  after  9:50 

p.  M. 
Shower  before  day;   cloudy 

part  of  morning. 


4.66 


.  1  days  sn°  and  atovj  anJ  12  days  80°  and  above. 
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August,   1870. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


£§ 


tf  .-£ 


1  651- 

2  68" 

3  70 


4  72 

5  65.1 

6  69  J 

7  70 

8  70 

9  74 


83.1  Clear-Clear-  S.  W 

861,     "     —     "     —  S.  W.,  N.  W. 
82        "     --Cloudy   All  points.— 


83.1  Cloudy         "        All  points.— 

84"  Clear-  Clear-  N.  W 

88        "     -_      "     —  All  points.— 

88*      -    -      "    -S.W 

S7.iCloudv        "     -S.,S.  W 

89"       "  "        "     ._  S.  W 


10    731    81    Rain  -  Cloudy  IS.  W.,  S.  E. 


S  14 
15 
16 
17 
18 
19 
20 

S  21 
22 


73  !  80J  Cloudy 


701' 
71J 


61 
59* 

61 
64 
66 

lis.1, 

711 
64 
601 

23  (111 

24  68" 


25 
26 

27 
S  28 

29 


85 

81 J  Clear. 


70.1  Rain  — 

75    Clear  — 

78 

79 

83 

851 

85.', 

77 

77 

75J 

76" 


Cloudy 


70 
67 
57 
551 


most  all  day.     8.  W. 

Clear  -S.W 

I  All  points.- 


-JN.  E 

-|NW,NE,SE 

__ 'S 

-Is.  w. 

-Is.  w 

-IS.  w 

-|8.  W.,  N 

-N.  E 

-_N. 

Cloudy  IN.  E 

"       E 


Clear . 


0.28; Cl'ded  over  2:15  with  show- 
er 2:20  to  2:35  p.m.  and 
light   shower  5  to  8  P.  M. 

0.02! Partly  clear  part  of  A.   M. ; 

light  rain  7  P.  M.;  cleared 
9  P.  M. 


1.80 

3.15 

0.01 
0.79 


Clear -S.W 

'•   -In.-. 

"     --N.  E.,S.  E.. 
Cloudy  S.  W 


Cloudy   Clear-- S.  W. 


Clear-. 


N.  W 

All  points. - 


Foggy  a.m.;  cleared  9  A.  M. 

Cleared  9  A.M.;  com.  raining 
11:45  P.M. 

Rain  till  8:30  A.M.;  shower 
4:30  to  5  p.m.;  thunder 
showers   all   ev'g  after  8. 

Heavy  shower  hefore  day; 
light  7:30  a.m.  and  heavy 
again  5:45  to  11  P.  M. 

Cleared  8  a.m.;  cloudy  part 
ev'g  with  light  rain  7  P.M. 

Cloudy  part  of  A.  M.,  with 
showers  8  to  10  a.m.; 
cloudy  evening  with  show- 
er 6:40  to  9:40  p.  m. 

Rain  till  11  A.M.;cl'red  2pm. 


Northern  lights  at  9  P.  M. 


6.70  — 


Hazy  morning. 
Hazy  evening. 


clear 


Rain   7:30  to   9  a.m.; 

part  of  evening. 
Cleared  9  a.m.;  clouded  over 
10p.m.,  with  sh'er  llj  p.m. 

Clouded  over  8  A.  M.:  clear- 
ed 9:30  p.  M. 

Cleared  9  A.  M.;  light  rain 
3:40  p.  m.  from  one  little 
cloud. 

< leared  8  A.  M. 


June  1  to  Augunt  81  was  so0  and  above  on  58  daye. 
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September,  1870. 


Ther- 
mometer, 


Wind. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-o 

-a 

Si 

q 

T3'~ 

s  ° 

a 

C    £ 

"2   ° 

0 
c 

CO 

—  - 

1  59 

2  62 

3  66 


5  603 

6  55 
71  55 
8,  61 
9  633 

10  57" 

S  11  53 

12  49 

13  49 

14  52.? 

15  54 


16 


63 


19,  56 
20  50.! 
21!  53 
22  48i 
23,  53 
24    61.1 


S  25 
26 
27 
28 


65 
64 
60 

59 
29 '  64 
30    64J 


803  Clear . 

80  I     "     . 

79,;      "     . 


1'\ 


-  Clear  -  S.  W.,  S.  E. 

'-  Cloudy"  8.  W~~S.~E.I-!  0.22 


73 

75 

76 

743 

70J  Cloudy 

75 


Clear - 


Rain  _- 


763  Cloudy 


703  Clear - 

723 

70 

71 

75 

80 


75 

74 

753 

72    Cloudy 

72 


Clear- S.   W. 


"    -N.  W 

"     -N.  W 

"     -S.  W 

Cloudy   N.E.,  S.E.- 
Clear-S.E 

"     -S.  W.,S.  E.- 


IN.  -„ 

~N.   E.,  N.  W. 
All  points — 

—  All  points — 

—  S.  W 

—  ,S.  W.,S.  E.- 


Eain  -.  N.  E 


-IN.  E 

'_Jn.  e 

-IN.  E.,  8.  E. 

—  lAll  points— 

—  s.  w 

—  s.  w 


I     "    —  S.  W 

"  -In.  e.,  s.  e. 
"   -S.  w 

"     -N.  E,  S.  E. 

most  allS.  E 

Eain  -  N.  E.,  S.  E. 


Partly  clear  part  of  even- 
ing ;  rain  10  P.  M.  to  mid- 
night. 

Cloudy  part  of  morning, 
with  light  sprinkle  about 
noon. 


Cloudy  part  of  evening. 

Cleared  3  p. m. 
Clear   9   A.     M.    to    noon ; 
cloudy  noon  to  3  P.  M. 


Cloudy  evening  ;  com.  rain- 
ing about  midnight. 

Heavy  shower  from  S.  E.  to 
6  a.  m.;  light  rain  till 
8  A.  m.,  steady  rain  all 
day  after  noon. 

Rain  before  day ;  partly 
clear  10  A.  M.  till  noon  ; 
cloudy  part  of  afternoon. 


Foggy  morning. 

Verv     brilliant     Northern 
lights  10  to  10:30  p.  M. 

Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 


Light  rain  at  intervals  7  tc- 
9:45  A.  M.,  and  then 
steady  storm  till  4  p.   m. 

I     and  misty  rest  of  day. 
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October,   1870. 


The,r"           Weather, 
mometer. 

3  c 

-= 

a 

a 

0 
c 

CO 

a 

0 

-c    .   Morn-      After- 
■~         ing.        noon. 

K                   j 

Prevailing 
Wind. 

la 
a  & 

REMARKS. 

1    66 
S    2    62 

3  60-! 

4  61 

75* 

67£ 

65 
71 

Clear - 

Cloudy 

Rain 

Clear 

Cloudy 
Clear 

W 

N.  E.,  E 

N.  E 

S.  W—     -  - 

0.10 
0.67 



Rain    before    day  ;    cloudy 

part  of  evening. 
Clear  part   of  A.   M. ;  com. 

raining  9:15  P.  M. 
Rain  till  10  A.  M. 
Cloudy  part  of  morning. 

68  |     "     —  [Cloudy 

62    Cloudy 

59         "             " 

641  f'lfii"-       'Clear 

N.  W. 

6    58 

N.E. . 

7  50* 

8  48.1 

N.  E.     _ .     - 

Clear  part  of  morning. 

N.  E.-     -  - 

.S    9    45« 

66 

68 
70 
681 

63 

62 

70 
66 
66 

551 
711 

551 
60" 
591 
65 
67J 

57 
564 

60J 
56 

"    — j    "    — 

N.  VV.  - 

10    48 

S.  W. 

11  50 

12  63 

13  55 1 

14  49 
15,  45 

S  161  481 
17    502l 

Cloudy 
Rain  — 

Cloudy 

Clear  -  - 

Cloudy 
Clear  — 
Rain  -_ 

Cloudy 
Clear - 

Cloudy 
Clear  - 

most  all 
Clear  - 

Cloudy 
Rain  — 

Cloudy 
Clear-. 

Cloudy 
Clear  — 

day.S.  W.,  S. 
S.  W 

W 

N.  W 

S.  W.-  -       - 
S.  W 

S.  W._- 

2.75 
0.05 

— - 

Rain  10  P.  M. 

Rain  till  noon;  cleared  12:30 

p.  M. 
Rain  parts  of  A.  M.;  cleared 

11  A.M. 
Northern  lights  7:30  P.  M. 

Cloudy  part  of  afternoon. 
Partly  clear  part  of  A.  M. 

18    60 

S.  W.,N.  W. 

19    40 

20 

21 
22 

51 

47* 
43 
42 
42 
49J 

55 
361 

4K 

s.  w 

W..  S.  W.— 
S.  W.—     -  - 

1.11 

Rain  till  8  a.m.  and  then  at 
intervals  till  3  p.  M.  ; 
then  steadv  rain  till  8  p.m. 

Cleared  4:3o"p.  M. 

S  23 

S.  W._- 

24 

s.  w 

25 

26 
27 

28 

s.  w 

N.  E 

N.  E.,  S.  E.- 

N.  W 

0.02 
0.04 

— - 

Cleared    9:30  A.  M. ;   cloudy 
part  of  evening;  Northern 
lights  due  West9:l5.M.; 
blood  red. 

Rain  before  day. 

Clouded  over  8:30  a.m.;  light 
rain  part  of  afternoon  and 
at  1 0  P.  M. 

Cloudy  part  of  evening. 

29   441 

N.  W.  - 

8  30 
31 

361 
46 

59 
55 

'" 

Cloudy 
Clear  — 

N.  E.,  S.  E.- 
W — 

0.08 
0.78 

5.60 

— 

Light  rain  4  to  6  p.m.;  com. 

raining  10  p.  M. 
Rain  before  day  ;  cloudy  10 

to    11  A.    M.,    with    light 

rain. 
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November,   1870. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

T3 

"3-c 
-a'" 

c.s 

3  g 

.5 

.5 

is 
0 
c 
=0 

P 

0 

1-1 

5 

Morn- 
ing. 

After- 
noon. 

REMARKS. 

1 
2 

3 
4 

42* 
40 

53$ 

40* 
46* 
41* 

38* 
38" 
48* 

40 
35 

56 
62* 

61* 
56 

Clear  — 

Foggy  - 

Cloudy 
Clear    - 

Clear - 

N.,  S.  W._- 
S.  W 

S.W.,  N.  W. 
W 

0.12 

Cleared  10:30  A.  M. ;  cloudy 
part  of  afternoon. 

Eain  before  day  and  at  in- 
tervals from  9  A.  M.  to 
noon  ;  cleared  1:45  p.  M.. 

S 

Cloudy 
Clear-. 

Eain  — 
Clear  — 

Cloudy 

Clear  — 

Cloudy 

Eain  — 
most  all 
Clear  _ - 

W.,  N.  W.~ 

Partly  clear  part  of  morn- 
ing ;    light   sprinkle  part 
of  afternoon  :  cleared  5:00- 

P.  M. 

Hazy  morning. 

Foggy  morning  ;  clear  noon 
to  3p.m.;   rain  3:45  to  7 
P.  M. ;  cleared  8  p.  m. 

S    6 

7 
8 
9 

in 

52* 

56 
58 
67* 

45 

Clear  __ 
Cloudy 

N.  E.,  S.  E._ 

N.  W 

N.  E.,S.  W- 
S.  W.,  N.  W. 

N.  W.- 

b~2i 

11 

52  !     "     - 
56$     "    . 

N.  W.  - 

12   41 

N.  W 

S  13   41 

56 

57 

45* 

45* 

;;  :: 

N.  W - 

14   39 

N.  E 

15    38 

N.  _     .-_     _ 

16    31 

N.  W.,  W.— 

First  real  killing  frost. 

17    31 

46"      "    - 
42   Cloudy 

34*  Clear- 
43*      "     - 
49    Cloudy 

49    Eain  — 
48    Cloudv 
43*  Clear  — 

46"      "    - 

46*  Cloudy 

56*  Clear  — 
57*      "     - 

S.  W.- 

18 

19 
S  *>n 

31* 

29 
30 
36 

38 
45* 
39 
35 

39 

38* 
40" 
40* 

37$ 

s.  w 

N.  W 

S.  W.~ 

0.01 

Partly  clear  part  of  morn- 
ing; light  rain  part  of 
afternoon  ;  cleared  8  p.  M. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  evening. 

Clear  part  of  morning  and 
part  of  evening. 

Eain  till  midnight. 

Cloudy  part  of  morning. 
Clouded    over  5    p.  M.,  and 

com.  raining  9:30  p.  m. 
Light  rain  and  misty  till  8 

A.  M. ;  cleared  9  A.  M. 

Cloudy  evening;  mosquitoes 

about  again. 
Cloudy  part  of  evening;   D. 

A.  C.   Bowmonville's  wife 

died  6  p.  M. 

21 

22 

S.  W.,  N.  W. 

N.  E - 

day.    S.  W.- 
W.,  N.W.-  - 

1.15 



W 

95 

S.  W-- 

26 

W.  -    -  - 

0.42 

— - 

W 

«     - 

s.  w.~ 

29 
30 

61* 

46* 

s.  w 

N 

1.91 
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December,   1870. 


Ther- 
mometer. 


1  32 
•2  36 
3   43 

S    4   40 
5    41 
61  44} 
7    37 
S.  42 
9    37  .V 
10!  32 
S  11    29  j 
12   36 

13'  43} 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


Clear--  Clear 
52 
47 
54 

54  !  "  .. (Cloudy 
481  Cloudv  mosta'll 
45*  Clear"—  Cloudy 

C'y  m'st  all  day. 

Clear .    Clear 


14 
15 
16 

17 

41 
35 

26.1 
27 

S  18 
19 

HI1, 
26} 

20 

39} 

21 

33} 

22:  17.5 
23    20 


24  14 

S  25  13.1 

20  20 

27  21 

28,  29 


Cloudy 
Kain  -- 


Cloudy 
Rain  -. 


S.  W.~ 
S.  W.~ 
N.  W.- 
S.  W— 

dav.  W.— 10.05 
All  points.--  0.04 
S.W.,  N.W. 

N.  W 

N.  W 

N.  E 

E 


Clear--  Cloudy 
--  Clear _ . 


Clear -. 
Cloudv 


N.  W.- 
S.  W... 
N.  W.- 
N.  W.- 
N.  W.- 


S.  W.,  N.  W. 
s.  w 


Cloudy 

35  'Clear - 

26J 

25    Snow. 


29    25  ,  26 


N.  W 

N.  W 

N.  E.,  N.-. 


N.  W. 
N.  W. 


Cloudy  Cloudy 
Clear--  Clear __ 
Snow--  Snow  -. 


S.   W 

!s.  w 

,S.  W.,  N.  E.. 


1.00 


0.25 


Cloudy  Clear  __N.  E.,  N.  W. 


30  8} 

31  30" 


34    Clear-.  Cloudv 
40        "     -_  Clear  1. 


W.,  S.E 0.30 

S.W . 


Cleared  10  P.  M. 
Rain  before  day. 
Rain  8  to  10  p.  jr. 


Com.  raining  8  p.  m. 
Heavy  rain  till  4  p  M.;  light 
rain  and  misty  rest  of  day. 

Cloudy  part  of  afternoon. 
A  few  snow  Hakes  7:30  A  M. 

Snowy  evening  after  7:45  P. 
M.  to  11  P  M. — i  inch  on 
ground. 
Snow  squalls  at  noon. 
Com.  hailing  7   P  M.  and  at 
9:30  turned  to  rain. 
.  Rain  before   day;    cleared  8 

a.m.;  cloudy  evening. 
.  Ther   falling   steadily  P.  M. 
.  iCloudy  evening. 
Lightsnow  till  10  a.m.;  clear- 
ed 10:15  a.  M  ;  cloudy  even- 
ing. 

Fanners    plowed    in    every 

month  in  1870. 
Cleared  9:30  p.m. 
Cloudy  evening. 
Snow  8  AM    to  5  P.  M.  and 

part  of  evening. 
Ther.  highest  8  A.M.,  grows 

steadily  colder  afterwards; 

15°  at  9  P  M. 
Snow  5:45  to  11  p.  m. 
Cloudy    part  of  A.M.,  with 

snow  squalls  ;  cloudy  part 

of   evening — 4   in.    snow 

on  ground. 


Wil-Vl.W.)  inches. 
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January,  1871. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


7 

S      8 

9 

10 

11 
12 

13 

14 
8  15 


S  22 
23 


S  29 


29  I  38 
27 J  41. 
24  34 
tO     27 


Clear  __ 


5    23A    46o  Cloudy 


29 

Clear - 

24 
23 

Cloudy 
Clear  — 

26A 

35 
49 

Cloudy 
Clear  — 

51 

•'     _ 

48 

"     _ 

54 

Cloudy 

49 

Clear  — 

40* 

« 

37} 
35 

Cloudy 
Clear 

35* 
42} 

Cloudy 

24 

Clear 

13} 

Cloudy 

21 

" 

26 

Clear  — 

15 

Snow  _  _ 

29 

Cloudy 

27 

u 

30 

Snow  -- 

35 
38 

Cloudy 

Clear  — 
Cloudy 
Clear  - 

most  all 
Cloudy 
Clear  — 
Snow  — 

Clear 

Cloudy 
Clear  ._ 


Cloudy 

Clear - 
Cloudy 
Clear  - 

Snow  _- 
Cloudy 
Snow  -. 


Snow  -- 
Cloudy 


most  all 
Rain  — 


W I- 

S.W I- 

S.  W I- 

N.  W 1. 

day.     S.  W.-i- 

S.  W I  0.09 

N.W 

N.  E 10.10 

N. 

N,  S.W.— 

S.  w 

S.  w 

N.  E.,,  S.  E. 

N.  E 

E 


N.W. 

N.W. 

N 

N.  E.- 
S.  W. 
S.W.- 


N.  W 

N.  E 


N.  E.,  N.W 


W.,  N.. 
N.  R... 


N.  W.,  S.  W. 


N.  E 

N.  E.,  S.  W. 


-  Cloudy  part  of  afternoon. 

■  Cloudy  evening. 

■  Eain  9:45  A.  M.  to  1  P.  M  .; 

clear  part  of  evening. 

■  1  Snow  1  to  4  p.  M.,  and  part 
• ;     of  evening. 


Partly  clear  part  of  A.  M. ; 
rainy  evening  and  steady 
rain  after  9:30  p.  M. 

Rain  before  day ;  cloudy 
part  of  evening. 


Snow  before  day;  clear  9  A. 
m.  to  3  p.  M.;  rain  7  to  10 
p.  M. 

Snow  9:15  A.  M.  to  10  p.  M.; 

ther.  highest  at  noon  ;  8° 

at  3  p.  M. 
Light   snow   9   to   10  A.  M. ; 

cleared  5  p.  M. 

5°  9  A.M.,  7.5°  at  noon,  11.5° 
3  p.  M.,  15°  9  p.m.;  snowed 
violently  from  3  A.M.  to  4 
p.  M.,  and  moderately  to 
midnight. 

Cleared  10:30  A  M  ;  ther.  on 
a  steady  rise  from  lowest 
on  26th  to  highest  on  27th 

Commenced  snowing  3  p  M. 

Snow  till  8  A  M.  and  lightly 
at  intervals  rest  of  a  m.  ; 
clear  part  of  afternoon. 

Rain  2  to  9  P.  M. 
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February,    1871. 


Ther- 
mometer. 


2  23 

3  24 

4  334 

5  2 

3* 
12 
26 

9   34 


Weather. 


Morn- 
ing. 


After- 
noon. 


■c    . 

■2  gj 

V  ~G 

Prevailing 

§  c 

e 

Wind. 

=  .s 

#c 

& 

tfcc 

c 

CO 

42  Cloudy 

40 

37  Clear  — 

39  i     "     - 

10  "     - 


Cloudy  S.  W.. 


"       S.  W 

Clear  -  S.  W 

~.S.  W.,  N.  W. 
-  N. 


10  29 

11  18 
S  12  25 

13  23 

14  22 

15  15.'. 
16!  21 


17 

18 

S  19 


26* 


26* 


27J 


Snow  -- 

Cloudy 

Clear  — 

Snow  — 
Clear - 
Snow  — 

Clear  — 

Cloudy 
Clear    - 

Rain  — 

Clear   . 


Snow . 
Clear . 


Cloudy 


Clear  — 
Cloudy 

Snow  _- 

Cloudy 
Clear-. 
Cloudy 

Clear   - 

Cloudy 

Clear  — 


N. 

N.  E 

N.  E 

S.  W 


w 

s.  w.~ 

N.  E.~ 
N.  W.- 
N.  E.~ 


N.  W.,  S.  W. 
S.  W.,  N.  W. 
S.  W 


22  13 

23  17  36"  ""'  -  Cloudy 

24  34  m  Cloudy 

25  41  54    Clear   - 

S  26  38J  41   JRain  --Rain 


S.  W 

S.  W 

S.  W 

N.  E 

N.  E 

All   points.- 

S.  W.,  N.  E. 
S.  W 

N.  E 


1.05 


0.18 
.   0.02 


27    36J    45    Cloudy  Clear ..  S.  W.,  N.  W, 


28    284    374  Clear 


N.  W.,  S.  W. 


6.00 
8.00 


Rain  2:30  to  4  p.  M. ;  clear- 
ed 6  p.  M. 

Cleared  8  p.  M. 

Cloudy  part  of  morning. 

Cloudy  part  of  evening. 

Ther.  lowest  9  a.  m.  ;  very 
high  wind  all  day.  A. 
K.  Cogswell  died. 

Cloudy  evening. 

Snow  till  10  a.m.  and  misty 
afterward. 

Foggy  morning;  cleared  6 
p.  M. 

Clouded  over  about  4  p.  M. 

Snow  till  noon. 

Clouded  over  4  p.  M. 

Snow  7  A.  M.  to  4:30  P.  M.; 
clear  part  of  evening. 

Clouded  over  3  p.  M. 

Cleared  10  A.  m. 

Snow  8:30  to  9:30  P.  M.,  but 
melts  as  it  falls. 

Rain  12:30  A.  M.  to  1  P.  M.; 
cleared  4  p.  M. 

Clouded  over  9  A.  M.;  clear- 
ed 9  P.  M. 

Cloudy  part  A.  M. ;  clouded 
over  7  p.  m.  and  rain  8:30 

P.  M. 

Rain  before  day  and  snow  7 
to  11  a.m.;  cleared  3  P.M. 

Misty  and  light  rain  after 

8  P.  M. 
Partly  clear  part  of  A.  M. 
Foggy  morning  and   partly 

clear  part  of  evening. 
Steady  rain  7:45  A'.  M.  to  2 

p.m.,  and  at  intervals  rest 

of  day  and  evening. 
Rain  before  day  ;    cleared  9 

A.M.,     but    heavy    mist; 

cloudy  parts  of  day  and 

evening. 
Captain  Isaac  Fisher  died. 
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March,    1871. 


Ther- 
mometer. 

Weather. 

1 
0 

J3 

33 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


^  s 

■a  „ 
c.S 

Phco 


11 

S  12 

13 
14 
15 
16 


18 
S  19 

20 

21 

22 
23 
24 
25 

S  26 

27 

28 
29 
30 


34 

35$ 
52 

57 
59  i 
64" 

39 

43 

33 

37$ 
36 
34* 

50 

47$ 
49$ 
47 

44 
51$ 

68 
60 

43 

58 

50 

59 

37i 
36" 
40$ 
41 

51$ 
48" 
44 
43$ 

40 

54 

44 
40 

50 
62 

41 

47 

40 

48 

39 

41 

34J 

34" 

34 

53* 
51 

473 
48" 
47 

36 

46 

34 
31 
39 

40 

48 
45 

40$ 

54 

Clear  _ .  Clear  _ - 

Cloudy   Cloudy 

"        Rain  _. 

Clear--  Clear  — 

Rain  __      "     — 

Clear-.      "     _- 

"     -_  Cloudy 


Cloudy 
Rain  _. 


Clear .. 

Rain  -. 

Clear  - . 

Rain  — 
Cloudy 


Rain  _. 
Clear-. 


Rain  — 
Clear - 

Cloudy 
Rain  __ 
Clear - 
Rain  — 

Clear .. 


Clear _ 
Cloudy 


Rain  _. 
Clear  - 
Cloudy 


Clear  _. 
Cloudy 


Clear  - . 
Cloudy 
Clear-- 

Cloudy 


Clear  - . 
Misty.. 
Clear -. 


S.  W. 
E 


S.  W 

N.  E 

isr.  w.,  s.  w 

S.  W.,  N.  W 
All  points.  -- 
E 


N.  E..  S.  W. 
S.  W 


N.  W 

ST.  W 

E 

E 


N.  E„ 


N.E.,  S.~ 
All  points. 


N.  W.  — 


N.  W.,  W... 
N.  E 

N.  W 

N.  W 

S.E 


N.  E..  N.  W. 

N.  W 

N.,  S.  W 

S.  W.,E 

N.  E 


Rain  part  of  morning. 

Rain  9:30  a.m.  to  1  p.m.  and 

from  6  to  6:30  p.  M. 
Clear  part  of  A.  M.;  rain  part 

of  P.  M.  and  evening  with 

snow;  cleared  10  P.  M. 
Rain  till   10  A.  M.;   cloudy 

part  of  afternoon. 
Clouded  over  10  a.m.;  misty 

afternoon  4:30  P.  M 
Misty  &  light  rain  till  10  am. 
Rain  at  intervals  till  9  A.M.;. 

cleared    11    a.m.;    cloudy 

party  of  evening. 
Clear  part  of  afternoon;  light 

rain  6:15  P.  M. 
Shower  at  intervals  all  day 

till  5  P.M  ;  cleared  10  P.M. 
Cloudy  part  of  evening. 
Cl'y  ev'ng  with  rain  10  p.m. 
Rain  till  10  A.  M. 
Misty   all    day   with    light 

rain  at  times. 
Light  rain  3:45  p.  M.;  rainy 

night  after  6:15. 
Rain  till  noon;  cleared  about 

9  P.  M. 

Clouded  over  3  p.  M.  and 
com.  raining  7  P.  M. 

Rained  hard  till  6  A.M.;  then 
light  till  11  A.  m.;  cleared 
6  p.  M. 

Clear  part  of  evening. 


Clear  part  of  A.M  ;  rain  4:30 

P.M.  &  with  sn'w  aft'r  5  PM. 

Rain  till  8  a.m.  &  misty  rest 

of  A.  M.;  clear  part  of  P.  M. 

;Cloudy  part  of  morning. 
Rained  at  intervals  7  a.m.  to 
I     2  P.  M. 
Cloudy  party  of  evening. 
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April,    1871. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


'TD      . 

13 -g 

-a 

3  a 

"°  s 

Wind. 

rt  ,FH 

O   * 

S 

Wco 

c 

S    2 


5 

u 

15 

S  16! 

17 
18 
19 

20 

21 

22 
S  23 
24 
25 
26 
27 

28 

29 

S30 


41 


343 


53* 

53  ; 

43.', 
4l"t 
44 
52  I 
50 

44J 

49 

48 


46* 


Cloudy  Bain  - 
"     __  blear. 


Clear . 


Cloudy 


most  all 
Clear  — 


Cloudy 
Clear  _. 


Cloudy 


day.     S.  E.. 

N.  W 

N.  W 

S.  W 

S.  W 

s.  w _ 


O.'.m 


N.  W 

S.W.,  N.W. 


N,  S.  E— 
All  points- 


Clear  _. 
Cloudy 


01.! 
68 

«    "" 

67 

"    _ 

53 

Cloudy 

51 

"     - 

62 

« 

67j 

Clear- 

Clear.. 

Cloudy 
Clear  _ . 


Rain  .. 
Cloudy 


most  all 
Clear 


s.  w 

N.  W.,  S.  W. 
N.  E 


N.  W 

N.  W.—. 
N.  W.,  S.  W. 
E 


N.  E.,8.  W 
8.  E.,  N.  W.. 


N.  W 

N.  W 

N.  W 

S.  W 

All  points. 
S.  E 


N.  E.. 


day.     S.  W.- 
N.  W 


Light  rain  part  of  morning ; 
steady  rain  after  noon  and 
after  8, with  snow  and  hail. 

Snow  and  rain  before  day  ; 
ground  covered  with  snow; 
cleared  3  p.  M. 

Rain  9  P.  M. 
-  Rain  till  6:30  A.  M. ;  clear- 
ed 10  A.  M. 


3.22 


Cloudy  part  of  morning. 

Foggy  morning ;  warmest 
day  in  April  since  1847 
except  April  23,  '61—83°. 

Hazy  part  of  morning  and 
afternoon.  Northernlights. 

Clouded  8  A.  M.,  but  clear 
part  of  afternoon  ;  light- 
ning in  N.  W.  in  evening. 

Cherries  flowered. 

Cloudy  10  A.  M.  to  4  p.  M., 
with  sprinkle  3:30  p.  M. 
Northern  lights. 

Cloudy  part  of  morning 
with  sprinkle  9:30  a.  m. 

Pears  flowered. 

Partly  cloudy  part  of  P.  M. 
Northern  lights. 

Light  rain  between  4  and  5 
p.  M. 

Rain  part  of  A.  M.,  cleared 
5  p.  M. 

Cloudy  part  of  afternoon 
with  rain  5  P.  M. 

Clear  5  p.  M. 


Cloudy   parts   of  afternoon 

and  evening. 
Light  rain  part  of  morning; 

steady  rain  after  1  P.  M. 
Rain  before  day  and  part  of 

afternoon. 
Rain  1:30  P.  M. 
Cloudy  part  of  evening. 


27th  Col.  Joseph  Warren  Scott  dloa\ 
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Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


1    50     63    Clear  — 


2  48 
3:  54 
4l  49 

5  47 

6  48i 

7  48' 


10 
11 
12 
13 
S  14 
15 
16 


17 


61 


18  475 

19  47 

20  523 
S  211  56" 

22  56J 

23  60 
24!  50 
25 !  52 
26,  68 
27    66 

S  281  62 

29  61 

30  68 


31 


74 


67  "  -. 
60J  Cloudy 
52    Rain  -. 

52  I  "  .. 
54  !  Cloudy 
59    Clear  — 


Cloudy 


Clear  — 


Rain  - 
Clear - 


Clear . 


Cloudy 
Rain  _- 

Cloudy 
Rain  -- 

Clear . - 


Cloudy 


Clear  - 

Hazy . 
Clear - 


All  points- 

N.  E..  S.  E. 
S.  E.,'  K.  E._ 
N.  E.l— 


N.  E 

N.  E.,  S.. 
N.  W 


N.  W. 
N.  W. 


C'y  m'st  all  day. 
Clear_-  Clear.. 


ft.W 

N.  E.,  S.  W- 

S.  W 

N.  W 

N.  W 

N.  W.,  S.  W. 
N.  E ,  S.  E. 


S.  W.,  N.— 

N.  E.,  S.  W. 
N.  W.,  S.  W. 
S.  W 

S.  W.,  S.  E._ 
S.E.,  S.W.,  N. 
N.  W 

N.  W.,  S.  W. 

S.  W 

s.  w..  w 


Cloudy  part  of  morning  and 
part  of  afternoon. 

Cloudy  evening. 

Rain  7:30  p.  M. 

Rain  all  day  except  from  1 
to  3  p.  M. 

Rain  till  1  p.  M. 

Rain  3:30  P.  M. 

Rain  before  day  ;  cleared  6 
A.M.;  light  rain  (0.01)  7 
p.  M. 

Northern  lights. 

Frost ;  clouded  over  at  sun- 
rise; partly  clear  part  of 
evening. 


Frost. 

Clouded  over  8  p.  m.  and 
showery  after  9  P.M.  with 
lightning. 

Rain  till  9:30  A.M.;  cleared 
1:30  p.  m. 


. Cloudy  part  of  afternoon. 

N.  W.,  E 1 Cloudy  evening. 

75        "     —      " S.  E. Cloudy  part  of  morning. 

!  " S.  W Foggy  morning. 

S.  W I Warmest  dav  in  May  since 

May  28,  1851. 

JC'ym'stallday-iS.  W.,   N.  E.  0.20 Shower   from  N.    E.  2:15  p. 

1     M.  and  rain  3:40  to  5  p.m. 


3.50- 
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June,    1871. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


£  g 


«oo 


REMARKS. 


1  65 

2  59 

3  674 


5  66 

6  63 

7  66^ 

8  71 

9  64 
10  55 

S  11  64 


13'  57 
14   58 


S  18 


58 


85* 


Cloudy 
Clear- 


Clear-  ,8.  E 

-S.  W 

-S.W,  N.  W. 

.  Cloudy  N.  W.,  N.— 


83       "     -Jciear— N.E 

82JC,ym'7t'allday-S.'w.',  N.W.  0.82 


Cloudv  Clear  -  S.  W „._-___ 

Clear!-      "     -  N.  E |—  - 

-S.  W — - 

Cloudy   Cloudy   S.  W 0.54 


19  61 

20  64 

21  60i 

22  57 

23  62 


Rain  — 
Clear  — 

Cloudy 

Clear - 

Rain  -_ 


74  Cloudy 
82A  Clear - 
73.1  "  - 
68  J,  "  - 
78 


24    61 J    66    Show'rs 


S  25    5!)      72.1  Clear. 


26    58 

76 

27    62 

79 

28    65 

79 

C'y  m'sl  all  day 
29    65     73J  Cloudy  Clear 


n,  N.E.,N.W.\ 

Clear—       g'w       J 

..S.  W.~ ' 

-  N.  W.,  S.  W. 

-  N.,  S.  E 

-N.W 

Cloudy  N.  E.,  S.  E- 

"       8.  E.,  N.  W. 


Clear -N.,  S.  W.  - 
'     -IS.  W.,N.  W. 
-N 

-IN.  E.,  S.  E- 
N.  W.,  S.  W. 
Cloudy   N.E 


Clear  -  N.  E.,  S.  E.- 

"     -S.  W — 

8.  W.,  S.  E.- 
S.  W.,  S.  E.. 


30   55 


70    Clear- 


ly W. 

-N.  W. 


0.05 


Cleared  3  p.  M. 

Cloudy   part  of  A.  M.,  and 

part  of  evening. 
Cloudy   part  of  A.  M.,  and 

part  of  evening. 
Clear    part    of    afternoon ; 

showery   6:50  to   9  p.m.; 

cleared  10  P.  M. 

Showers  5:30  to  7  p.  M.,  and 
steady  rain   8  to  11  p.  M. 
Clear  4  p.  M. 


Northern  lights  10  A.M.; 
showers  11:20  A.M  to  4:30 
p.  M.;  cleared  8  p.  m. 

Kain  5  to  11  A.  M. ;  cleared 
2  P.  M.;  shower  4  p.  M. 

Clear  part  a.m.  and  cloudy 

part  p.m.;  rain  5  to  8:30  A. 

M.  and  4  to  4:20  P.  M. 
Clouded    over  3    P.  M.    and 

rain  9:30  to  11  p.  M. 
Kain   toll  A.  M.;  clear  part 

P.M.;  rain  4  to  6:20  p   M.; 

clear  part  of  evening. 
Clear  part  of  morning. 
Clouded   over   6   P.M.;  rain 

6:30  to  10:30  p.  M. 
Cloudy  8:30  A.M.  to  3  p.  M. 
Cloudy  evening. 
Shower  till  I  P.M.  and  again 

8  to  10  P.  M.,  with   thun- 
der and  lightning. 
Rain  12  to  1   A.  M. ;  cloudy 

part  of  morning. 
Cloudy  part  of  morning. 
Amos  Robin!)  died. 
Light  rain  9:30  to  11   A.  M., 

and  4:30  to  5  P.  M. 
Cleared  10  A.  M. 
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Tl 

er- 

Weather. 

-0    .     (B- 

momete 

*a3^3  j  ^ 

Sc     .5 

Prevailing. 

a  c 

a 

REMARKS. 

- 

S 

% 

Morn-     A  fter- 

Wind. 

S  & 

£ 

£ 

1JP 

03 

0 

ing.     j  noon. 

'?  i 

P 

t-1 

s 

tfcB 

OS 

1 

55 

68 

Cloudy   Cloudy 

S.  E.-- 

0.05 

.... 

Clouded  over  7  A.  M.;  rain 
8:45  to  9:30  A.  M. 

S    2 

63 

111 

"        Clear - 

s.  w. 





3 

69 

73=5 

"        most  all 

day.     S.  E— 

2.50 

— - 

Shower  to  7  A.M.  and  noon  to 
1.15  p.  M.— 2.22  in  1  hour. 

4 

66 

76         "        most  all 

day.     S.  E.  - 

s.  w 

68.1 

80|5  Clear -.'Clear-- 

6 

68' 

84    Cloudy   most  all 

day.     S.  W.- 

0.10 



Shower  5:15   to  6:30  p.  M.; 

com.  again  10:45  p.  M. 

7 

71 

84 

Clear  — Clear  — 

S.  W.,  N.  W. 

0.06 



Rain  before  day. 

8 

64J 
67 

81 

N.  W. 

S    9 

842 

"   \\\   "   " 

S.  W 





Cloudy  part  of  A.  M.;  cloudy 

evening  with  rain  9:50  to 

lip.  M. 

10 

71 

84* 

"     __      "     _- 

N.  W 

0.14;.— 

Rain  before  day. 

11 

71 

83  J  i     "     -Cloudy 

All  points 

0.18-— 

Shower  2:15  P.M.  and  steady 

rain  after  7:30  P.  M. 

12 

72 

83 

Cloudy   Clear  _- 

S.  W. 

0.76L 

Rain  before  day. 

13 

70 

82 

Clear  __!     "     - 

N.  E.-- 

14 

71 

79 

Cloudy 

" 

E 

0.02- 

Rain  12:45p.m.;  cl'red  3  p.m. 

15 

69 

84* 

" 

"     " 

S.  W.,  N.  E.  _ 

— -—- 

Cleared  8  A.  M.;  cloudy  part 
of  afternoon. 

S  16 

69 

83* 

Cy  m'st 

all  day. 

All  points.  -- 

1.14 

Heavy  rain  with  hail  5:30  to 
7  p.  m.  (1.14)  and  com. 
again  10:15  P.  M. 

17 

67 

76 

Clear - 

Clear- 

S. W.,N.  W. 

0.381 

Rain  before  day. 

18 

60 

77 

" 

's 

N.W.,  S.  W. 

19 

66 

69 

Cloudy 

Cloudy 

S.  E.,  N.  E. . 

0.17  — - 

Rain  10  A   M.  to  3  p.  M 

20 

60 

73 

" 

Clear  - 

N.  W 

0.12— - 

Rain  before  dav  ;  cleared 
8:30  A.  M. 

21 

61* 

72 

Clear - 

Cloudy 

N.  W.,  S.  W. 

0.22  — - 

Clear  part  of  p.  M.;  rain  6:45 

to  7:15  p.  M  and  10  P.  M. 

to  midnight. 

22 

58 

72 

"     __ 

Clear  — 

N.  W 





Cloudy  part  of  afternoon. 

S  23 

55 

72 

"     __ 

"     

N.  W.,S 





24 

57 

73* 

Cloudy 

most  all 

day.     N.  E._ 



25 

62 

66* 

Rain 

N.E 

— --- 

Com.  raining  2  p.  m.;  north- 
east storm. 

26 

60 

72         " 

Cloudy   E. 

0.78 

Rain  before  dav;  cl'red  5  p.m. 

27 

62 

78 

most  all 

dav.     S.  W- 

0.17 Rain  10  p.  M.  to   midnight. 

28 

65 

78  i      " 

most  all 

day.     S.  W- 





29 

66 

73         « 

Cloudy 

N.  E._. 

0.07 

Rain  before  day. 

S  30 

68 

77 

most  alljday.     S.  E._- 

2.04 Rain    3:45   to  7    P.M.;    .90 

falling  from  5  to  6  p.  M. 

31    65 

76    C'y  m'st  all  day.  All  points.  — 

0.01 Rain  about  5  A.  u. 

8.91 



The  remarkable  showers  on  .'JrJ  aul  :J0th  were  entirely  local. 
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August,     1871. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


a  a      a 

la  fel    S 

"30  a 
l«  °  a 
woo    co 


10 
11 
12 

S  13 
14 
15 


17 

18 

19 

S  20 


63J 

62" 

66J 

73"! 

75  I 

66} 

65} 

73" 

71 

62 

63  ! 

71} 

69 
69 

72 

71 

71} 
65 
64 
55} 


76    Clear-.  Clear 


21    58 


26 

S  27 

28 

29 

30 
31 


71 


E.,  S 

"    -S.  w 

"   -J   "  .Jaw 

Cloudy   most  all'day.     S.  W.  - 

"        Clear -W 

Clear-      "     —  N.  "W.,  S.  W. 

"    -     "        's.  w 

Cloudy   most  all  day.     S.  W.  - 

Clear  —  Clear  —  N.  W 

All  points. 

-SW. 

-|S.  W 


C'y  m'st 
Clear  — 
Cloudy 


C'y  m'st 
Clear  — 


0.15 
0.01  . 


all  day. IN.  E.,  S.  E.  - 
most  all  dav.  E.,  S.  E. 
Clear— S.'W, 

most  all 


all  day, 
Clear  _. 


Cloudy   most  all 

Clear   -  Clear 

Cloudy  Cloudy 
--  most  all 
—  Rain  — 


Rain  —  Cloudy 


day.     S.  W. 


N.  W.,  S.  W. 

E.,  S.  E 

N 

N.  E.,  S.  E.  - 
day.      E.  -- 

E 

E 

.     S.  W.- 
All  points 


Cloudy 


most  all 


Clear--  Cloudy 

Cloudy    Clear... 

"        most  all 
Clear  —  Clear  — 


day.     S.  W.- 

N.,  S.  E 

S.E.,  S 


day.    S.  W. 
N.  W 


2.02 


3.50 


9.25 


Shower  11  to  11:30  P.  M. 
Light  rain  10  to  10:30  A.  M. 

Cloudy  evening. 
Shower  till  9  A.  M. 


Cloudy  evening  with  shower 
5  p.  M, 


Cloudy   parts    of    morning 

and  afternoon. 
Heavy  rain  before  day(l. 18); 

thunder  shower  9  to  11  p. 

M.  (0  84.) 


Cloudy  part  of  morning. 

Misty  parts  of  day. 

Rain  before  day. 

Rain    before     day     (1.20)  ; 

clear  part    of    morning ; 

rain  10:30  A.  M.  to   12:15 

p.  M.  *(0.80)  ;  3  to  5  P.  M. 

(0.10);  6  p.m.  to  8  A.  M. 

of  26th  (2.60.) 
Rain    till   8   a.m.    (2.60) ; 

clear   part    of    afternoon 

and  evening. 
Light  rain  6  to  8  p.  M.,  and 

heavy  shower  after  10:30 

p.  M. 
Rain  before  day ;  clear  part 

of  afternoon. 
Rain    before    day ;     cloudy 

part  of  afternoon. 
Light  rain  6   to  6:30   P.    M., 

and   sprinkle  afterwards. 


•11.70  fell  Mi  HI  mi. mils,  viz:   11:115  In  11:45  A. 
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September,  1871. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  1 


1 

2 

S    31 
4: 

5 
6 
7 
8' 

9 
S  101 
11' 
12! 
13 

14 
15 
16 
S  17 
18 
19 


71    Clear. 

73  j  "  . 

75  "  . 

74£|  "  . 

75"  "  . 

78  i  "  - 

72*  "  . 

66J  "  . 


20 

.  21 
22 
23 

S  24; 

25 
26 1 


69    Cy  m'st  all  day 
Gbl  Rain  _-  Cloudy 


Clear  -  N 

"    —N.  W 

"   — n.  w.,  s. l:.— 

"        IE 

"     -'-  n'.w","e"s.w".  -II- 

"    -S.  W - — 

"   "  n.' e~~s."e~LI~ 

"    -  N..  E — - 

"    _.N.  E |— - 

"    -.N.  E.,  S.  E.- 

S.  E.,    S 

S.  W.,  N.  W 


Hazy. 
Rain  . 


64    Hazy 

62   Rain 

671  C'y  m'st  all  day. 

70    C'y  m'st  all  day. 

62   Clear-- Clear-. 

65J  Cloudy   Cloudy 


N.E 

S.  E. 

N.,N.  W._ 

W 

K.,  S.  W.- 
S.  W 


Clear  —  N.  E.,  N. 


Clear-- 


Cloudy 


Cloudy 
Clear-. 


62  Clear - 
60J|  "  - 
56l  Cloudy 
59J  Clear  — 


N.  E 

N.  E.,  S.  E._ 

S.  W 

s.  w 

N.W 

N.  E.,  N.  W. 


W 

W 

N.  W 

N.  W 


0.54 


Cloudy  part  of  afternoon. 

Northern  lights. 
Cloudy  part  of  morning. 


Rain  till  11  A.  M. ;  cleared 
6  P.  M. 

Cloudy  evening. 

Rain  before  day. 


Partly  clear  part  of  morn- 
ing. 

Light  sprinkle  about  noon  ; 
cleared  2:30  P.  M. 

Frost. 


Thunder  shower  11  A.  M.  to 
12:30  P.  M. ;  cleared  2:30 
p.  M. 

Cleared  8:30  p.  M. 
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October,  187 1. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


as 


REMARKS. 


S      1 

2 
3 

4 
5 
6 

7 

S    8 

9 

10 

11 

12 

13 

14 

S  15 

lb 

17 
18 
19 
20 
21 
S  22 
23 
24 
25 

26 

27 


42  59.1  Clear  _. 

49 J-  67"   "  _. 

50  60J  Cloudy 

53  68  Clear- 

47  69   "  _. 

60  68  Rain  -. 


52  62 

42J  61 

48  68 

56  I  72 

65  73 


Cloudy 
Clear -. 

Cloudy 

Rain  — 


42      56 J  Cloudy 


Clear-- 


53 

60i 

46 

62 

53 

73 

54 

57 

45 

62 

46 

56 

40 

55 

47 

52 

35 

57 

45 

66 

52 

7H 

60 

63  i 

50 

54 

52 

58 

57 

63 

46 

53 

39 

50 

35< 

53 

44J 

584 

Cloudy 


Cloudy 
Clear  _. 


Clear . 


Cloudy 
Clear  J- 

Cloudy 
Rain  — 
most  all 
Clear  .. 
Cloudy 

Clear  .. 


All  points. 
W 

S.  W 


S.  W.,  N.  W. 
S.  E 

IS.  E.,  S.  W.  - 

N.  W 

N.  W.,  S.  W. 

S.  W 

s.  w 


Cloudy 

Cloudy 
Rain  .. 

Misty  - 

Misty  _ 

Cloudy 

Cloudy 

CI  ear- - 
Cloudy 
Clear -- 

Clear-- 
Cloudy 

S,  S.  E. 

day.      N.  W. 

N.  W.,  S.  E. 

s.  w 

s.  w 

N.,  S.  W.— 


S.  W 

N.  W 

S.  W 

N. 

N.,  S.W- 

S.  W 

S.  W.  — 

N.  E 

N.  E 

N.  E 


W.  - 
N.  W. 
8.  W. 
S.  W. 


2.  1  2 


Light  sprinkle,  noon  to  2:30 

p.  M.;  cleared  4  p.  M. 

jCloudy  part  of  afternoon. 

Hazy  morning. 

Rain  till  11  A.  M.   and  from 

j     6:30  to  11  p.  M. 
Cleared  8  A.  M. 


Clear  part  of  morning;  light 

sprinkle  7  P.  M. 
Rain  till  7  A.  M  ;  clear  part 

of  p.m.;  com.  to  rain  3  p.m. 
Rain  before  day  ;   air  filled 

with  smoke  all  A.  M. 

_  Cloudy  part  of  morning. 
Clear  part  of  morning. 
Light  sprinkle  11    A.  M.   to 
noon;  clear  evening. 


Cloudy  part  of  afternoon. 
.--  Cleared  10  A.  M. 


0.06— - 
0.50— - 
1.13 


Cloudy  part  of  morning. 

Air  filled  with  smoke  all  day. 
Rain  before  day  and  9  A  M.; 

steady  rain  after  1 :45  p.m. 
Rain  before  day  (0.50);  mist 

(0.01)11  P.M. 
Rain  before  day  (1.09);  light 

rain   part   of   afternoon  ; 

cleared  5  P. M. 
Cloudy  part  of  afternoon. 
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November,   1871. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


Eain  -  Clear   -  S.  W.,  N.  W. 


2  42 

3  40 

4  38 

5  39 
31  I 
31 
32 

10  36* 

11  4lf 
S  12!  33 

13   31 


17  33 

18  35 
S  19  34 

20  41 

21  43 

22  37 


52  Clear  _. 
52  %  I     "     -. 

47  J  Cloudy 
52fr       " 
42S  Clear 
45" 
50 
46£ 

48  Kain 
45    Cloudy 

43  Clear  — 

44  "  - 
54 J  Cloudy 
51"        " 

35 


"     ..  W.  - 

"    -N.W. 
most  alljday. 
Clear -JN.  E., 

"     ..|N.  W. 

"    -iN.  W. 

"   -  s.  w., 

"    -N.  W. 


N.  E- 
N.  Wr. 


N.  W. 
,  S.  W. 


Rain  -  N.  E 

most  all  day.     N.  W. 
Clear-!  N.W. 
"    — N.  E., 
Rain  —  N.  E., 
most  all  day. 
Snow—iN.  W. 


S 

S  E.~ 
W.— 


Rain  till  11  A. 
cleared  3  P. 
(0.01)  4  p.  m. 


Cleared  9  a   m. 


(0.62); 
shower 


23 
24 
25 

S  26 

27 

28 
29 


46         " 

46  Clear  — 
42  i'  Cloudy 
53"  Rain  -- 
48    Clear - 

42j|     ,:     - 
I 

37j;  "  - 

53  Cloudy 
46  Clear-. 
51    Cloudy 


51 


Clear .. 

Cloudy 
Rain  — 
Cloudy 
Clear - 


Rain  .- 
Clear  _ . 

Cloudy 


Clear . 


Cloudy 
25    Clear  _- 


N.  W._ 
.iN.  — . 
N.  E, 

S 

w 

w 

N.  W. . 
S.  E.  .. 
N.  W. . 
S.  W.- 

N.  W. . 

N. 

N.  W. . 

N.W.  . 


Cloudy  part  of  evening 
Northern  lights  (blood  red) 
N.  and  N.  E.  6  to  9  P.  M. 
Rain  till  5  P.  M. 

James  V.  Spader  died. 

Cloudy  evening. 

Com.  raining  10  A.  M. 

Rain  before  day. 

Snow  squall  7  A.  M  ;  snow 
afternoon  and  morning, 
but  melts  as  it  falls. 

Cleared  9  a.  m. 


Rain  before  day. 

Rain   before  day;  cleared  7 


Rain  9  A.  M.  to  6  p.  M. 

Misty  part  of  morning  and 
clear  part  of  afternoon. 

Rain  before  day ;  cloudy 
part  of  morning. 

Cloudy  evening. 

Snow  squalls  7  to  9:30  A.M.; 
cleared  10  a.  m. 
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December,  1871. 


Ther- 
mometer. 


Weather. 


Morn-  I  After- 
ing.        noon. 


Prevailing 
Wind. 


a  g 


'  3  ° 


1  16 

2  25 
S    3   27 


35 
5    14 

6:  15 
7    21 


15 

16 

S  17 

18 


19 


Clear--  Clear . 
"     —  Snow . 


W. 

W.. 

w... 


43    Misty  -  Cloudy 
191  Clear— Clear 

38    Cloudy 


27i|  30 


Clear . 


Cloudy 
Clear _. 


Cloudy 
Clear-. 

Rain  — 

Clear-. 


21  : 

22  3 
23:  19 

S  24   4H 
25,  35 

; 
26   37 


28    Cloudy   Cloudy 
33  iClear- Clear- 
Cloudy 


Snow. 
Clear . 


37 


30   31 J 
S  31    34 


41 

Cloudy 

34 

- 

21 

Clear - 

9 

•«     - 

20 

57 
49 
47 

Cloudy 
Misty  _ 
Clear _- 

42 
43 
22.J 
33 

Cloudy 
Rain  -- 
Clear-- 
Cloudy 

36 

40 

Misty  . 

Snow  -. 
Rain  - 
Clear-. 

Cloudy 


Clear  - 
Cloudy 
Misty  . 
Foggy  . 


W 0.16. 

W 

W 

W.,  N.  W.  0.07  . 


W.,  N.  W. 

W 

w 

w 

w 

E.,N.  E- 


.  E 

W 

W 

.  E ,  S.  W. 

W 

.   W 


N.  W.. 


E 

E,S.E,S.W 
W.  — 
w 


i  2.50 

0.77  "" 


Clouded  over  9  A.  M. ;  snow 
12:30  to  4  P.  M.  and  misty 
!     afternoon. 

-Clear  part  of  afternoon; 
.  j  snow  and  rain  6  to  7  P.  M. 
'Cloudy  evening. 
.  Snow  before  day,  (J  in.  on 
ground) ;  cleared  2:30  p.m. 
Cloudy  part  of  afternoon. 

.  Cleared  5  P.  M. 

.  Cloudy  part  of  morning. 

.  Rain  at  intervals  duringp.M.; 

clear  part  of  evening. 
.  Cloudy  for  an   hour  or   two 
i     about   noon,   with     snow 

squalls. 
.  Cleared  6  P.  M. 
.Cloudy  part  of  afternoon. 
.  Cleared  6  P.  M. 
.Snow  and  rain  8:40  to  11  A. 

M. ;  cleared  5  p.  M. 
.  jSnow  11:30  A.  M.  to  5  p.  m., 

and  part  of  evening. 
Snow   before    day ;    cloudy 

part  of  afternoon  ;   ther. 

8  A.M.,  19°;  11  A.M.,  21°; 

3  p.m.,  15°. 
Coldest  in  December,  since 

December  27th,  1851. 
Snow  10:30  A.  M.  to  10  p.m. 


0.20  ... 


E 

N.  W. 
.  W -I 

W.,  N.  E.  0.17  . 

E -J  0.20. 


Rain  before  day. 

Clouded  over  2  p.  M. ;  foggy 

j     evening. 

Com.  raining  9  P.  M. 

Rain  till  8  A.  M. ;  cleared  9 

A.  M. 
Hail  and  rain  11   A.  M.    to 

1:30  p.  m, 
Misty  2:15  to  7  P.  M.,  and 

then  rain. 
Rain  before  day. 


1.K1   5.00 


Huin  ami  rm.ltcil  Miiow  in  1871,  58.18  inflict. 
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January,   1872. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

T3      . 

a  i 

JS 

_n 

0 
s 
GO 

0 

0 

>1 

J3 
bo 

E 

Morn-    After- 
ing.     1    noon. 

EEMAEKS. 

1 

38 

28 
29} 

36 
37J 
34 
16 
16 
25} 

31} 
29 
36 
37 
23 
14 

24 

24} 
21 

28 

37} 

34 
32 
35 
16 

191 

46J 

38 
37J 

44 
42 

401 
231 
29 
381 

41 

45 

47* 

47 

26 

27 

31 

33} 

32} 

44 

45 

41} 

39" 

42 

25} 

26 

28 

35 

34 

18 
20} 
21 

Cloudy   Cloudy 

Clear—  Clear.- 
Cloudy  B} 

"        most  all 
Clear--  Clear  — 

"     -JCloudy 
Cloudy    Clear 

N.W.,   N.E. 
N.  E.  - 

0.04 

----- 

Kain  before   day;    sun  rose 
clear;  sprinkle  2:15  P.  M. ; 
cleared  6  p.  M. 

3 

N.  E. 

Snow  part  of  A.M.;  misty  P.M. 
till  5  p.m.,  and  then  rain. 
Rain  before  day. 

Cloudy  part  of  afternoon. 

4 
5 

6 

day.     N.  W.- 
N.  W..     — . 
N.W.  _     -__ 

1.02 

— 

S    7 

N.  W. 

8 

N.  E. 

9 

W.  _     -_     -_ 

Snow    squall    before    day  ; 
cleared  8  A.  M. 

10 

Clear  — 

Cloudy 
Clear  — 
Cloudy 
Clear  — 

C'y  m'st 
Clear  — 

Snow  — 
Clear  — 

Cloudy 

Clear  -  - 

Kain  — 

Clear __ 

all  day. 
Clear  — 
Cloudy 
Clear  __ 

Cloudy 

Clear  — 

N.  W.  - 

11 
1? 

W.,  S.  E 

W . 

— - 

Clouded  over  9  p.  M. 

13 

S  14 
15 

16 

17 

S.  W 

N 

N.  W.,  W.— 

N.  E. 

N.W 

0.02 

.... 

Cleared  2  p.m. 

Cleared  10  A.  M. 

Clear  part  of  afternoon  and 

part  of  evening. 
Snow  7:30  A.  M.  to   1  P.  M.  ; 

clear  part  of  afternoon. 

18 

W.         

IP 

8.  E. 

squall  11  P  M. 

20 
S  21 

S.  W 

S.  W.,  W.— 
S.  W._-     -   - 

0.47 

.... 

menced  raining  4:30  p.  M. 
Rain  before  day;  cloudy  part 
of  afternoon. 

Cloudy  evening. 

33 

S.  W„  N.  W. 
N.W. 

9A 

25 

W. 

26   18 

W.  . - 

27    21 

S.  W.- 

S  28 

29 
30 

29 

8 
9 
10 

N.  E.,  N.  W. 

W 

N.  W.,  W.    _ 

0.10 
0.05 

Snow  till  noon:  partly  clear 

part  of  evening. 
Snow  before  day. 

31 

W 

1.70 
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February,  1872. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-  a 
a  ■- 
p  S 

Si 


1!  12 
2    14 


S    4    27 


7 
8 
9 

10 
S  11 

12 
13 


14  25 

15  13 

16  20 

17  29 
S  18  18 

19  211 

20  26 

21  34 
.  22  26 

23  16 

24  27 
8  25  39 

26  23 

27  20 

28  20 

29  23 


Clear  - - 
Snow  — 


Snow 
Rain 


N.  W.,  S.  W. 
SW,NE,SE 


Clouded  9  P.  M. 


Cloudy  Clear -N.  W,  W.~  0.57 


Clear—      "     - 
Foggv  _  Cloudv 

I 
Clear--  Clear.. 


Cloudy 
Rain  — 
Clear  — 

Cloudy 

Clear  - 

Cloudy 
Clear  — 


Cloudy 


30    Clear 

34 

36 

33    Cloudy 


Cloudy 


Clear  -. 
Cloudy 


W... 
W-. 

W. . 
E... 
E.- 
E... 
W., 


3.00  Snow  till  10  A.  M.  and  then 
sleet  rest  of  day  ;  snow 
drifted. 

Snow  before  day;  cleared  8 

a.m.;  deep  red   lights  in 
South  all  evening. 

Clear  part  of  morning  ;  rain 

3  to  6  p  M. 


S.  W.  0.24 


Clear  -  N.  W. 


Cloudy 


S.  E... 
,  S.  W. 

N.  W. 


0.43 


N.  W. 


0.02 


Cloudy  part  of  morning  and 

part  of  afternoon. 
Partly  clear  part  of  A   M. 
Rain  till  11  A  M.;  clear  part 

of  afternoonjcleared  8  p.m. 

Com.  raining  4  p.  m  and 
continued  all  the  evening 
at  intervals. 

Rain  before  day;  snow  squall 
till  9am  ;eleared  10  a.m. 

Cloudy  part  of  evening. 

Cleared  2:30  p,  M. 


Ther.  at  26°  at  7:30  A    m.; 

falling  all  day 
Cloudy  part  of  afternoon. 

Light  rain  before  7  A.   M.; 
cloudy  part  of  evening. 


Clear  part  of  evening. 


1.36  3.00 
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March,   1872. 


Ther- 

Weather. 

"C     . 

i 

mometer. 

JS 

Prevailing 

"°"Z 

•- 

Wind. 

B.C 

_c 

REMARKS. 

% 
0 

M 

3 

Morn- 
ing. 

After- 
noon. 

.gg 

0 

c 
CO 

1 

15| 

36 

Clear  - 

Clear  — 

N.  W 

2 

22 

25 

Cloudy 

Snow  __ 

N.  E 



V.50 

Snow  12:15  to  6  P.  M. 

S    3 

18 

36! 

Clear  — 

Clear  — 

N.  W.,  S.  W. 





4 

24 

39    Cloudy 

Cloudy 

S.  W.,  N.  W. 

0.05 



Snow  7:45  to  10  a.  m   ;  clear 

part  of  p.  M  ;   snow  5:45 

to7PM;  cleared  10  pm. 

5 

3} 

7 

12} 
25! 

Clear  — 

Clear  — 

N.  W.  - 

Cloudy  part  of  afternoon. 

6 

N.  W.  -     

7 

19 

34 

" 

« 

N.  W. . 

8 

23 

39! 
35" 

« 

Cloudy 
Misty— 

N.  W  ,  S.  W. 

Clouded  over  3  p.  M. 

9 

30 

Cloudy 

E 

0.02 



Light  snow  and  hail  till  9  A. 

M.;  com.  raining  10  P.M. 

S  10 

33 

39 

Rain  — 

Rain 

N.  E,  N.  W. 

1.23 



Rain  till  5  p.m.;  cle'red  9  pm. 

11 

31 

40 

Clear - 

Cloudy 

S.  W.,  N.  E.- 





Com.  snowing  9:30  p.m. 

12 

29 

37} 

Snow  -. 

1 

N.E..N 

0.25 

.... 

Snow  till  9  A.  M  ;  clear  part 
of  p.m.  ;  cleared  7:30  p.m. 

13 

24 

37 

Clear 

u 

N.  E.,  S.  "W- 

14|  32 

48 

Cloudy 

" 

S.  W.,   S.  E 

Clear    part     of    afternoon  ; 

com.  raining  8:45  P.  M. 

15 

28 

31 

Clear  — 

Clear  — 

N.  W 

0.32 



Rain  before  day. 

16 

19 
26! 

34 
36 

Cloudy 

Cloudy 

N.  W-     -  - 

S  17 

S.  W 

0.23 

Snow  9  a.m.  to  3  p.m.; snow 

squall  8:30  pm.;  cle'red  9  PM. 

18 

22i    36 

Clear  — 

Clear  — 

N.  W.,  S.  W. 

19 

32     50 

S.  W.,  N.  W. 

Cloudy  part  of  morning. 

20 

20     24 
15     28} 
20     36" 

„     " 

«     - 

N.  W. 

21 

N.  W.  - 

22 

N.  W.,  S.  W. 

Cloudy  evening. 

23 

31     36 

Snow  _  _ 

Cloudy 

All  points. 

0.04 

— - 

Light  snow   nearly  all  day 
till  5  p.m.;  cleared  7  p.m. 

S  24 

25     40| 

Clear  — 

Clear - 

N.  W 

25 

28     41 

» 

Cloudy 
Rain  — 

S.  E.  _     -     . 

Com.  raining  9:45  p.  m. 
Heavy  snow  before  day,  and 

26 

34J 

36} 

Snow  1 
Rain   / 

N.  E. 

then  turned  to  rain. 

27 

33 

46 

Cloudy 

Clear - 

N.  E. 

0.93 

28 

34 

54 

Clear  _  _ 

"     -!N.  W.,  S.  W. 





29 

41 

60!  Cloudy 

J  S.W.,N.W, 
"I  I     N.  E. 

Cleared  9  a.m.    First  morn- 

ing of   the   month  there 

was  no  ice. 

30 

36 

47!'      " 

Cloudv  N.  E.,  S.E.- 

0.02  — 

Clear  part  of  morning;    rain 

6:15  to  7:15  p.  M. 

S  31 

36 

39    Rain  __ 

Rain       N.  E.  -  —       0.95  .  —  Rain  till  3  p  M.  and  from  8 
to  10  P  M  ;  cleared  1 1  P.M. 

4.04  1.50 
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April,    1872. 


Ther- 
mometer. 


11 
12 
13 

S  14 
IS 


19 

20 

8  21 

22, 

23 

24 
25 
26 
27, 
S  28! 

29 
30 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


43*  Clear  —  Clear - 

51"      "     -|     ••'     . 
51    Cloudy 
49    Clear _. 


most  all 
Clear  - 


34*  51        "     - 

35  59        "     _- 

45  49    Rain  - 

41. \  56    Cloudy 

45  63JRain_- 


Rain  -- 
Cloudy 


~5 
—  ■- 
p  = 


-A-r. 


n.  w._ 

N.  W.,  S.  W.1 
day.  N.W.-I..- 

N. I 

N.  W.,  P.  W 

s.  w 

S  E.,  N.  E.- 
N.  E.,S.  E. - 
N.  E 


61  !  "  - 
60  "  - 
651  Rain  -. 

58  Clear - 
45    Cloudy 


41  Clear-. 
521  "  .. 
53        "     .. 

58    Cloudy 

66  Clear  „ 
67J  "  - 
57  i  Cloudy 

51  Clear  — 
66 J  "  .. 
78  !  "  - 
80J  «  - 
69       "     - 

67  i  Cloudy 

66 J  Clear - 

67*      "     .. 


Clear- 


Cloudy 
Clear  _. 


Cloudy 


Clear - 
Rain  _- 


Clear-. 
Hazy  - . 


W 

E,  S.  W 

N.  W.,  S.  W. 

N.  W.  - 

All  points.— 


N 

N.  W.,  S.  W, 
E. — L 


N.  E.,  N.  W. 

S.  W 

S 

S.,N.W.- 

N.  W.,  S.  W. 

s.  w 

s.  w 

S.  W. 

N.  W 

N.  W 

All  points. - 
All  points.. 


1.12  . 

0.3S. 


Cloudy  evening. 

Rain  before  day. 

Rain  till   11a.    m.  ;   ther. 

highest  9  P.  M.  ;  thunder 

shower  lip.  M. 
Cloudy    part    of    morning, 

with   sprinkle  9    A.    m.  ; 

Northern  lights. 


0.23'  — 


2.15 


Rain  till  9  A 
10  A.  M. 


M. ;    cleared 


Partly  clear  part  of  after- 
noon ;  snow  5  to  6:30  p. 
M.,   and   then    snow    and 


Cloudy  part  of  afternoon. 
Clouded  over  at   noon,  and 
commenced   raining  at  3 

P.    M. 

Cleared  2  p.  M. 


Light  rain   till    9    A.    M. 
cleared  10  A.  M. 

Cloudy  part  of  afternoon. 


Cloudy  part  of  morning. 
Cleared  9   A.   M. ;    cherries 
flowered . 

Pears  (lowered. 
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May,  1872. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


"S 


1  46 

2  58 


3,  48J 


9 

10 

11 

S  12 

13 

14 
15 


16   54 
•  17    49 

18  J  47 

S  19   58 


28  55 

29  50 

30  56 

31  56 


70    C'y  m'st  all  day. 
70$  Rain  --  Clear   . 

61    Clear—      "     _. 


66    Rain  — 

73*  Clear  — 

7Ui     "     - 
72       "    — 


76  ,Cloudy 
74  Clear  — 
74    Cloudy   Cloudy 


67 

761  Clear  . 

"i 
71  I    "    - 
71 


N.  W | 

N.  W.,  N.  E. 

s.  w ! 


N.  W 

S.  W 

S.  W.,  N.  E. 
E 


Cloudy 
Clear  .. 


Clear  _. 
62  Cloudy  Cloudy 
67  'Clear   -Clear.. 


S.  E 

S.  W 0.60 


N.W,  S.  W.I— - 
N.  W 0.13 


S.  W.- 


N.  W 

N.,S.  W— 

s.  w 

N 

N.  W.,  S.  W. 
S.  E 


SE,  SW,  NW 

S.  W.,  N.  W. 
N.  W 

N.  E.,  S 


S.  W.,  N.  W. 

a  w 

S.  W.,  N.  W. 


0.45 


N.  E.,   S.  W.I— - 
SW,NW,NE.  0.18 


W.,  N.  W- 

N.  W. 

S.  E 


N.  W 


0.68 
0.03- 


Rain  till  8  A.  M.;  cleared  11 
A   M.;  cloudy  evening. 

Cloudy  evening  with  rain 
9:30  p.  M. 

Rain  before  day ;  cloudy 
part  of  afternoon. 


Cloudy  part  of  evening  with 
sprinkles  6  p.  M. 

Cloudy  part  of  afternoon. 


Hazy  part  of  morning  and 
afternoon. 


Cloudy  evening;  com.  rain- 
ing 11  P.  M. 

Rain  till  9:30  A.M.;  shower 
3:30  p.m.;  cleared  6  p.  m. 


Clouded  over  6  p.  M.;  rain 
7:45  to  10  P.  M.  and  light 
rain  11  P.  M. 

Clear  part  of  morning. 

Light  rain   7  A.    M..   clear 

part  of  afternoon. 
Cleared  5  P.  M. 
Showers   2:45    to    5    p.  M.; 

cleared  9  p.  M. 


Rain  9:30  A.  M.  to  2  p.  M. ; 

clear  part  of  evening. 
Rain    before    day ;    cloudy 

part  of  afternoon. 
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June,    1872. 


Ther- 
mometer. 


Weather. 


Morn-     After- 
ing.         noon. 


Prevailing 
Wind. 


—  v 
II 

93  ■- 

c  -' 

If 


1    51  1  70iClear- Clear- N.W. 


0.05 


S  2'  56 
3!  53 
4   55 


67* 

69 
64 


"    —  m.  E.,S.  E. 
Cloudy"  is!,; ;N.  "W.I" 


-  Clouded   over  5  p.  M.;  rain 
7:30  to  10  p.  M. 


56      59    Rain  -Rain  —  N.  W.,  N.  E. 
54     76    Clear  —  Clear  -  NW,NE,  SE, 


56     66    Cloudy    Rain  -. 


59  '  78 
63* ,  81* 


Clear . 


10 
11 
12 

13 
14 

15 
S  16 
17 
18 
19 
20 

21 

22 

S  23 

24 


28 

29 

S  30 


Clear    . 

—  Cloudy 
Clear    . 


Cloudy 


63  75*.      "     - 
65     74*  Cloudy 

64  78  '       •'        Clear 
63i|  81    Clear—      "     - 
66",  83*      "     - 
67     86"  Cloudy 


70*/  87 
74      " 


70 


Cloudy    Cloudy 
Rain  --Rain  _. 


N.  E 

S.  E 


76    Cloudy   Cloudy 

77*i       " 


85*.  <  ^ar   -  Clear   -  S.  E.,  S.  W. 

87  .      "     -S.  W - 

-N.  W 


S.  E,  E 

S.E,S.W— 
S.  W 

S.  w 

N.W 

s.  w 

N.  W.,W.  - 
S.  W.,  N.  t... 

N.  W.,  S.  E- 

S.  E 

N.W.,S.W.. 
N.  E,  S.  E.  - 
N.  W.,  S.  W 
S.  w 


s.  w 

N.  E 

N.  E,  S.  E. 
S.  E 

S.  E.,  N.  E. 


Clouded  over  9  A.M.;  misty 

about  noon;  rain  4  to  5  p. 

M.;  clear  part  of  evening. 
Rain  6:30  to  10  A.M.;  &  3  to 

9:30  p.m. 
Cloudy     part  of     evening, 

with  light  rain  7:15  P.M. 
Rain  from  noon  to   6    P.  M.; 

at  intervals  during  ev'g. 
Rain  till  6  a.m.;  cl'red  8  a.m. 

Rain  before  day:  cl'red  7  pm. 

Cloudy  evening. 

Light  shower  2  P.   M.;    rain 
4  to  6  p.  M. 

Clear  part  of  afternoon. 
Cleared  9  A.  M. 


Cleared  9  A.M. 

of  evening. 
<  cleared  7  a.  m. 


cloudy  part 


Clear  part  of  afternoon. 
Steady  rain  5  a.  M.  till  noon 

(1.57  in.)  and  at  intervals 

till  11:30  p.m. 
Partly  clear  part  of  P.  M.; 

rain  7:15  to  7:30  p.  M. 
Clear    part    of    afternoon  ; 

shower  4:15  to  4:50  P.  M. 

Cloudy  part  of  afternoon. 
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Ther- 
mometer. 


Weather. 


Morn-     Alter- 
ing,      noon. 


Prevailing 
Wind. 


S.9 


3  a     c 


1 

2 
3 
4 

5 
6 

S    7 


11 
12 

13 

S  14 

15 


20 

S  21 
22 
23 
24 
25 
26 
27 

S  28 
29 
30 
31 


Clear . 


Cloudy 


Cloudy 

Clear   - 
Cloudy 


Cloudy 

Clear  _ . 
Cloudy 


Clear  .. 
Rain  -. 


most  all 
Clear 


N.  W.,  W.  - 
N.  W 

N.  E.,  S.  W.- 
S.  W.,  N.  E- 

S.  W.,  N.  E. 

N.  E.,  S 


N.  E.,  S.  E. 

S.  E 

S.  W 


0.24 


N.  W.,  S.  W. 
S.  W 


All  points- _ 
N.  E.,  S.  E. 
S.  W 


day.    S.  W.. 
S.  W 


Show'rs  S.  E. 


Cl'y  m't 
78  I     "     — 
78}jClear   J 
82.1 1  Rain  - 
78    Clear. 
81  i 
83       "    - 


all  day. 
Clear  — 


67J:  73    Cloudy   Cloudy 


N.— 
N.  E.. 
S.  W.- 

N.  W. 
N.  W., 
N.  W. 
N.  W. 
S.,  N. 
N.  ... 
S.  W._ 

s.  w._ 

N.,  N 
N.  E., 


S.W.- 


w. 


Cloudy  part   of  p.   M.   with 

thunder  shower  2:50  p.m. 
Clouded  over  7   P.  M.,  and 

com.    raining    9:40    P.  M. 
Rain  before  day  (1.00),  and 

shower  6   to    6:40    P.  M. 

(0:52.) 
Rain  till  7:30  A.  M. ;  cleared 

8:30  A.  M. ;  cloudy  part  of 

afternoon. 
Cleared  10  A.  m. 

Cloudy    part    of    morning ; 

clouded  over  3  p.  M.,  and 

shower  4  to  9  p.  M. 
Cleared  8  A.  M. 
Showers  all  day  at  intervals 

till  8  p.  M. ;  cleared  9  p.m. 
Showers  5:45  p.  m.  ;  cleared 

7  p.  M. 
Cleared  10   A.   m.  ;     cloudy 

part  of  evening. 
Clear    part    of    afternoon ; 

shower  2:20  p.  M.  and  at 

intervals  after  4  P.  M. 
Showers  6  to  6:30  P.  m/0.20.) 
Showers  noon  and  4:30  p.m.; 

cloudy  part  of  afternoon  ; 

heavy    showers     8:30    to- 

9:30  p.  M. 
Clear    part     of    afternoon ; 

showers  3:30  to  4:30  (1.00 

in  30  min.)  and  8:40  and 

11:30  p.m. 
Cloudy  evening. 
Showers  before  day. 
Light  sprinkle  2:30  p.  M. 
Rain  before  day;  cl'red  9  a.m 
Cloudy  evening. 
Rain  till  10:30  A.M.;  cloudy, 

light  sprinkles  6:30  p.  M. 

Cloud}'  evening. 


E. 0.20 Sun    rose    clear;      clouded 

over  7  A.  M.,  and   rain   9 

8.97 A.M  to  4  p.m.  at  intervals. 


24  days  S0°  and  above,  and  7  days  85°  and  above. 

13 
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August,   1872. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


"°      . 

"3^3 

j= 

S^ 

a 

V° 

a 

rt  '" 

B   * 

fe 

S  c 
Woe 

a 

•S  11 
12 


15 

1G 
17 
S  18 
19 
20 


21 
22 

23 

24 
S  25 
26 
27 
28 
29 
30 

31 


87 


Clear--  Clear 
Cloudy   Cloudy 


N.  E.,S.  E.-I- — ■ 
S.  E 0.13. 


Clear--  All  points. - 
"     -N.E.,  E 

1  "  -  S.  W.,  S.  E. 
"     __S 


Clear  — 
Cloudy 
Clear  — 

Cloudy 

Clear - 


77    Rain  — 

83  \  Cloudy 
84"  Clear-- 
85  I     "     -- 

84  Cloudy 


C'y  m'st 
Clear-- 


S.  W.— 

S.  W. 

S.  W.— 
S.W.— 


S.  W._ 

s.  w._ 


s.  w. 


S.  W.- 


Rain  _. 
Clear - 

Hazy  - . 
Cloudy 


all  day. 
Clear-. 


S.  W. 


S.  W.,  S.  E.- 

S.  W 

S.  W 

S.  W.,  N.  W 
S.  E.,  N.  E.- 


N.  E.,  S.  W. 
N.  W.,  S.  W. 


76  --  Cloudy 

71    Cloudy   Rain  .. 
7::    Bain       Clear 


70    Clear -. 


N 

N.  W.,  S 

W.,  S 

N.,  S.  E 

S.  W.,  N 

N.  W.,  N.  E. 


X.  1C, 

N.  W. 


S,  K. 


-  N.  W. 


Light    rain     (0.01)    before 
i     day;   shower   2:45  P.  M. ; 

cleared  5  p.  M. 
Northern  lights. 

Cleared  9  A. M. 


0.01 


2.14 


7.12;--- 

xo°  and  ab< 


Cleared  8  A.  M. 
Northern  lights. 

Cleared  8  A.  M.;  cloudy  part 
of  evening. 

Clouded  over  6  p.  M.,  and 

com.  raining  10  p.  M. 
Rain  before  day  ;  clear  part 

afternoon;  cloudy  evening 

with  rain  10:15. 
Rain     before     day    (0.10); 

cloudy  parts  morning  and 

evening  with  showers  5:50 

and  11:15.  _ 
Cloudy    evening   with  rain 

11  P.M. 
Rain  all  day  at  intervals. 
Rain  till  6  A.  M. 


Rain  before  day  (1.38):clear 
8  A.  m.;  clouded  over  3  p. 
M.  with  sprinkles  after- 
noon and  evening. 

Thunder  shower  6:30  to  11 
P.  M. 


Rain  before  day. 
Cloudy  part  of  morning. 

Commenced  4  v.  m. 

Rain  till  6  A.  M.J    cleared  7 

A.  w. 
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September,  1872. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


«1 


#& 


REMARKS. 


58 


57 

49 

56J 
56| 
66 
8!  7H 
9i  73 
10 


11 
12 
13 
14 
S  15 
16 

17 

18 
19 

20 
21 
S  22 
23 
24 

25 
26 


S  29 
30 


Clear  — i  Clear - 


Cloudy 
Clear  — 


Cloudy 
.  Clear - 


Cloudy  .Cloudy 


Clear - 
Cloudy 
Clear- 
Cloudy 
Clear-. 


Rain  -- 
Cloudy 


63  I  71 

57     66 
52 

59 


Clear - 
Cloudy 

Clear-- 

Cloudy 
Rain  — 

Clear  _. 
67  |Cloudy 

701  Clear- 


er. W 

N.  W 

N. 

N.  W 

All  points — 

E.,  S.  W 

S.  W 

S.  W 

N.  E.,  S.  E.  - 

N.  E,  E 

N.  E.,  E 

S.E 

S.  W 

N. 

N.  E 

N.  E 

N.W.,  S.  E- 

S.   W 

W 


N.  W 

s.  w 

w 

E 

N.  E.,  E. 


S.  E 

S.  E.,  S.  W. 


o.'.is 


0.24 


Cloudy  part  of  evening. 


Clear  part  of  afternoon. 
Clear  part  of  afternoon. 


Cloudy  evening. 

Clear  part  of  afternoon. 

Cleared  10  A.  M. 

Rain  till  10  a.  m. 

Clear  9  a.  m. 

Rain  at  intervals  after  7  P.M. 

Rain  before  day;  cleared   2 

p.  M. 
Cloudy  10  A.  M.  to  2  p.  M. 
Cleared  10  A.  M. 
Rain  6:50  to  7:05  A.  M.  and 

9:30  to  10  A.  M. 


Cloudy 


All  points- 


N.,  S.  W. 
S.  E 


Foggy  morning ;   cleared  2 

p.  M.;  foggy  evening. 
Cloudy  evening;  rain  10  P.M. 
Rain  before  day  (0.75);  9:30 
!  a.m.  to  noon;  cleared  2  p.m. 
Rain  till  7.30  A.  M. ;  cleared 
j     2  p.  M. 

Clear  part  of  morning;  clear 
evening. 
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October,   1872. 


Ther- 
mometer. 

Weather. 

Lowest. 
Highest. 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


"O    . 

to 

53  — 

%r, 

s 

T-s 

c 

n  S 

s 

Mm 

ai 

1  57      67    Cloudy   Clear  —  N.  W. . 

2  50J    63    Clear—      "     --  N.  W. 

3  52      64    Cloudy   Cloudv   S.  W._ 


4    51*    65  Clear  —  Clear  —  N.  W.,  X.  E. 

51      63  Cloudy   Cloudy    X.  E.,  S.  E._ 

76  "        Clear -S.  E.,  S 

73  "        Cloudy    S 


Light  sprinkle   before  day  ; 
clear  part  of  morning. 


6  60 

7  60 


8    60      67 


Clear  -  X. 


9    47 

10    50 


62.V  Clear . 
70"      "     . 


-  N.  W.,  S.  W. 
-S.  W.,N.  W. 


11  46     55.V     "     -      "     -  N.  W 

12  39      53        "     --      "     --  All   points. 
S  13    45      54    Cloudv   Cloudy   N.  E 


14    44      53    Clear  — 


S.  W.,  X.  W. 


15  42  54  :     "     —       "       X.  W.,  S.  W. 

16  45  63  "     -       "       S.  W.,  N.  W. 

17  41  57  "     --        "        N.  E.,  S.  E.- 

18  52  58    Cloudy  Rain  —  S.,  W 


Clear  part  of  morning. 
Clear  part  of  morning;  com. 

raining  5:40  P.  M. 
Eained  before  dav  ;   cleared 

8:30  A.  M. 

Foggy  A.  M.;  shower  5:30  P. 
M.  and  cloudy  evening. 
■  Cloudy  part  of  evening. 
.  Cloudy  part  of  afternoon. 
-  Light  rain  3:40  P.  M. ;  clear- 
1     ed  8  p.  M. 

-Light  rain  about  noon; 
cleared  6  p.  M.;  Northern 
lights  6  to  8  p.  M. 


19  49 

S  20  40 

21  40 

22  46 

23  57 


58    Clear  _.  Clear  —  N.  W 

55        "     -      "     -  N.  W.  

64  "     -      "     -S.  W 

66       "     -Cloudy   S.  W 

65  cloudy         "       S.  W.,  X.  E. 


0.28 Rain  9  a.m.  to  6  p.  M. ; 

gy  evening. 


24  47      50    Rain  -        "        N.  E 

25  48      54       "     _-Rain—  N.  E 

26  53      69        "     —  Cloudy   E.,  S.  W. 


S  27  52-J  62  Clear-        "       S.  W.,  W.~. 

28  49  53    Rain  -  Clear—  N.  E 

29  39  51    Clear—      "     -  N.  E 

30  38  51        "     ...      "     -N.  E 

31  40  51    Cloudy       "     -  X.  E 


Cloudy  part  of  morning. 

Clear   part   of  A.    M.;  com. 

raining  6  P.  M. 

0.57 Rain  till  8  A.  M. 

Rain  all  day  at  intervals. 

2.58 Heavy   showers  before  day; 

rain  at  intervals  till  noon; 

cleared  8  P.  M. 

Clear  part  of  afternoon. 

0.20 Rain  till  10  A.  M. 


...  Cloudy  evening. 
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November,    1872. 


Ther- 
mometer. 

Weather. 

% 

0 

-S 

X 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


—    . 

*a>   = 

%  c 

_o 

'r  B 

e 

n  ft 

5  - 

c 

OS 

1 

42 

57 

Clear.. 

Clear __ 

N.W . 

2 

42 

52J      ' 

Cloudv    N.  W.,  S.  W.  — 

! Clear  part  of  afternoon. 

S    3 

45 

48    Cloudy 

Clear -IN.  E.     - 

4 

422 

52    Clear  - 

"     __N.  W -  - 

5 

35" 

51 

"     __ 

Cloudy    N.,  E., 

6 

46 

54 

Cloudy 

Rain       l&-         -  -     

7 

50 

55 

Rain  _- 

Clear-- N.  W 2.25 

Rain  till  9  A.  M. 

8 

43 

51 

Clear  — 

"     -  S  W.,  W.  -    -     - 

-  Cloudy  part  of  afternoon. 

9 

40 

51 

" 

"    -S.W..N.  W 

Cloudy  part  of  afternoon. 

S  10 

36.', 

51 

"      -N.W.,S.W.- 

11 

35.! 

52.', 

"     -Cloudy  S.  W.,  S.  E 

Rain  10  p.  m. 

12 

49" 

59 

Rain  -  Rain  ._  S.  E.,   S 0.32 

Rain  at  intervals  till  6  P.M.; 

cleared  8  p.  M. 

13 

41 

49.! 

Clear  -  Clear  -  N.  W.,  N.   E.  — 

Cloudy  part  of  morning. 

14 

42 

52i 

Rain  -  . 

Misty  -S.  E.,  N.  W._  0.21 

^ain  till  noon;  clear  part  of 

|     evening. 

15 

37 

40* 

Clear 

Clear-  W 

[ 

16 

30 

42 

"     __  Cloudy  ;A11  points.-.  0.07 

iSnow  3:45  to  9  P.  M. 

S  17 

26 

39 

"          Clear— W..   — 

18 

30 

42 

Cloudy 
Clear  — 

"      -S.  W 

Cleared  10  A.  m. 

19 

30 

43 

"        s.  w 

-Cloudy  part  of  evening. 

20 

37 

43 

Cloudy 

"     —  S.  W-,  N.  W.  ... 

Cloudy  part    of   afternoon, 

with  snow  squalls. 

21 

26 

36} 

Clear - 

"     _- 

s.  w.,  w 

—  | 

22 

28 

37 

Rain Rain  — 

N.E.,N.W-  0.66 

Rain  8  A.  M.  to  5  p.  m.;  clear- 

ed 6  p.  m. 

23 

34 

43i 

Cloudy 
Clear  — 

Clear  — 

s.  W 

Cleared  9  A.  M. 

S  24 

34 

so- 

s.  w 

25 

37 

so 

i( 

Cloudv   S.  W._. 

-  Cloudv  part  of  morning. 

26 

37 

42 

Snow  ) 
Rain    \ 
Clear  - 

Rain  -  N.  E 

27 

34 

43 

Clear-  N.  W.,  S.  W.  0.28 

28 

29 

37 

" 

"     __  N.  W.,  E 



29 

29i 

31 

Snow 

"     ..  N.  W 

2.50  Snow  till  9  A.  M.;  cleared  4 

P.    M. 

30 

18 

25^  Clear  - 

"     __  S.  W.,  W 

3.79 

2.50 
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December,  1872. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing. 
Wind. 


10 
11 
12 
13 

14 
S  15 


21 
S  22 
23 
24 
25 
26 


27 

28 

S  29 

30 

31 


Clear-. 
Cloudv 


Clear - 


Cloudy 


Clear  - 


36 
43 

45i 

42' 

37 

43VClear. 

40    Cloudy 

45  "        Rain 


Cloudy    Cloudy 
Clear  -. 


38 


Cloudy 


Clear  —  Clear 

C'y  m'st  all  day. 
25  Cloudy  Clear __ 
34   Clear-      "     - 


S.  W._- 
S.  W— 

S.W.- 

N.W.  - 
S.  W.- 
S.  W., 
N.  E., 
S.  W.. 


Hail  and  rain  10:45  P.  M. 
Snow    before    day ;      rainy 

evening  after  7:15  P.  M. 
Cloudy  evening. 
Clear  part  of  morning. 


N.W. 

S.  E.  _ 


Cloudy 

Clear  _. 
Cloudy 

Clear  - 

Kain  -- 

Clear-. 
Cloudy 


Clear--  Cloudy 
Snow  --  Snow  _. 


f  Snow 
\  Kain 
Clear-- 
Rain  — 

Cloudy 


Clear . 


S.  W.,  N.  W. 


N.W. 
W.,  N 
N.  E- 
W.,  S. 


-.  Cleared  9  A.  M. 

--  Rain  12:30  to  5  p.  M. ;  clear- 
ed 9  P.  M. 
Snow   squalls  morning  and 
afternoon  :  cleared  8  p.  M. 


.  W. 


S.  W- 
S.  W., 

N.  E.- 


W.— 

n""e 


N.  W.,W.— 
N.  E 


S.  W.,  N.  E- 
N.  E.,  S.   W. 


N.  W.,  W.- 
N.  W 

N.  E.,  S.  W. 

N.W.  - 

N.  E 

N.E 


20.1)0 


16.',  Cloudy  Clear.. 
23  Clear--  "  -. 
27  Cloudy  Cloudv 
23A  Clear 


34 


/  Rain 
I  Hail 


f  Rain 
I  Snow 


N.  W 

S.  W 

W 

N.  W.,  S.  W. 

N.  E.,N.   W, 


Cloudy   part    of    morning;. 

clouded  over  10  p.  M. 
Cloudy  part  of  morning. 
Cleared  10  A.  M. 


Snow  7:45  A.  M.  to  12:30   P. 

M.,  and  misty  rain  to  5  p.m. 
Clouded  over  2  p,  it.;  com. 

snowing  10  p.  m. 
Rain   till    9    A.    m.  ;     light 

sprinkles    afternoon    and 

evening  with  snow. 
Cloudy  evening. 
Snow  squall  before  day. 
Cloudy  part  of  evening. 


0.35 


2.70 


Violent  snow  storm  2  A.  M. 

to  7   P.   M. ;    worst  since 

Jan.  19,  1857. 
Cleared  2:30  p.  M. 

Cleared  7:30  P.  M. 
Clouded  over  4  p.  M. ;   snow 
10:30  P.  M. 

Hail,  rain  and  snow  till  10 
p.  M. ;  cleared  11  v.  M. 


20.01) 


liiiin  uji'I  m.ll.vl  snow  lor  1.H72,  17. !>:i  indies. 
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January,  1873. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


a 


4 
S    5 


9 
10 
11 
S12 
13 


28}  Clear  - 
27  Cloudy 
42    Rain  - 


Clear _. 
Cloudy 
Foggy  - 


Clear.-  Clear  — 
Cloudy   Rain  -- 


39 

29    Clear 
34}  Cloudy 

36  ~ 
27 
16 
24 

37  .V  Cloudy 


14   33 


All  points- . 
N.  E 

N.  E.,  S.  W 

W 

N.  E 


Clear . 


Cloudy 


N.  W 

N.  E 

N.  E 

Clear -|S.W 

"    -Is.  W.,  W-- 

"     -N.  W 

Cloudy   N.  W.,   N.  E 
Clear    JN.  E.,  N.  W 


S.  W.,  N.  W 


0.08 


33         "       I  Cloudy 
53}  Foggy  -jClear 


17  46     46}  Cloudy  ICloudy 

18  28     34  [Rain  —  Misty 
S  19'  21      25  !Clear—  .Clear 


20 

18 

21 

32 

22 

36 

23 

28 

24 

23 

25 

22 

S  26 

18 

27 

25 

34}- '  "  -_  Cloudy 
37  Cloudy  Rain  „ 
40  I  Clear— ;  Clear  — 
33  !     "     — Snow  -- 

32   Misty  -  Cloudy 

29  Clear  — ;  Clear  — 
27    C'ym'stallday- 

31    Snow--  Snow  — 


N.  E 

N.  E.,  S 

N.  W.,  N.  E. 

N.  K 

W 


S.  W 

S.  E,  S.  W. 
N.  W 

N.  E 


Rain  9  p.  m. 

Rain  till  8  A.  M. ;  dense  fog 
all  day  and  evening. 

Rain  10  A.  M.  to  4  p.  M.  and 
misty  after ;  cleared  10:30 

P.  M. 

Cleared  8  A.  M. 

Rain  part  p.m.  and  even'g. 


Cleared   10    a.m.;     clouded 

over  9  P.  M. 
Rain  before  day  ;  clear  part 

a.m.  and  cloudy  part  p.m. 
Light  snow  part  of  A.  M. 
Rain   before  day  ;  cleared  2 

p.  M. 
Rain  before  day. 
Rain  till  noon  ;  misty  P.  M., 

and  snow  6:45  to  9:30  p.m. 

Snow  3:30  p.  m.  to  4:30. 


N.  E. 


W.,  N.  W. 
All  points. 


N.  E.. 


28  21  !  31}  C'y  m'st  all  day-  W.,  8.  W.  - 
29:  3£i  14  Clear  .-  Clear--  N.,  N.  W. . 
30-  12  14  "  —  "  __N.  W.,  W. 
31     6i   29  :     "    —     "     -  W.,  S.  W.. 


Clouded  over  10  A.  M.;  snow 
3  p.m. 
4.00  Snow  before  day:  light  snow 
part  p.m.  :  cleared  11  p.m. 
Cloudy  part  of  afternoon. 
Snow  7  to  8  A.  m.  ;   snow  11 
I    p.  m. 
8.00  Snow  till  8:30  p.  m.;  cleared 
9  p.  M. 


--  Light  snow  before  day. 

--  Coldest     morning     I    < 

knew;  bar.  30.19. 
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February,  1873. 


1 

S  2 


5  37 

6  29 

7  31 

8  36 
S  9  28 

10  13 

11  22 

12  35.1 

13  m 

14  15" 

15  23 
S  Hi;  28 


17  34 

is  27 
1!»  36.1 


20 

33 

21 

32 

22 

18 

s  23 

16 

24 

1 

25 

17 

26 

27 

27 

28A 

28 

27 

29  Clear 
19*   " 


Clear—  N.  W 

"  -  N.  W.,  S.  W.  — 

37  ^rZ}^.- 


46  Foggy -Clear  .  S.  W 0.40 

40  Clear  -   "  __  W.,  K.  W.—  - 


41    Cloudv   most  all  day.     S.  W.-l 

39.V        "        Eain  —  N.  E 

46    Clear   -Clear   _S.  W 0.46 

31        "     -      "     .-N.  W 

24        "     _-      "     __N.  W,W.  — 

37  Cloudy  Cloudy   All  points.  —  0.03 

37  "       Snow-N.  E . 

28    Clear   -Cloudy    N.  E - 

28    Cloudy         "        N.  E . 


33  " 

35    Snow. 


Rain 


All  points- 
.  N.  E 


45  Cloudy  Clear  __  N.,  N.  W.- 
40.1  Clear  _  "  —  N.  E.,  S.  E. 
42'  Cloudy       "     -  S.  E.,  S.  W. 


39    Clear-      "     _.  N.  W 

36.1  g"?"  }  Cloudy   S.  E.,  N.  W. 


28 

Clear  .. 

Clear - 

22 

"  _ 

" 

19 

"  -_ 

"  ._ 

32 

« 

« 

38 

"  _ 

" 

33.1 

Snow  -_ 

Snow  .- 

35J 

Cloudy 

Clear  J 

N.  W 

N.  W 

N.  W.,  W. 

W.,  N.  W. 

N.  W 

N.E 

N.W 


Snow  12:30  p.  m.  to  3  P.  M.; 

then  snow  and   rain  to  5 

P.  M.,  and  then  misty. 
Snow  before  day;   cleared  9 

A.M.;  rain  part  of  ev'ning. 
Cloudy  part  of  morning  and 

part  of  afternoon. 

Rain  10  a.  ji. 

Cloudy  part  of  morning. 

Snow  part  of  morning;   rain 

part  of  evening. 
Snow  part  of  morning. 

Cleared  8  a.m.;  clouded  over 
3  p.  M. 


3.50 


Heavy  snow   till   10  A.  M.; 
then  rain  to  4  P.M.  and  at 
intervals  afterwards. 
-  Cleared  8:30  A.  M. 
_  Cloudy  evening. 
.  Rain  12  to  1  P.  M.;  cleared  3 


Snow  7:15  A  M.  to  9:30  a.m.; 
,     then  rain  to  2  p.m.;  clear- 
ed 8:30  p.m. 


Cloudy     part    of    morning, 
with  snow  squall  10:40  A.M 
Cloudy  part  of  morning. 


17.5(1 


Clear  part  of  morning. 
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March,   1873. 


Ther- 
mometer. 


Weather. 


rS       Morn-     After- 
Mi 
■~        ing.        noon. 


Previling 
Wind. 


^.5    .S 
lig     1 


1 
S    2 


36 J  Clear-- Clear _- 
34       "     --Snow  — 


N.   W,  S.  W.  - 
N.W 


3    29      36   Snow  —  Clear  _- N.  W. 


25  Cloudv 
28  Clear-. 
32*  •'  - 
40"      "     - 

46        "     - 

49  "  - 
42    Cloudy 


Cloudy  part  of  morning. 
Light  snow  afternoon   and 

evening. 
Light   snow   till    8   A.    M. ; 

cleared   9  A.   M. ;    cloudy 

part  of  evening. 
-  Cleared  8:30  A.  M. 


11    33     46    Rain  — 


.N.W - 

.  N.  W 

.N.W,  8.  W 

.  S.  w 

.  S.  W , Cloudy    part    of    morning, 

with  light  rain  at  noon. 


-  -  Snow  before  day  ;  cleared  9 


12 
13! 
14 
15 
S  16 
17 
18 

19 

20 


40 J- Clear- 
42i  "  -- 
47"  "  - 
55  Cloudy 
48  Clear  — 
44£  "  - 
54   "  - 


Cloudy 


Cloudy 
Clear  — 

Cloudy 


51.!      "     -- 
43    Cloudy 


21   31J:  39 


22 

S  23 

24 

25 


43J  Clear  — 
53  j  "  - 
37  Cloudy 
30    Misty  . 


26    28     374 


S  30 
31 


24 
25£ 

38" 


37.!  Clear  _ 
501  "  - 
55    Rain  . 


Rain  __ 
Clear  — 

Cloudy 
Misty  - 

Cloudy 

Clear  — 

iRain  — 


52  Cloudy  Clear  — 

53  C'y  m'st  all  day 


N.W 0.01 

..... 

S.  E.,  S.  W.  -  0.42 

—  - 

N.  W.  -      -    - 

N.  W - 

N.  W. -     - 

S.  W._- 

N.  W 

N.W 

S.  W 0.04 

— 

S    W.,  N.  E. 

N.  E 



S.  W- 0.50 

W,  N.  W.       . 
S.  W.            

N.  E,    S.  E 

N.  E 0.12 

.... 

N.  E,  N.  W-  0.45 



N.  W.  __      

s.  w 

S,  S.  W 0.72 

— - 

N.  W .     . 

S.  W 0.03 





Rain  7  A.  M.  to  1  p.  jr.,  with 
hail  12:30  p.  M.;  clear 
part  of  afternoon. 


Clear  part  of  afternoon. 


Clouded  over   2:30    p.    M. ; 

rain  8:30  P.  M.  to  lip.  M. 
Clear  part  of  afternoon. 
Rain  9:30  A.  M. ;    hail    and 

snow  in  the  evening. 
Clear    part     of      morning ; 

snow  squall  4  p.  M. 


Light  rain  part  of  evening. 
Snow  and  rain  before  day  ; 

rain  part  of  evening. 
Rain  12  to  1:30  P.  M. ;  clear 

part  of  afternoon. 


Rain  all  dav  at  intervals 
till  5  p.  M. ;   bar.  29.10,  4 

P.  M. 

Cleared  8:30  A.  M. ;  cloudy 
evening. 

Rain  before  day ;  light 
showers  morning  and  af- 
ternoon. 


202 


Weather  Eecord  for  New  Brunswick,  N.  J. 


April,    1873. 


Ther- 
mometer. 


Weather. 


Q      ,3 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


'A-L 


S  13 
14 
15 
16 

17 
18 


S  20 
21 


23 
24 

25 
26 

S  27 


38      56    Clear  - 
43  !  65   C'ym'st 


Clear jAll  points.- 

all  day-  All   points.- 


42  58  'Clear- Clear -S.  W.. 
41}    56i  Cloudy  I     "     —  |N.  E.,   S.  E.. 

43  51    C'ym'st  all  day  _'E 


40}    46    Cloudy   Cloudy   E._ 


41  52  "             "       S.E. 

46  i  59  "       Hazy  ..  S.  W. 

46  47  "        Cloudy   E 

43}  57  Clear  —  Clear  —  N.  W.  - 

42"  62  "     __      "     -S.W.,  E 

or  oq  f  Rain  Rain 

d5  d9  1  Snow  8n 


lain  "1  '„• 
now  J 


E.,N 


.-  Cloudy  evening. 

.-  Rain   before  day;   shower  4 

P.  M. 

-_  Cloudy  part  of  afternoon. 

--  Clear  part  of  morning. 

_.  Rain   before   day;   thunder 

shower  after  8  P.  M. 
-  Thunder  shower  (0.03)  8:15 

A.    St.;    thunder   showers 

during  evening. 
-.  Rain  before  day. 


—  Misty  evening. 
Rain  before  day. 

.--  Cloudy  part  of  afternoon. 

—  Rain  till  8  A.  M.,  and  then 

violent  snow  storm  till  11 
A.M.  and  rain  and  snow 
rest  of  day. 


36  51 }  Clear  -  Clear  -  N 

42  54}      "     -      "     —  N.W 

42.',  57}      "     __      "     —  N.W.,  N.  E. 

39  49"      "     -  Cloudy   N.  E.,  S.  E.  - 


1.71 Cloudy  part  A.  M.  and  p.  M. 


43    Rain  —  Rain  — 
51    Cloudy   Cloudy 


F 


Clouded  over  10  a.  m.;  rain 
and  snow  after  9:30  p.  M. 


1.21 Rain  before  day;   clear  part 

of  afternoon. 

42     55    Clear—  Clear-.  S.  W.,  N.W.,  O.Ol! Cloudy   part  of    afternoon, 

with  light  showers. 

38.1    54       "     -'     "     -N.W — 

39"    47    Cloudy       "     -  N.  E.,  N.  W.  0.04 

37     40}       "       Cloudy  S.  W.,  N.  E-  0.03 
0.35 


35} 
40 


•■■■    37} 

29  48" 

30  46 


49}  C'y  m'st  all  day - 
53    Clear --Clear -. 

51}  "  -  "  - 
51i  "  -  "  - 
55}  "  -.  "  - 
61  "  -  Cloudy 
56  Cloudy  " 
60         "        Clear- 


er. W.,  S.  W. 
N.  E.,  S.  W. 

N.  W.,  W.~ 

N.  W 

N.  W 

S.  W 

S.  W 

S.  E.,  S.  W- 


Rain  and  snow  part  morn- 
ing; cleared  2:30  P.  M. 

Rain  part  ot  morning;  rainy 

evening. 

Snow  before  day. 

Cloudy    part    of    afternoon 

and  evening. 

Cloudy  part  of  morning. 


Rainy  evening  after  9  P.  M. 
Rain  before  day  ;  clear  part 
of  morning. 
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May,   1873. 


S  4! 
5 
6 
7 
8 
9 
10 

S  11 


12 
13 

14 
15 
16 
17 

S  18 
19 
20 
21 
22 
23 
24 

8  25 
26 
27 
28 
29 
30 

31 


44    Cloudy 


604  Clear— Clear - 


6241     "    - 

61*     "    - 

534  Cloudy 

51    Eain  — 
46*    58    Cloudy  Cloudy 
49      • 


Hazy . 
Eain  - 


.   S.  W Eain  10  p.  M. 

E.,  N.  E 0.48 Eain  till  2  p.  M.;   rain  again 

8  p.  M. 
N.  E Eain  before  day;    rain   part 

of  P.M.  and  part  of  ev'ing. 

N.  W 0.60 Eain  before  day. 

S.  W I Cloudy  evening. 

N.  E.,  S.  E — 

N.  E.,  S.  E.- Cherries  partly  in  flower. 


Clear.-  Clear  — 


50  65 

48  68 

464  66  J 

48"  64 

53  !  56 

504  61 

554  70 

59'  79 

604.  784 

60  774 

58  784 

66  85 

67  81 
664  76 

644 


Cloudy 
Clear  _ . 


Cloudy 
Eain  _. 
Cloudy 

Clear-. 


E. 

N.  E 

N.  E.,  S.E.- 
N.  E.,  S.  E.. 


N.  W 

S.W..N...-. 


Eain  11  A.  M. 


most  all 
Clear - 


Cloudy 
Eain  — 


most  all 
Clear  - - 


N.  W 

N.  W.,  S.  W. 
day.    N.E.— 

N.  W 

N.  W 

N.  E,  S.  W._ 

E.,  S.  E 

S.  E 

S.  E 

day.     S.  E.  - 11.41 

s.w ! 

N.  W 

N.  W.,S.  E.-1 

s.  w.,  s ' 

s.w 

n.  w.,  a  w. 

N.  W.,  N.  E. 


1.00 Clear  part  of  evening. 

0.52 Thunder  shower  1:45  A.  M.;. 

rain  10  a.m.  to  1  p.m.  and 

part  of  evening. 

1 Pears  and  cherries  flowered. 

0.20i Cloudy  part    of    morning  ; 

shower  2:50  P.  M. 
Cloudy  part  of  afternoon. 


Clouded  over  4  p.  M. 

Eain  2:15  p  M. 


Cloudy 

Clear -!N.E.,S.W. 


0.05 Eain    part     of    afternoon  ; 

cleared  7  p.m. 
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June,   1873. 


Ther- 
mometer. 


^ 

<u 

u-! 

«   j 

Weather. 


Morn-     After- 
ing.    1   noon. 


Prevailing 
Wind. 


§  £ 


■-  o   o 


S  1  50 

2  55 

3  59 

4  56.1 

5  66 

6  611 

7  63 
S  8  57 

9  55 

10  60 

11  70.', 

12  65 

13  58 

14  54 
S  15  601 

16  66 

17  69 

18  61 

19  64 

20  76* 


74  Clear  — 
78  "  — 
67  "  - 
751  Cloudy 

81  Clear  — 

82  "     - 

751  "  _. 
74        "     .. 

80  "     " 

81  Cloudy 
78  Clear- 
72  "  - 
70  Cloudy 
721 

831        " 
84    Clear - 
77        "     .. 
90        "     __ 
90       "     ._ 


.  W.,  S.  W.  - 
.  All  points  — 

E 

S.  E.,S.  W. 


21 
22 

651 
62" 

82 
734 

Cloudy 

23 

63 

70 

" 

24 
25 

621 

551 

65 
71 

Rain  .- 
Clear__  ( 

most  all 
Clear .- 


Cloudy 
Clear  - . 


Cloudy 


--  Clouded  over  10  p.  M. 


0.14: Rain   before    day;   showers 

after  10:30  p.  M. 

.  S.  W.,  N.  W.  0.14 Showers  before  day. 

All  points---  0.24J Cloudy   part   of  p.   M.  and 

ev'ng  with  rain  4  to  6  P.M. 

N.  W 

.  N.  E.,  S.  E 

.  All  points 

.  S.  W 

day.    S.  W 

N.  E 

E. 

N.  E.,  S.  E 

a  w 

aw 

N 

N.  E.,  S.  E 

W 

N.  W 

N.  W 

N.  E 


26  54 

27  56 

28  67 


S  29    68 
30   68 


75  «  __ 
80  "  - 
86    Cloudy 


821 


IS.  E.  . 

,N.  E 0.55 

Clear -N.  E.,  E L. 

_  E.,  S l. 

_a  w i- 

.  S.  W.- 


2.76 


.a  w 

.8.  W..S.  E.. 


Light  shower  before  day. 

Cleared  8:30  A.  M. 


Partly  clear  part  of  p.m.  and 

light  sprinkle  6  P.  M. 

Rain  part  of  morning;   com. 

raining  10  P.  M. 

Rain  till  1:30  p.  M. 


Northern  lights. 


Cl'red  8  A.M.;  thunder  show- 
er with  hail  4:15  to  6:15 
p.m.;  light  rain  aft'rwards. 

Cloudy  part  of  morning. 
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July,     1873. 


Ther- 
mometer. 


AVeather. 


-a      Morn-     After- 
bo 
[3         ing.        noon. 


P  T  §   = 

rrevamng    -o 

Wind.        i-2 


'3  o      o 
03  50      QQ 


86    Clear  . 


Show'rs  Clear-  S.  E.,  N.  W.-:  0.21 


Show'rs 
Clear  — 
Cloudy 
9    69      76i  Clear - 


-S.  W. 
..  S.  W— 

-  s.  w.  _ 

-IS.  W H.85' 


69 
61 
634- 


-N 

__  N.  E.,S.  E.. 
-S.E 


-!  0.01 Light  shower  5:30  p.  M. 


Showers  till  I  P.  M.;  cleared 
3  p.  M. 


light 


10  681 

11  65 

12  60 
S  13  62 

14  65J 

15  73 

16  69 

17  68 

18  70 

19  64| 
S  20  63 

21  65 

22  61 

23  65 

24  70 

25  73 

26  74 

S  27  72 


Cloudy 
Clear-. 


28 

71 

29 

73* 

30 

72 

31 

69J 

Cloudy       evening ; 
1     sprinkle  6  p.  M. 

N.  E 0.26! Cloudy  part  of  evening;  rain 

j     8:40  to  9:40  P.  M. 

—  S.E.,  N.  W.-0.54 Rain   5  to  6:30  a.m.,  and 

noon  to  1:20. 

-■-N.E,  S.'E.J—  -!—  - 

-_  S.  W Cloudy  part  of  afternoon. 

—  S.  W 0.08 Cloudy  evening  with   show- 
er 7:20  P.  M. 

--  N.  E.,  N.   W. Cloudy  part  of  evening. 

--  N.  E.,  S.  W Cloudy  part  of  afternoon. 

-_  E 0.28 Shower  3   A.   m.  ;    showers 

after  10:30  p.  M. 

Clear  —  Cloudy   E 0.30 Showers  before  day ;  shower 

Cloudy1       ''        N.  E.,   S.E during  evening. 

Clear--  Clear-  N.  W.,  S.  W 

-!n.  w 

—  N.  E.,  S.  W 

-N.  W I 

-N.  W ! 

ff.  W.,  S.  W I- 

Clouded  over  6  p.m.;  rain 

j      8  P.  M. 

iRain   before  day ;   showers 

all  day  and  evening,  after 
I     8  am. 

Rain  before  day  and  3:40  to 
j     4:30  P.  m. 

iHeavy  showers  4  to  7:30  p. 
j     Jr.  (3.55)  and  light  (0.09) 

till  10   p.m. 


87  i     "     _. 
83       " 
79    Cloudy 


S.  W.— 
Show'rs  Show'rs  S.  W. 


0.66 


C'y  m'st  all  day.  S._  W 1.64  . 

"     "        "     "      All   points.—  3.64'. 


Clear . 


Clear..  N.  W.,  N.-__ 
.      "     -  N.  E.,   S.  E.- 
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August,   1873. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


■  c  •£ 

I'S  ° 


73     85j;Cloudy   most  all  day.      S.  W. 
72     86    Clear- Clear-- S. "W. 


S    3    73}    88 


69  80S 

66  78        "     - 

63.5  79        "     __ 

65  84       "     .. 

72  81    Cloudy 


.  Cloudv   S.  W 

Clear—  N. 

.!     "    -  N.  E 

.     "    -N.  W.,  S.  W. 

.     "    -S.  w 

..S.W.,  N.  W. 


9i  69  80    Clear   -      "     -  N.  E.,  S.E.- 

S  10   68  77J  Cloudy  1     "    -  N.  E.,S.  E._ 

lli  63  78    Clear-      "     -N.E..S.  E- 

12!  64  76    Cloudv   most  all  day.     S3.  E. 

13    63  66    Rainy"  -  Rainy -N.  E 


14   63      67    Rain  --Cloudy  ;N.  E.- 


15 

63 

71 

16 

66* 

80 

17 

65 

72 

18 

63 

68 

19 

66 

74 

20 

69 

71 

21 

68 

76 

"      'N.  E 

most  all  day.     S.  W.- 
"  N.  E.,  S.  E, 

N.  E 

N.  E 


Rain  —  Rain  — 
Cloudy  Cloudy 

Rain  -  Rain  -  N.  E.—     -I  0.29: 

Cloudy   N.  E 2.01J 


0.14 
0.01 


5.29 

0.02 
0.12 
0.05 
0.14 
1.20 


OQ 


Shower  6  p.  M. 
Cloudy    part    of    afternoon, 
with  shower  1  p.  M. 
.  Shower  3:30   to  4:30  P.    M., 
and    light    rain   part    of 
-I     evening. 


Shower  5:30  A.   M. ;    cloudy 
part  of  afternoon. 


22    71  i    80   Cloudy  Clear. 


23  70 

83  Clear 

24,  58 

71.1   " 

25  59 

72   " 

26  1;;; 

78 

s.  w 

N.  W 

N. 

N.  W.,  S.  W. 
N.  W.,  E.  -- 


27  63  ?3       "     --     "     --  E.,  S.  E 

lis  .V.)  72.',      "     —      •■     -.  S.  E.,  S 

29  62j  73        "     —  Cloudy   N.  E.,  S    E. 

30  67  77    Cloudy   Clear-  N.  E.,  S.  \V. 
S  31  66  81-i  Clear--  Cloudy   S.  W.,  W.~. 


Rain  all  day  at  intervals, 
after  2  A.  M. 

Rain  till  2  p.  M.,  from  9  to 
11:15  p.m.;  3.00  in.  fell  ; 
5.29  in.  in  36  hours. 

Rain  before  day ;  clear 
part  of  afternoon. 

Ruin  before  day;  rain  part 
of  evening. 

Rain  before  day;  rainy  even- 
ing after  7  P.  M. 

Rain  before  day  ;  com.  rain- 
ing again  7  A.  M. 

Rain  before  day;  partly 
clear  part  of  afternoon. 

Rain  7  a.  m.  to  4:30  p.  M. ; 
commenced  again  7  p.  M. 

Rain   till   7:30  A.    M.,   and 
showers  9:30    A.   M.  and 
6:30  P.  M. 
0.04 Rain  till  6  A.  M. ;   shower  3 

P.  M. 

0.27 Shower  3:30  to  4  p.  M. 


.  Cloudy  part  of  afternoon. 

-  Albany  street   paved    with 
granite  blocks. 

-  Cloudy  part  of  afternoon. 

-  Cloudy  part  of  afternoon. 
Rain  10:30  p.  m. 

0.70 Rain  before  day. 

0.06       -  Rain  3:45  to  5:30  p.  M. 
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September,     1873. 


2 
3 
4 

5 
6 

S  7 
81 
9 
10 
11 
12 
13 

S  14 
15 
16 
171 
18 
19 


S  21 
22! 
23 

24 
25 
26 

27 

S  28 

29 

30 


Ther- 

mometer. 

^j 

S 

00 

*3 

a 

70 

87 

64 

78 

59 

76 

67 

82 

74 

86 

63 

Sfii 

74 

70 

Weather. 


Morn- 
ing. 


Cloudy 
Clear - 
Cloudy 
Clear  — 


After- 
noon. 


Prevailing 
Wind. 


Clear  -  S.W.. 


W. 

N.  W.,  S.  W 
.  S.  W— 


56  70 

55  '  663 
62  69 

56  :  74 


"  -Cloudy 
Cloudy  most  all 
Clear--  Clear  — 

"  -_  Cloudy 
Cloudy  Clear  — 
Clear-  "  — 
Cloudy       "     — 

Rain  —      "     _- 
Clear--1     "     — 


C'y  m'st  all  day. 
Rain  —  Rain  — 


S.  W 

N 

N.  E..  S.  E.- 
day.  N.  E._ 
N.  E,  S.E.- 
N.  E 

N.  E.,  S.  E.-- 
S.  W 

S.W — 

N.  W 

N.  W.,  S.  W. 

s.  w 

N.  E 

N.  E.,  S 

S.  E 


Cloudy 
Clear  — 
Cloudy 


Foggy  . 
Cloudv 


Clear -.IN.  W.  . 


Cloudy 

Clear  _  _ 
most  all 
Clear - 


IN.  W.,  S.W. 
N.  E.,  S.E.- 
S.  E 

In.  e 

day.  S.  E.- 
S.  W 


most  all 
Clear  — 


S.  W 

S.  W 

day.     S.  W. 
N.,N.  E.— 


H» 


0.01  Rain  before  day;  cleared 

A.  M. 


0.03, Rain    before    day;    cloudy 

part  of  evening. 


I Rain  8p.  M. 

0.92 Rain  before  day. 


Cleared  9  A.M.  ;  rainy  after 

9  p.  M. 
0.46; Rain  till  8  A.  m. 

Cloudy  part  of  morning. 


1.03; Rain  till  3  p.  M. ;   clear  part 

of  P.M.;  rain  again  9  P.  M. 
0.20 Rain  before  day  ;  cleared  9 

A.  M. 


0.04 
0.55 

(1.03 


Light  rain  till   7:30  A.  M.  ; 

rainy  evening. 
Rain  before  day. 

Rain  before  day  ;  cleared  8 

!     A.M. 


(1.32 


Cleared  10  A.  m. 

Rain  7:15  p.  M. 

Rain  before  day. 
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October,   1873. 


Ther- 
mometer. 


Weather. 


—       Morn- 


After- 
noon. 


Prevailing 
Wind. 


— 

si 

J3 

c 

s  c 

.- 

c   £ 

S     ! 

Wo5 

OQ 

REMARKS. 


62.1  Clear--  Clear-. 
64|  Cloudv  "  -. 
67  Clear'..  "  __ 
65.1  "  __  Cloudy 
71  Cloudv  Clear -_ 
71.V   "   Rain  - 


8 

9 
10 
11 
S  12 
13 
14 
15 

16  43 

17  54 

18  55 
S  19  60 

20,  63 


66  Clear-. 
63   "  _. 

62  "  _. 

63  "  _. 
62  Cloudy 
57  Clear- 
65  !  "  _. 
631-  "  . 
66 
60 
64 
71 
681 


Clear __ 


Cloudy 
Clear  — 


N.  E.,  S.  W. 
N.  W.,  S.  W. 
All  points.  _- 

S.  E 

s.  w 

S.,  X 

N 


Cleared  8  A.  M. 


Foggy.  "  - 
Clear--  "  _. 
Cloudy  Cloudy 
C'y  m'st|all  day 
Rain  --  Cloudv 


21 

50 

22    44 

23 

44 

24 

49 

25 

451 

S  26 

39 

27 

52 

28 

44 

29 

34* 

30 

32 

31 

38± 

Clear  - . 


N.  E 

N.  E 

N.  E 

IS.  E.,  S.  W.- 
S.  W.,  N.  W. 
N.  W.,  S.  W. 

s.  w 

N.,  S.  E 

s.  w 

All  points.  -_ 

E.,S.  E 

S.  W.,S.  E.~ 
S.  E 


Clear-.  S.  W 

"     -  S.  W. 

"    -Is.  w 

s.  w 

N 

All  points. 


Cloudy 


Rain  . 
Clear . 


Clear . 


S.  W.,  N.  W. 


S.W 

N.  W.,  N.  E 
N.  E 


---Rainy  evening. 
---[Cleared  10  a.  m. 

I  Light  rain  8:20  A.  M. ;   rain 

after  1:40  p.M.at  intervals. 
Rain  before  day ;  cleared  4 
p.  M. 


Clear  part  of  evening. 


Cleared  10  A.  M. 


Rain  8:30  p.  M. 
Rain   till  noon   and   6  to  9 
p.  M. 


Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 

Clouded  over  2  P.  M.;    rain 

8:30  p.  M. 
Rain  till  3  p.  M. ;  cleared  5 

P.  M. 
Cloudy  evening  with    light 
sprinkle. 

Cloudy  part  of  afternoon. 
Cloudy  evening. 
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November,   1873. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


^  s 

!  a  S 


10 
11 

12 

13 
14 

15 

S  16 

17 

18 


Cloudy 
Clear.. 

Cloudy 


C'y  m'st 

Cloudy 
Clear  - 

Cloud  y 

Clear  — 


C'y  m'st 
Cloudy 

Snow . 


Clear— W 

"     -JS.  W . 

S.  W.,  N.  W.  . 

S.  w 

S.  W.,  N 

N.  E . 

N.E 

N.  W 


Cloudy 
Clear  _. 


Cloudy 
Rain  _. 


42    C'y  m'st 

34  Clear  — 
Cloudy 
Clear  — 


C'y  m'st 


Eain 

Clear  — 

all  day- 
Clear  - 


Cloudy 
Clear  - 


all  day- 
Misty  . 

Cloudy 


W. 


N.W. 
W.,S. 


Clear  . 


Cloudy 


all  day- 
Clear  _  _ 
Cloudy 
Clear 

all  day- 


W. — 

N.  W.. 
S.  W._ 

N.  E., 
N.  E.. 


N.  W. 

N.W.. 

S  W.- 
N.  W. 
N.  W., 
N.  E., 

N.W. 

N.W. 
N.E- 
N.  W. 
N.W. 
N.  W., 


N.  E. 
W. 


N.  E 


Cleared  9  A. m. 
Cloudy  evening. 

Cleared  10  A.  M. 

Eain  1  p.  M. 

Rain  before  day  ;  showers  1 

to  3  p.  m;  cleared  4  p.  M. 
Light  sprinkle  morning  and 

afternoon. 
Clear  part  of  morning. 
Cloudy   evening   with   rain 

10  p.  M. 
Kain  before  day  and  light 

rain  part  of  afternoon. 


Cloudy  part  of  morning. 

Rain  7:30  P  M.  and  snow  9- 
p.  M. 

Snow  till  8  A.M. ;  clear  part 
morning;  2  in.  snow  on 
ground ;  barometer,  7  A. 
M.,  28.935. 

Clear  part  of  morning;  clear- 
ed 9  P.  M. 

Cloudy  parts  of  morning  and 
afternoon  with  snow  squall 


Rain  6  p.  M. 

Heavy  rain  till  1  P.  M.,  and 

light  rain  till  3  p.m.:  clear 

part  of  evening. 
Rain  before  day  and  snow 

squalls  during  day. 

Cleared  6  p.  M. 

Cloudy  part  of  afternoon. 
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December,  1873. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


10 
11 
12 
13 

S  14 
15 
16 
17 
18 
19 

20 

S  21 
22 
23 

24 
25 

20 

27 
S  28 
29 
30 
31 


24 
34 
43i 

67 

42 

38* 

36 

40* 

50 

46* 
45" 
60* 
51 

41 
45; 
50 
49 
51 
44 

43* 

35 

33* 

32" 

43 
42* 

36 

36 
41 
39 
30 
33 


Snow 
Rain  _- 
Foggy  - 

Cloudy 


Clear-. 
Cloudy 


C'y  m'st 
Cloudy 
Clear - 
Cloudy 

Clear  — 


Cloudy 
Rain  — 

Cloudy 

Clear  .. 

Cloudy 

Clear  — 
Cloudy 


C'y  m'st 
Clear 


most  all 
Rain  — 
Cloudv 


Clear -- 
Cloudy 

all  day. 
Cloudy 

Rain  — 

Clear - 


Cloudy 
Clear  — 

Snow  — 

Clear  — 

Cloudy 
Snow  1 
Rain  / 

all  day. 
Clear  - 


day.      N.  E- 
N.  E 

S.  E.,  N.  E- 

S.  W 

N.  W 

N.  E 

N  E 

N.  E.,  E 

S.  W 


N.  W.. 

s.  w... 
s.  w.~ 

N.  E— 


N.  W. . 
S.  W— 
S.  W.  . 
S.  W— 
N.  W. 
N.  E.~ 


S.  W.,  N.  W. 

N.  W 

N.  W.,  W.~ 

N.  E.,   


N.  W 

S.W.,   N.  E 

N.  E 


0.10 


N.  E._ 
W.  - 
S.  W„ 
N.  W. 
S.  W._ 


0.42 
0.05  4.00 


Snow  before  day;  rain  8  A.M. 
Rain  before  day;  foggy  even- 
ing. 
Rain  before  day. 

Cleared  8:30  A.  M. 
Cloudy  evening. 
Rain  part  of  evening. 
Rain  before  day  ;   cleared  9 
p.  M. 

Light  rain  part  of  morning. 

Rain  9  A.M.  to  5  p.m.;  clear 

part  of  evening. 
Cloudy  part  of  afternoon. 


Foggy  morning. 
Cleared  10  A.  M. 
Rain  7:30  A.  M.  to  2   p.  M.  ; 

clear  part  of  evening. 
Cleared  8  A.M.;    cloudy  part 

of  P.  m.  with  snow  squalls. 


Snow   2  p.  M.   to   8   p.  M. ; 
cleared  10  p.  M. 

Clear  part  of  morning. 

Snow  and  rain  all  day  after 

7:30  A.  m. 
Snow  and  rain  after  9  A.M. 
Snow  before  day. 


2.00  4.00 


IWI,  lill.'JIi  inc-lll' 
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January,   1874. 


Ther- 
mometer, 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


10 

S  11 

12 

13 

14 

15 

16 

17 

S  18 


20 
21 
22 

23 

24 
S  25 
26 
27 
28 
29 
30 
31 


41  Cloudy 
43 J  Eain  _. 
46  Foggy  - 
65  J  Cloudy 


46         " 
39    Rain  - 
59  I     "    - 
451  Cloudy 


24J 

35.V 
23jj 
37 

54 

34 
22 
16 
26 
39 
32 
23j| 
19 


Clear  — 

Cloudy 
Snow  .- 
Clear  — 


Cloudy 

Foggy . 
Cloudy 


Rain  _. 
Cloudy" 


Cloudy 
Clear  _- 


S.  W 

S.  W 

N.  E. 

S.  W 


-  Commenced  raining  6  P.  M. 
0.391 Rain  till  10  a  m. 


Clear    part    of     afternoon ; 

warmest  day  in  January 

I  ever  knew. 

N.  E.  —     —  0.03 Rain  7  p.m. 

N.  E 0.24J Rainy  and  misty  all  da)'. 

S.  W.—     __  2.73' !Rain  before  day,  and  light 

rain  (0.02)  9  to  11   A.  M. ; 
cleared  8  p.  M. 


S.  W 

S.AV 

S.  W.,  W- 
W.,  N.  W. 
N.  E 


N.  E.,  N.  W. 


W 

N.  W 

W 

All  points. 


Foggy  .  Rainy 

Clear _. 
Rainy  . 
Cloudy 

Clear-. 


Clear  .. 
Snow  "I 
Rain  j 
Cloudy 


Rain  — 
Clear- 


ly W.,  S.  W, 

N.  E 

N.  E.,S.  W- 
i.W 


Cloudy 
51  Rainy  . 
39  Clear- 
28  Cloudy 
31 


Cloudy 
Clear  _. 


Cloudy 


S.  W.,  N.  W. 

N.  W.,  S.  W 

N.  W 

|N.  W.,  S.  W. 
|S.  W 

!s.  W.,  N.  w. 

N.  W.,  S.  W. 
N.  E 

N.  E,  N.  W. 


Clear  part  of  morning ;  snow 
10  p.  M. 
4.00  Snow  till  10  a.m.;    cloudy 
part  of  evening. 


Ice  4  inches  thick  in  Wes- 
ton's pond ;  first  of  the 
season. 

Rain  part  of  afternoon ; 
cleared  lip.  M. 

Cloudy  part  of  morning. 


morning ;  cleared  5 
p.  M 

Rain  till  7:30  A  M. ;  clear- 
ed 2  p.  M. 

Snow  squall  7:40  P.  M.. 

Cloudy  evening. 

Cleared  2  p.  M. 

Cloudy  part  of  afternoon. 


Snow    squall     before    day; 

cleared  5  p.  M. 

4.00 
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February,  1874. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


T3 

*S  eu 

CD 

— 

Sr 

0 

c  c 

n  fe 

£ 

Sm 

□ 
00 

1  17 

2  7 


24    C'y  m'st  all  day-  N.  E 

22    Cloudy   Snow—  N.  E 

Cloudy  ,N.  E.,  N. . 


3 

17 

34 

Snow  \ 
Hail   J 

4 

29 

35 

Clear  ..- 

5 

231 

32 

"     

6 

15 

26 

"     -- 

7 

15 

26 

Cloudy 

S    8 

7 

31* 

Clear  — 

9 

8 

29 

Cloudy 

10 

25 

33 

" 

11 

21* 

34* 

Clear  — 

12 

15 

36 

" 

13 

26* 

52 

Cloudy 

14 

414 

48 

R  15 

30 

43 

Clear-- 

16 

34* 

49* 

Cloudy 

17 

30 

36 

Clear  — 

18 

20.1 

:■..-).! 

"     __ 

19 

22 

40 

Cloudy 

20 

38* 

14* 

" 

21 

40 

62 

" 

S  22 

41.1 

47 

" 

23 

39 

70* 

Foggy  - 

24 

35 

38 

( lloudy 

25 

27 

29 

26 

23 

31* 

Clear-- 

27 

25 

39* 

"     __ 

28 

24* 

39* 

Clear-. 
Cloudy 


,N.  W 

!N.  W 

All  points- 

N.  E 


Clear  -  N.  W.,  S.  W. 


Cloudy 
Clear _. 


Rain  _. 

Clear-. 


Rainy  - 
Cloudy 
Clear -- 
Cloudy 
Clear-- 

Cloudy 
Snow  — 


N.  W 

N.  W.,  S.  W. 


W 

N.  W.,  E.— 
S.  E.,  S.  W. 

N.  W 

N.  E.,  E.— 
S.  E„  S.  W.- 

N.  W 

N.  E 

N.  E.,S.  E._- 

S.  W 

SE,  SW,  NE 

E 

NE,SW,NW 


N.  W.. 
N.  E.l 


N.  E, 


N.  W.,  S.  W. 
N.  W 

N.  \V.,  S.  W, 


Snow  11:45  A.  M. 

0.24  4.00Snow  and  hail  till  10  A.  M., 
and  then  rain  and  snow 
till  2  P.  M.;  clear  part  of 
evening. 


Light  snow  before  day. 

Clouded  over  8  a.m.;  snow 

5:45  p.  M. 

8.00  Snow  before  day;  snow  flur- 
ries during  day  ;  cleared 
10  p.  M 
Cutting    ice    yesterday     at 
Weston's  mill;  8  in.  thick. 


Snow   before  day;     cleared 
8:30  A.  M  ;  cloudy  even'g. 


Rain    before  day ;     cleared 

7:30  A.  m. 
Cloudy  evening. 


Rainy  after  3  pm. 
Rain  before  day. 
Rain  before  day. 


Clouded  10:30  A.  M.;  cloudy 
part  of  evening. 
-  Clear  part  of  evening. 

Snow  8  A.  M.  to  4  p.  m.  vio- 
lently; rest  of  day  moder- 
ately. 

Snow  before  day. 

Cloudy  part  of  morning. 
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March,   1874. 


Ther- 
mometer. 


Weather. 


Morn-     After- 
ing.       noon. 


Prevailing 
Wind. 


0.9 


pqcc 


S  1 
2 
3 
4 

5 
6 


S  15 
16 


19 
20 
21 
S22 
23 
24 
25 
26 
27 
28 

S  29 
30 


43J 

52 

47* 

35 

42 

35 

21 

25 

38£ 

36 

37 

36 
S3J 


Clear- 
Cloudy 
Rain  — 

Clear  — 
Cloudy 

Rain  _. 

Foggy . 

C'y  m'st 

Clear 

C'y  m'st 
Clear 


Cloudy 
Rain  — 

Cloudy 

Foggv  _ 
Cloudy 
Clear- 


Clear- S.W 

"     -  S.  W- — 

"     -|S.  E 

S.  W.,  N.  W. 


Cloudy 
Clear  _. 
Cloudy 


Clear  _. 
Cloudy 


Snow  \ 
Eain   J 

Misty-  - 

Clear - 

all  day. 

Clear  — 

all  day. 
Clear 


Cloudy 
Rain  — 

Cloudy 

Clear - 


N. 


N.  E. 
W.— 


Cloudy 
Clear - 


Cloud  v 


W.,  X.  W.- 

N.  W 

N.  W 

N.  W 

N.  W 

N.  W 


N.  W 

N.  E.,  S.  E.. 


S.  E. 


S.  W 

N.  W 

S.W 

S.  W.,  N.  W. 
N.  W 

N.  W 

S.  W 

S.  W.  — 
N.,  S.  W. 
N.  W.— 


N.  W.. 
S.  W— 


Hazy  evening. 

Eain  till  8:30  a.m.  ;  cloudy 

part  of  afternoon. 


.  Snow  2:45  p.m.  to  9  p.m.  and 

then  rain. 
.  Rain  till  11  a.m.,  and  misty 

rest  of  day. 
Cleared  8  A.  M.;  cloudy  part 

of  P.M.  with  snow  squalls. 


Every  day  since  8th  p.  M. 
the  wind  has  been  a  gale 
from  N.  W. 

Partly  clear  part  of  morn- 
ing; rain  6:15  P.  M. 

Rain  all  day.  First  St.  Pa- 
trick's day  it  has  stormed 
all  day  in  18  years. 

Rain  before  day  ;  clear  part 
of  P.  M.;  rain  part  of  ev'g. 

Partly  clear  part  of  p.  m. 

Cleared  2  P.  M. 


Cleared  9  p.  M. 

Rain  till  7:30  A.M.;    cleared 
8  A.  M 

Rock    fish   caught   in  shad 
net  weighing  521  pounds. 
Snow  10:45  A.M.  till  4  p.m. 
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April,    1874. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


35  Cloudy  Cloudy 
45  ,C'y  m'st  all  day _ 
47  Clear— 'Clear - 
41. \  Cloudy  I  "  -- 
38.} -Clear -  Cloudy 
55  Cloudy  Clear  — 
4S    Rain  — 'Cloudy 


S  12 
13 
14 
15 

16 

17 

18! 

S  19 

20 
21 

22 

23 
24 
25 

S  26 
27 

28 


35 


50 

Cloudy 

45' 

Rain  — 

46 

Cloudy 

56 

Clear  — 

41 
46 
62 
63 

Cloudy 

50.; 

41 

Rain  — 

Rain 

Cloudy 
Clear  - 

-_  Cloudy 


48    Cloudy  IClear.. 
52       "     —  Cloudy 


N.  E., 
N.  E., 
W.  -. 
N.  W. 
S.  W. 
W.— 
N.  E.. 


E 

S.  W._ 


E. 


N.  E.. 

:N.  E., 

<&.  w., 


N.  W. 
N.  W. 


N 

;N.  W. 

S.  W.. 
S.  W.. 


,  S.W. 


46    Rain  .. 
55    Clear-. 


52 


Rain  . 
Clear . 


.    (    loll.lv 


N.  W. 
E,  N. 
N.  E, 
S.  W.. 


,  N.  E. 

E 

W.— 


47  Cloudy  jRain  — 
55  Clear  —  Clear  -- 
45    Rain  —  Rain  .. 


E 

S.  W., 

8.  W., 

E.,  N. 
'N.W. 
E 


N.W. 
N.  E. 
E 


0.(12 


0..-.0 


2.02 


46    C'y  m'st  all  day. 

54J;Clear.JClear- 
f  Snow 
\  Rain 


*42   Snow 


N.  W. 
N.  W. 

N.E.- 


I  Rain 
\  Snow 
52    Clear  — 


40 


Clear  - 


,N.  E,  N.  W. 
.W.~- 


1.60 


!.25 


.  Hail  and  rain  7  P.  M. 

-  Rain  before  day. 

-  Rain  till  9:30  A.  M. ;  clear- 
■     ed  9  P.  m. 

-  Clear    part     of    afternoon ; 

rain  8  P.  M. 

-  Rain  moderately  all  day  till 

9:30  p.  M.,  and  violently 

after  that  hour. 
Rain  before  day,  and  light 

rain  (0.01)  8  A.  M.;  cleared 

8  p.  M. 
Cloudy   part  of    afternoon, 

with      rain     and      snow 

squalls. 


Clear  evening. 
Light     sprinkles     part    of 
afternoon  and  evening. 


Cleared  7:30  A.  M. 
Clear  part  of  morning ;  rain 
7   P.  51. 

Rain    before    day ;    cloudy 

part  of  morning. 
Clouded   over   10  A.   M.  to 

8:30  p.  m. 
Rain  9  A.  M.  to  9  p.  M. 
Clouded  over  5  p.  M. 
Rain    7    A.    M.     John    V. 

Henry  died. 
Rain  before  day. 

Clouded  over  7  A.  M. ;  snow 
8:15  A.  M.  to  noon  (0.28), 
and  then  snow  and  rain. 

Bain  till  6:30  and  then  Know 
till  10  A.  M.  (0.20)  ;  clear- 
ed 4  p.  M. 
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May,  1874. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


>      o 
Ken     cc 


REMARKS. 


1 

2 

S    3 


42i 
44 


4 

42" 

5 

46 

6 

43 

7 

41* 

8 

42 

9 

51 

S  10 

63 

11 

53 

12 
13 

42 

48 

14    58 


S  17 
18 


21 


50* 


22   50 
23!  47 

S  24J  52  ! 

25'  56S- 

I 

26  58 

27  J  52 

28  55 

29  57  J 

30  59 
S  31    61 


Clear  -  W 

"     --W.,  N.- 


—  Cloudy 
Rain  —        " 

Clear  —  Clear 


Cloudy 
Clear  — 


Clear - 
Rain  .- 


Clear  - 


Cloudy 
Clear-- 


Cloudy 


!N.  W 

S.  W.,  S.  E._ 

pr.  e. 

-N.  E.,  S.  W- 

-N.,  N.  W'.— 

-S.  W 

-S.  W 

-Is.  w 

N.  E.,  S.  E.. 


Cloudy 
Clear   . 

Cloudy 
Clear -- 


Cloudy 
Rain 

Clear  — 


E,  S 

s.  w 

s.  w 

E 

N.  E.,  S.  W- 

N.W.,  S.  W. 
S.  W.-~ 


N.  W.- 
S.  W— 


N.  W 

W.,'S.  W- 


All  points.  — 

W.,  N.  W.  - 
N.  W.,  S.  W. 
N".  E.,  S.  E„ 
S.  W.,   S.  E.- 

S.  E 

s.  w 


Cloudy  part  of  morning  and 
part  of  afternoon. 

Rain  9  P.  M. 

Rain  till  9  A.  M.  ;  cleared 

8:30  p.  M. 
Cloudy  5  to  10  p.  M.,  with 

light  rain. 
Cherries  partly  in  flower. 
Cleared  10  A.  M. 

Pears  and  cherries  flowered. 
Clouded   over  5   P.  M.  to   & 


Rain  5  p.  m. 

Rain  till  noon;  clear  part  of 
evening. 

Rain  at  intervals  till  3:30 
p.  M. ;  cleared  4  p.  M. 

Clouded  over  10  A.  M.;  rain 
paijt  of  afternoon  ;  cleared 
9  P.  M. 

Rain  before  day ;  cloudy 
part  of  afternoon. 


-  Cloudy  evening. 

-  Clouded  over  10  A.  M. 
0.28 Showers  8:15  a.m.  to  4  P.M.; 

foggy  evening. 
.-Cloudy  part  of  afternoon. 


0.82 


Cleared  9  a.m.;  cloudy  even- 
ing with  rain  10  P.  M. 
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June,    1874. 


Ther- 
mometer. 


Weather. 


Morn 
ing. 


After- 
noon. 


Prevailing 
Wind. 


~  £ 


iiv. 


REMARKS. 


10 
11 

12 
13 

S  14 
15 
16 

17 

18 
19 
20 
S  21 
22 
23 
24 
25 
26 

27 

S  28 

29 


Clear--  Clear-. 
Cloudy 
Rain 


N.  W 

N.  E.,  S.  E. 
S.E 


0.60 


C'y  m'st 


all  day. 


N.  E.,  S.  E. 


'S.  E.  — 
S.  E.  .. 


Cloudy  Clear  _- 
Clear . 


30 


67  784 
65  86 
72     94 


85 


Cloudy 
Clear _. 

Cloudy 

Clear - 

C'y  m'st 

Cloudv 
Clear  — 

C'y  m'st 

Cloudy 
Clear.. 

Cloudy- 


Cloudy 
Clear - 


all  day. 
Clear _. 


all  day. 
Clear-. 


S.E..S.W.- 
W 

All  points, 


N.  E.  - 
N.  E- 


(1.60 


N.  E.,  S.  W- 

N.  W 

W 

N.  W.,  S.  W, 
S.  W 


S.  W ,  N.  W 


N.  W 

N.,  N.  E 

N.  E.,  S.  E.. 
N.  W.,  S.  W. 

N.  W 

S.  W 

N.  W 

S.  W.,  N.  W. 
All  points.- . 


N.  E..S.  E.. 

S.  W 

S.  W 


N.W. 


0.09 


Rain  before  day. 

Clouded  over  9  a.m.;   rain  4 

p.  M. 
Rain  before  day  and  misty 

till  8  A.  M. 

Light  rain  11:30  A.M.  and 
5  P.M.;  foggy  evening. 

Cloudy  evening. 
Cloudy  evening  with   thun- 
der shower  7:30  P.  M. 

Showers  9  to  10  a.m.;  misty 

evening. 
Rain  before  day. 

Cloudy  9  a.m.  to  3  P.M. 
.  Cloudy  part  of  evening. 
.  Cloudy  evening   with  light 

sprinkle. 
.  Rain  before  day;  cleared  10 

A.  M. 

Light  sprinkle  10  P.  M. 
'Cleared  8:30  A.  M. 
Cloudy  part  of  evening. 

Clear  9  a.m  to  5  p.m.;  show- 
i     er  5:45  P.  M. 
Cleared  8  A.  M. 

Warmest  since'  July  17th, 
1866;  cloudy  part  of  eve; 
shower  7  P.  M. 

Cleared  9  A.  M.  Comet  visi- 
ble to  naked  eye. 


Weather  Record  for  New  Brunswick,  N.  J.        217 

July,  1874. 


Ther- 
mometer 


Morn- 
ing. 


After- 
noon. 


Prevailing. 
Wind. 


REMARKS. 


•S      5 


65        80 


Clear  —  Clear  _. 
C'y  m'st  all  day, 
Clear-.  Clear - 


73*. 
73* 


7 

59 

78* 

8 

67 

86* 

9 

73 

85 

10  71* 

89 

11 

72i 

86 

:S  12 

70 

83 

13 

72 

83 

14 

66 

85' 

15 

69* 

89* 

16 

73 

87, 

17 

67 

79 

18 

64 

82* 

;S  19 

66 

84* 

20 

67* 

87 

21 

72$ 

77 

22 

63 

79 

23 

63 

80 

24 

62* 

80 

25 

62 

79 

•S  26 

65 

82* 

27 

70 

84 

28 

69 

84* 

29 

70* 

75* 

30 

64 

80 

31 

62 

82 

C'y  m'st 


Cloudy 
Clear-. 

Cloudy 


Cloudy 
Clear _ 


Cloudy 
Rain  _. 


Clear . 


all  day 
Clear - 

most  all 


S.  W 


S.  W.,  W.— 
w 

s.  w 

S.  W.,  N.   E 


N. 

All  points. . 

S 


Cloudy 
Clear-. 

Cloudy 
Clear- 


N.  E.,  E 

S.  W 

N.  E.,  N.  W. 
N.E.,  S.   W. 

N.  W.,  N.  E, 
N.  E.,S.  E.. 
S.  W 

S.  W 

S.E.,  S.W." 
w 


S.  W— 

S.  W- 


N.  E 

N.  W.,  S.  E. 
S.  W.,  S.  E.  - 

S.  E 

S 

S.W 

S.W 

S.  W.,  N.  W. 


N.  __. 
S.  W.. 


0.69 


Shower  6:30  to  8:45  p.  M. 

Sprinkle  9  A.  M.  and  shower 

4:30  to  5  p.  M. 
Sprinkle  11:30  A.  M. 


Cloudy  evening. 
Shower  8:25  to  8:40  A.  M. 
Showers  after  6:30  P.  M. 
Showers  before  day ;  heavy 

showers  after  6:50  P.  M. 
Showers  before  day ;  shower 

11a.  m. 
Clear  part  of  morning. 


Shower  12:50  P.  m.  ;  cloudy 
part  of  afternoon. 


Clouded     over     5    P.     M.  ; 

showers  after  8:10  p.  M 
Rain     before    day ;      light 

rain     (0.01)      at    noon; 

cleared  4  P.  m. 


Cloudy  part  of  afternoon. 

Cleared  8  A. M. 

Rain  till  8:15  A.   M   (0.55)  ; 

light  rain  till  10:30  a.m.; 

shower  3  p.  M, 
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August,     1874. 


Ther- 
mometer. 


Weather. 


Morn- 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


68    !  85 

67  80 

58  74i 
57  I  74 
571  75 

59  '  77 
64  78 


7U 


Cloudy   S.  W 
Clear 


63* 


N.  W 

"    —  |N 

"     -IN 

"     -N.E 

"   -In. w,s. w. 

Cloudy  IS.  W 


Cloudy   Show'rslS.  W..N.  E 

"     —  aoudy  IN. 
Clear— Clear   JW.,  S.  W— 


11 
12 

13 
14 
15 

S  16 
17 1  62 

18  59 

19  62 

20  65J 


-S.W.,  S.E.. 
-S.  E.,S.  W. 


72£    83    C'ym'stall  day, 
'      734  Cloudy  .Cloudy 
64     78  ! Clear— Clear 
62i|  78 

77 

84 


21 
22 

S  23 

24 
25 
26 
27 
28 
29 
S  30 
31 


Ruin 


S.  W.,   N.— 

N.E 

N.  E 

N.  E.,  S.  E.  - 
N.  E.,  S.  E.  - 
S.  W.,  N.  W. 

N.  W 

s.  w 

sw 

-N.E 


Cloudy   Cloudy  ;N.  E.,  S.  E.  - 


C'y  m'st 
Clear-. 


all  day.  N.  E.,  S.  E.- 
Clear- N.  E.,  S.  E- 
"  -N.  E.,  S.  E.- 
N.  E.,  S.  E.- 
-|N.  E.,  S.  E- 
-N.  E.,  S.  E._ 
S.  W.,  S.  E._ 
—  All  points.-  - 


Eain   3:10    to   7   p.m.,   and 
light  sprinkle  8:30  p.m. 


Showers  4:50  p.m.  and  steady 

rain  after  9  P.  M. 
Eain   before  day  ;   showers 

3:30  to  9  P.  M. 
Rain  before  day;  rain  10  a.m. 

till  12:15  p.  M.;  clear  ev'g. 
Cloudv   evening   with    rain 

10:45  p.  M. 

Cloudy    part   of    morning  ; 
cloudy  evening. 

Clear  part  of  evening. 

Mosquitoes  first  appeared. 
Cloudy  part  of  morning. 
Cloudy  part  of  evening. 


Rain  6  a.m.  to  1  P.M.;  clear- 
ed 2:30  p.m. 

Light  rain  4  to, 6  P.M.;  part- 
ly clear  part  of  evening. 

Rain  before  day;  rain  10  P.M. 

Rain  before  day. 


Cloudy  part  of  morning. 


2.35 
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September,  1874. 


Ther- 
mometer. 


Weather. 


Mom-     After- 
ing.       noon. 


Prevailing 
Wind. 


iiZ 


63 

60 
63 
6'0J 
64 
66 
64 
8'  63 
9;  63 
10   58: 


11 

12 

S  13 

14 

15 

16 
17 


18 
19 

S  20 


21 
22 
231  50 

24,  56 

25]  58 

26!  59 

S  27    57* 

28  59 

29  60 


78    Clear. 
81*      "     - 


66  Cloudy  Cloudy 
73    Cym'stall  day 

77  Cloudy  Clear- 
83  Clear  —  1  "  - 
80  "  —  "  - 
76  "  —  "  -. 
82*  "  —  "  -. 
84",     "     —      "     - 

78  I  "  -'  "  - 
70  Cloudy  Cloudy 
74 


75 


70  ,Eain 
67  I     " 


N.  W 

W 

S.  W 

N.  E,  S.E.- 

S.  E 

S.  W.,  N.  W. 
N.  W 

All  points.-. 
N.  E.,  S.E.. 

W 

All  points.-- 
N.  E.,  S.  E- 
N.  E.,  S.  E- 
S 


[S.  E.,  S.  W.. 


Eain  —  N.  E 

"    —  IN.  E.,  S.  E.- 


66    Cloudy   Cloudy 
68*!       «       I  Rain  _. 


Clear.. 


67  Clear. 
65  j  "  . 
71  "  . 
72*  "  . 
75  "  . 
75*  "  . 
71*      "     - 

68  C'y  m'st  all  day, 
65    Cloud v   Rain  — 


64   Clear— Cloudy 


K.. 


S.  E.,  N 


N. 

N.  W 

W.,  S.  W.. 

S.  W 

s.  w 

S.  W.,  S.  E. 

S.  E 

S.  E 

N.E 


Light  sprinkle  before  day. 

Clear  part  of  morning. 


w. 


Partly  clear  part  of  after- 
noon. 

Partly  clear  part  of  morn- 
ing ;  light  sprinkle  3  P.M. 

Rain  11:30  P.  M.  of  15th  to 
8:30  a.m.  of  18th  (57  hrs.) 
total  7.10;  noon  of  17th 
to  7  A.  M.  of  18th  (19 
hours),  5.02. 

Rain  till  8:30  A.M.and  misty 
and  rainy  rest  of  day. 

Rain  before  day ;  misty 
evening. 

Rain  before  day ;  raining 
again  2  to  11  p.  K. 


Cloudy  part  of  afternoon. 

Foggy  morning. 

Light  rain  before  day  and 
10  A.  M. ;  steady  rain  af- 
ter 3:30  P.  M. 

Rain  before  day  ;  light  rain 
parts  of  afternoon  (0.02). 
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October,  1874. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


10 

S   11 
12 

13 
14 
1.5 
lti 
17 
•  S  18 
19 
20 
2! 
22 
23 

21 
:S  25 
26 
27 
28 
29 
30 

31 


60  C'y  m'st'all  day. 
67 J  Cloudy  Cloudy 


62  Rain  — 

67  Cloudy 

68  Eain  — 

68  Clear - 

61  "  - 

50  C'ym'st 

48  Cloudy 

57  Clear 
63 


Rain  _ 
Clear-. 


all  day. 
Cloudy 
Clear -- 


Cloudy   Cloudy 

Clear-. 

Clear  —      "     - 


W.,  S.  W.— 
S.  W.,  N.  W. 
N.  W.,  S.  W. 

N.  E 

N.  E 

E„  S.  E 

S.  E 

E.,  S.  E.  - 


S.  E..  S.  W.  - 

S.  W.,  W.— 
N.W 

N.  E..  N.  W. 

N.  --1 

N.  W.,  S.  W. 

S.  W 

s.  w. 

N 

N.W 

N.  W.,  S.  W. 
S.  W.,  N.  W. 
N.  W.,  S.  W. 
N.  E.,  E.— 


0.06  — - 
0.35 

1.43— - 
0.82 


Cloudy 
Clear- 


Cloudy 


N.  E.,  S.  E- 
N.  E.,  S.  W. 
s.  w 

s.  w 

N.W 

N.  E.,  S.  W- 
N.  W 


W. 


Cloudy  part  of  morning. 
Cloudy  part  of  morning. 


Clear  part  of  A.  M.  ;  shower 
1 1:45  A.M.;  rain  after  6  P.M. 

Rain  till  noon  ;  com.  again 
2:15  P.  M. 

Rain  before  day;   cleared  7 

A.M. 
Showers    till   10:30    A.   M.  ; 

clear  part  of  morning. 
Cloudy  part  of  morning. 


Cleared  6  P.  M. 


Cloudy  part  of  morning. 
Cloudy  part  of  morning. 

Cloudy  part  of  morning. 

Foggy  morning;  cloudy  part 

of  A.  M.;  cloudy  evening. 
Clear  part  of  evening. 


Cloudy  part  of  evening. 
Cloudy  part  of  morning. 
Sprinkle  before  day;  cleared 

8  A.  M. 
Clear  part  of  evening. 
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November,   1874. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


1  35* 

2  36 

3  33 

4i  34 

5  35  J 

6  46* 

7  44 

8  37 

9  48 


10 

11 
12 
13 
14 
S  15 
16 


50   Clear  — 

50*1  "  .- 
52*  "  - 
55 "      "     — 

56  Foggy  - 
65*  Clear  — 
58  I  "  - 
58       "    - 

57  Cloudy 


17  40 

18  50 


21    35 

S  22    31 

23    37 


24  38 

25  28 

26!  27* 


27 

28 

S  29 


26* 


59 


Clear  — 


Cloudy  S.  W 

Clear- W 

S.  W,S.  E. 
All  points  — 
S.  W 

S.  W— 

All  points.  _ 

S.  W 

S.W.,  W.  —  :0.06 


S.  W.. 


63 

47*. 

41 

35* 

42*|Cloudy 

52  !  Clear  -. 

54*  Cloudy 

56 


Clear  _  - 
f  Rain 
\  Snow 


38*  Clear  — 
40  j  "  - 
59    Rain  — 


Cloudy 
Clear  - 
Cloudy 
Clear- 


Cloudy 


Clear  - 
Cloudy 
Rain  — 


42*  Clear  -  Clear - 
38"  "  -  "  - 
40  j  "  —  "  - 
47  !  "  -  "  - 
48.1  Cloudy  Cloudy 
56    Rain  —  Clear - 


32   Clear. 


S.  W.,  N.  WT. 

N.  W 

N.  W 

N 

S.  W 

W 

N.   E..S.  W. 
S.  W  ,  N.  W. 

N.  W.,  S.  W. 
N.  E,  N.  W. 


W 

N.  W.,  S.  E. 
S.  E.,S.W.,W. 


W.,  N.  W".  - 
W.,  N.  Wr.  - 

N.  W 

S.  W 

|s.'wVn."w! 

N.  W 


Clear  part  of  afternoon. 
Cloudy  part  of  afternoon. 
Cloudy  evening. 


Foggy  morning ;  rain  11:45 
A. M.  to  2  P.  M. ;  cleared 
4  p.  M. 

Foggy  morning ;  cloudy  part 
of  evening. 

Cloudy  part  of  afternoon. 


Cleared  7:30  p.  M. 
Cloudy  evening. 
Light  rain  during  evening. 
Rain  before  day  ;   cleared  8 

A.  M. 
Cloudy  part  of  afternoon. 

Snow  before  day  and  then 
rain  to  3  p.  M. ;  clear 
part  of  evening. 

Cloudy  part  of  morning. 

Rainy  evening  after  8  P.  M. 

Rain  till  7  p.  M.  at  inter- 
vals; thunder  shower  3:40 
p.  M. 

Cloudy  part  of  evening. 


IOi,  evening. 
Rain  with  snow  till  10:15  A. 

M. ;  cleared  3  p.  M. 
Light  snow  before  day. 
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December,  1874. 


Ther- 
mometer. 


1    21.'.    34 


Clear 


Prevailing 
Wind. 


Cloudy  IN.  E.-- 


2  28 

3  33 
41  36A 
5  363 

61  33 

7  38 

S  36.', 

9  26 

10  32.'. 


11    34      40.] 


12  29 

S  13  29 

14  3ti 

15  14.1 


21 

22 

23 
24 
2.5 
26 

S  27 
28 


.1      46 


Cloudy 
Clear  _ . 

Cloudy 


Cloudy 
Rain  — 
Clear  — 

Cloudv 
Clear - 

J  Rain 
\  Snow 
Clear  — 

Cloudy 
Clear - 
Cloudy 
Clear  -  - 
( !'y  in'st 
Clear  _. 

Foggy  - 

1  lloudy 
Clear .. 


_  _  I  Clear  -  - 
Cloudy 
Clear  — 


Cloudy 


Clear  -. 
Cloudy 
Clear  -  - 


S.  W 

S.  W 

N. 

N.  E..  S.  W. 
S.  W..S.E— 
N.  E 


S  e    .= 


N.  W. 
S.  W._ 
N.  W. 

__  W.  -- 


Cloudy 
Clear  — 


Cloudy 
Clear - 

Rain  \ 
Snow  / 
Clear - 

Cloudy 
Clear-. 


all  day 
Cloudy 


Clear . 


S.  W.,  N.  W. 
N.E.,  S.  W. 
S.  W.,  N.'  W. 

N.  W. 

s.  w 

S.  W 

N.  W 

s.  w 

N.  E 

N.,  W 

N.  E 


W 

W 

S.  W.,  W.- 

N.  E 

All  points.  _ 
S.  W 

W.,  N.  W.- 


N.  W. . 

N 


Snow  2:15  to  4  p.  M.;  clear 
evening. 

Light  rain  part  of  evening. 

Cleared  7:30  A.  M. 

Cloudy  evening. 

Rain  7:3U  P.  M. 

Rain  before  day  ;  clear  part 

of  afternoon. 
Clear  part  of  morning. 
Clear  part  of  evening. 
Cloudv  evening  with  snow 

10:40  p.  M. 
Snow  before  day;  cloudy  part 

morning  and  part  even'g. 
Snow  squall  about  noon. 
Rain  10:15  P.  M. 
Rain  till  9  A.  M. 

Cloudy  part  of  evening. 
Light  rain  part  of  morning. 
Cloudy  part  of  evening. 

Rain  and  snow  till  9  P.  M. 


Clear  part  of  morning;  rain 
3:30  P.  M.  to  7  P.  M. 

Cleared    9:30  A.  M. 

Misty  evening. 

Rain  before  day. 

Rain  before  day  and  part  of 
evening. 

Rain  part  of  morning;  clear- 
ed 3  P.  M. 
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January,   1875. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


1  13 

2  22 


.8    3 
4 


5i  29 

6  18 

7  26 

8  30 

9  27 

s  10I  i 

11  10 

12  16 

13  22 

14  29 
151  16 
16!  20 

S  17  20 J 

18  17* 

19-9 

20  31 

21  S.V 

22  25 

23  23 
S  24  17| 

25 :  28 

26  17* 

27,  16 

28  26 

29  33 

30  25 
S  31  22 


Clear  — 

Snow  "1 
Rain   J 

Clear  — 
Snow  -_ 

Cloudy 
Clear  :.. 


Snow 
Rain 


} 

Clear  — 
Cloudy 
Clear  — 


Clear  - 
Rain  . 


Rain  — 
Clear _. 


Cloudy 


34* 
36 

33i 
30 

36 

34 

35* 

13 
24 

25* 

34 
31 
25* 
26 1 
28 
20*. 

20 
20 

27.', 
39' 
32 
36  j  Cloudy   Rain  . 

Clear . 


Cloudy 
Clear -. 

Cloudy" 
Clear _. 

Snow  -- 

Clear  — 
Cloudy 
Clear-.  I 


Clear-- 

Cloudy 


N.  W 

E.,  S.   W.— 


S.  W.— 
N.  E.-~ 


N.  W.,  S.  W 
N.  E 


N.  E 

N.  W 

N.E.,S,N.W. 


W.— 
W. — 

N.  E._ 


Cloudy 
Clear  -  - 
Snow-- 

Clear  — 

Cloudy" 
Clear __ 


N.  E 

W 

W.,  N.  W.— 
S.  W.,  W.— 
N.  W. 

N.  E 

N.  W.,  S.  W. 
N.  W.,   W— 

N.  E 

N.  E.,  S.  W, 

S.  W 

N.  E 


32  Clear- 
30  j  "  - 
28.!  "  _. 
37  !  Cloudy 


Cloudy 
Snow 


35*  Clear  -  Clear  _. 

32.!  Cloudy  Snow  - 


W.,  N.  W. 

N.  W 

N.  W.,  S.  W. 
N.  E.,  S.  E. 

N.  E 

W 

N.  E 


Cloudy  ev'g,  with  hail  9:45 

Clear  part  of  p.m.  ;  cleared 
7:30  p.m.;  ice  7  in.  thick 
on  Weston's  pond. 

Light  snow  and  rain  all  day 

after  7  A.  M.  to  9  p.m. 
Cleared  2  p.  m. 
Cloudy  evening   with   light 

snow  10:45  P.  M. 
Snow  before  day  and  rain  till 
noon;  com.  rain  again  4  pm. 
Rain  before  day;  cloudy  part 

of  evening. 
Cleared  4  p.  M.  with  heavy 

wind  from  N.  W. 


Cloudy   part    of*   morning; 

hail  and  rain  10  P.  M. 
Hail  and  snow  before  day. 

Cloudy  part  of  evening. 

Snow  till  5:30  p.m.;  cleared 
6:30  p.  m. 


Rain  9  to  11:30  A.  M. 


Snow  10  a.m.  to  1  p.m.  &  rain 
till  6  p.m.;  cleared  10  p.m. 


0.24 
. !  0.08 


Cloudy  part  of  afternoon. 
Snow  before  day;    rain   3:30 

p.m.  to  6:30  p.m. 
Snow  part  of  morning,  and 

at  intervals  rest  of  day. 
Snow    before   day;    cleared 

7:30  A.  M. 
.  Light  snow  part  of  A.  M. 
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February,    1875. 


Ther- 
mometer. 


Mora- 
ine. 


After- 
noon. 


Prevailing 
Wind. 


— 

a  ? 

c 

a  — 

fe 

x-Z 

s 
00 

1 

2 
3 

4 
5 

6 
S    7 


13 

S  14 
15 
16 
17 
18 
19 

20 


21*  26  :Clear-  Clear   -N.W.,S.W.- 

14"  35  :     "     -!     "    -  N.  W.,  S.  E.- 

26  50    Cloudv    Rain  —  N.  E.,  S 

23  '.  26         "        Clear   .  W.,  N.  W.  — 

12  I  21    Clear-      "     -IN.  Wi,  S.  W. 

17}  32  :     "     -      "    -S.  W.,  N.  W. 

8  12i  Cloudy   Cloudy    X.  E 

7  20         •'        Clear  ~;N.W 


0.56 


2D 


S  21    27 

22  25J 

23  33" 


S  28 


18 


4       8    Clear-. 
21  i     "    -. 


24 


:  f  Snow 
1  Rain 


Clear   - 


Snow 
Rain 


29  Cloudy 

28  Clear  — 
17}  "  - 
194  "  - 
37  Cloudy 
22}  Clear  — 

30  Cloudy 

1Snow}|Rain 


-|N.  W. 


Clear- W, 


N.  W.,  N.  E. 
N.  E.,  S.  W... 


Snow  . 


36J 


Rain 


34  Clear  -. 
40J  Cloudy 
49    Clear-. 


Foggy 


Clear  .. 
Cloudy 


33      42.1  Clear   -  Clear 
30  I  36    Cloudy   Cloudy 


24    Clear   -Clear. 


S.  W.- 


X.  E.,N.W. 

N.  W 

X.   W 

S.  W.,  N.  W 

X.  W 

X.  E 

X.  E.,  W.~ . 


W 

N.  E.,  S.  E. 
S.  W 


S.  W.. 
S.  W. 


S.W..W.— 

X.  E.,  X.  W 


X.  W.  - 


3.50  Snow  before  day. 

Cloudy  part  of  afternoon. 

Rain  8  A.  M.  to  4  p.  M. 

-  jCleared  8  A.  M. 

Cloudy  part  of  morning. 

-  'Snow  squall  6:30  P.  M. 

-  Light  snow   part  of   morn- 
ing ;  cleared  9  A. M. 

.  Ther.  lowest  1  P.  M.  ;  cloudy 
part  of  afternoon. 


0.7(1 


3.00 


0.14 
1.06 

0.06 
3.16 


Snow  till  8  A.  M.  and  then 
rain  to  3:45  p.  M.,  and 
snow  to  5  p.  M. ;  cleared 
8  P.  M. 

Cloudy  8  p.  M.,  and  snow 
9:30  p.  M. 

Snow  before  day;  cleared  10 
A.  M. 

Light  snow  before  day. 


Clear  part  of  morning. 

Snow  8:20  A.  M.  to  5  p.  M. 

Snow  before   dav,  and   rain 
till  6  p.  M. 

Cleared  9  A  M. 

Clouded  over  3  p.  M. ;     rain 

10  p.  M. 
Rain  before  dav,     and  light 

at  9:30  A.  M. 
Rain  before  day,  and  from 

1:30  to  9  p.  M. 
Northern  lights. 
Clear     part    of     morning ; 

snow    1:30    to  4    p.    M.; 

cleared  5  p.  M. 


i.50 
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March,   1875. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Previling 
Wind. 


•a  I 


1 

13 

2 

27  a-1 

3 

20 

4 

23*1 

5 

19 

6 

28 

S  7 

31 

8 

30 

9 

25 

10 

32^ 

11 

30 

12 

35  J: 

13 

32 

S  14 

28.', 

15 

34 

16 

38 

17 

36' 

18 

17 

19 

25 

20 

25 

S  21 

20* 

22 

18 

23 

16.1 

24 

25 

25 

30 

26 

28* 

27 

35 

S  28 

36 

29 

35 

30 

34 

31 

43 

29.1  Snow  — 


S)Fl 


40    Cloudy   Clear -,S.  W.,  N.   VV. 
28*       "        Snow—  ;N.  E 


34  Clear -Clear 
30J  Cloudv  Snow 
39 

34  ! 


N.  E.  — 

|N.  E.  — 

Clear All  points- 

|n°w  \  \ts.  e.. 

Rain 


40    Snow  _-  Clear  . 


36    Clear  — 
42    Cloudy 


Cloudy 
Clear  - 


S.  W. 


421  Clear—  "  _. 
514  "  -  "  - 
36  Rain  —  Cloudy 
361  Cloudy  i  "  _. 
401  Foggy  _  Foggy  . 


Cloudy    Cloudy 


37    Clear  -  Clear  -  N.  W. — 

30  "     -      '■     -W 

31  Cloudv  Cloudy    N.  W.,  S. 

27fe}      -     -N.E.- 

32  Cloudy   Clear  —  N.E.,  N. 


N.E..N.  W- 


N.  W.,  W.  -  — . 
N.  E.,  S.  W.-  0.01 


s.  w 

s.  w 

N.E 

S.  W.,  S.  E. 

N.  E 


4.00  Snow  8  a.m.  to  5  P.  M.,  and 
then  rain  to  11  P.  M. 

[Cleared  11  A.  m. 

ISnow  7:45  A.  M.  all  day  and 

drifted  very  much. 

6.00  Snow  before  day.  * 

Snow  12:30  p.  m. 

2.50  Snow  before  day. 

Snow  1:45  P.M.  to  5  p.m.,  and 
then  rain  and  hail. 

Rain  before  day  and  snow 
till  9  A.  m.;  clear  part  of 
morning;  cleared  2  p.  M. 

Clear  part  of  evening. 

Rain  and  snow  before  day; 
cleared  10  A.  M.;  cloudy 
part  of  afternoon. 


W. 


W. 


301  Clear  - 

31$  "  _. 

351  Snow  --  Cloudv 

37  Clear— IClear" 


41* 

"  __ 

Cloudy 

51 

"  __ 

Clear - 

44 

•'  _ 

47 

"  _ 

55 

"  _ 

56* 

Cloudy 

Cloudy 

N.  W 

N.  E.,  S.  W- 
S.  W 

N.  W 

s.  w 

s.  w 

N.  E.,  W— 
N.  E.,  S.E.- 
S.  W.,  N.  W.- 
S.  W.,  S.  E- 


Cl eared  10  p.  M. 

Foggy  morning  and  evening. 

Rain"l0:45  A.  M.  to   1  p.  M. 

and  3:30  to  4  P.  M. 
Light  rain  before  day;  foggy 

A.  M. ;    clear  part  of  p.  M. 


Snow  and  hail  till  noon. 

Snow  before  day  ;  cleared  3 
p.  M. 


Snow  7:45  A.  M.  to  3  p.  M. 
Hail  and  rain  1  to  3:30  P.M. 

Clear  part  of  afternoon. 
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April,   1875. 


Ther- 
mometer. 

Weather. 

Prevailing. 
Wind. 

T3      . 
O   en 

si 

,= 

p 

% 
0 

Morn-  '  After- 
ing.       noon. 

.5  & 

MoS 

c 

0 
08 

REMARKS. 

1 

40 
54 
45 

39 

40 

67.!  Cloudy  1  Clear..  N.  E.,  S.  W. 

70  |C'y  m'st|all  day.,S.  W 

50    Rain  — iCloudy   N.  W.,  N.— 

52       "     —  Clear  ..IN.  E.,  N 

59  !  Clear          "       J  NT.  V...  1ST.  W. 

2 
3 

S     4 
g 

0.12 
0.28 

0.10 

—  - 

Rain  8  to  10  p.  M. 

Rain    till    11    a.  m.  ;    clear 

part  of  afternoon. 
Rain  till  9  a.m.;    cleared  2 

b'    39 

57       "     -      "     .. 
40    Cloudy  !  Cloudy 

Clear  part  of  evening. 

7  36 

8  afii 

N.  E.,  S.  E.  . 
S..    -. 

9 

10 
S  11 

40 
40 
43J 

42 
32J 

33 

38 

45 

31 
26J 

24 
33 
29 
30J 
35" 

38 

35 

40 
46 

11  1 

38 
39* 

44 
61 
65 

47 
35A 
50 

Cloudy 

Clear - 

Cloudy 

Rain   1 
Snoiv  J 

Cloudy 
Clear  — 

Cloudy 
Snow  _  _ 
Clear  — 
Cloudy 

Clear  — 

N.  E.,  S.  E._ 
N.  W.,  S.  W. 

0.05 

— - 

Rain  part  afternoon;  Mich'l 
Sullivan  hung  11  A.  M. 

Cleared  7:30  A.  m.  ;  cloudy 
part  of  evening. 

Cloudy  evening,  with  rain 
10:30  P.  M. 

Rain  6:30  to  8  A  M.;  rainy 
after  5  p   M. 

Rain  before  day  and  snow  all 
day  till  11  p.m.,  but  most- 
ly melts  as  it  falls. 

Cloudy  part  of  morning. 

Light  rain  before  day  and  9 
to  11:30  a.m.  and  5  to  6  P. 
M.;  snow  squalls  in  even'g. 

Snow  squalls  A.  M.  and  p.m. 

Cloudy  part  of  afternoon, 
with  snow  squalls. 

Cloudy  part  of  day,  with 
snow  squalls  in  the  morn- 
ing. 

12 
13 

14 

E 

N.  E 

N   W.  — 

0.08 
1.16 

15 

lb' 

17 
S  18 

19 
20 

56  ,     "     .. 
51    Cloudy 

36i  Clear .. 
35}      "     - 

41.',      "     - 
46        " 

s.  w.,  s 

A.11   points... 

N.  W 

N. 

N.  W 

N.W.  - 

"o.ii 

.... 

21 
22 

46 
51 
56 

57 

53J 

60 
58 
47 

60 
63 

(   li nitl \ 

Clear  — 
Rain  „ 
Clear  — 

N.W 

N.  W 

.... 

23 

/Rain 

\Snow 

Clear  — 

Rain  _- 
Cloudy 

Clear .. 

N.  W 

24 

Cloudy  2  p.m.;  rain  3:20  till 
10:30,  and  then  snow. 

Snow  before  day     cleared  7 
A.  M. 

Cloudy  evening. 
Cloudy  evening. 
Rain  till  6  p.  M.;  cleared  8 

P.  M. 
Clear  parts  of  afternoon  and 
evening ;    rainy    after    9 

P.  M. 
Cloudy  part  of  afternoon. 

8  25 

26 
27 
28 

29 
30 

N.  W 

N.  W . 

N.  E.,  S.  E.. 
N.  E 

N.  E.,  S 

N.  W.,  S.  W. 

0.42 

.... 

D.IS 

0.04 

2.84 



"""" 
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May,    1875. 


m^meteJ        Weather- 

1 
.5 

c 
0 

A 

REMARKS. 

0 

.a 

Mi 

H 

Morn-  ;  After- 
ing.    !    noon. 

Prevailing 
Wind. 

-a--1 

-  ^ 
•3  0 

1    40 J    50 

S    2    44J-1  55  i 
3    39      56 

Clear  __  Cloudy 
"     -Clear  — 

E.      .. 

Light  rain  12  to  2:30  i 

and  11  p.  M. 
Kain  before  day. 

N.  W 

N.  W 

0.05 

4   40.5    47  jEain  —  Cloudy 


61£ 
541 


43.V 
44" 


11 
12 

13 
14 
15 

■S  16! 
17 
18 
19 
20 
21 
22 

S  23 
24 
25 

26 
27 
28 
29, 
S30 
31 


73 
73J 


511   701 
58     75 


59 
56 
58 
61 

581! 


Clear--  Clear-. 
Eain  __  Cloudy 

Clear--  Clear-. 
Cloudy   Cloudy 

"       Clear _. 
Clear  —  Cloudy 


N.  E.,  S.  W.-  0.40 Rain  till  12:30  p.m.;  cleared 

;     5:30  p.m. 
N.W.,S.  W.  — -L— 
S.,  N.  E 0.09 Kain  till  10  a.m.;  clear  part 

of  evening. 

N.  W.,  N.  E. Cloudy  part  of  afternoon. 

S.  E. 0.10 Eain  till  6  a.m.  ;   clear  part 

of  morning. 

N.E.,  S.W.,E Cleared  10  A.  M. 

S.  W Clouded   over    9:30   A.  M.  ; 

j     cleared  6  p.  M.     Cherries 

flowered. 


N.  W.,  S.  W I. 

S.  W.,  N.  W.  0.12  . 


Cloudy  parts  of  morning  & 
afternoon;  shower  3  P.  M. 
Pears  flowered. 


"   -    "   -N.  w.,  a  w.i- 

"    -     "     —  N.  E,  S.  E.-l  — I. 

Cloudy   Cloudy  All  points.  __,  0.02 Clear  10  A.M.to5p.M.;  light 

rain  part  of  evening. 

Clear-- Clear— N. 

"     -      "     -N.  E.,  S 

"     -     "    -N.  E.,  S.E i 

C'y  m'st  all  dav_  S.  W 

"    "__S.  W 

Clear —  Clear--  S.  W Cloudy  evening. 

C'y  m'st  all  day.  S.  W.,_N.  W 

Clear —  Clear--  All  points.  __! Cloudy  part  of  afternoon. 

C'y  m'st  all  day- E.,  S.  W 

Rain  —  Eain  —  S.  E.,  N.  E._  0.99 Eain  all  day  at  intervals  till 

6  p.  M. 

Clear— Clear-- N.  E '. 1 

_      "     __N.   E„  S.  W I— - 

-  "     -S.  W — - '— J 

-  "     _-  S.  W Cloudy  evening. 

-|     "    -N.  E,  N [-. 

-  "     __  All  points. — 


1.77 
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June,   1875. 


Ther- 
mometer. 


Weather. 


£       —      Morn- 
o       a         trig. 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


P5dc    as 


S    6    67 


71  Clear-.  Clear-. 
70  i  Cloudy  "  _- 
67  ;  "  Cloudy 
771  Clear— Clear.. 
80  "  —  Cloudy 
77  C'y  m'st  all  day  _ 
781  Cloudy  Cloudy   S.W.,  N.  W.i0.50 


E.,  S. 
S.  E. - 
S.  E. - 
S.  W.- 
8.  W.- 
All  points- 


Cleared  8:30  A.  M. 
Light  sprinkle  7:30  P.  M. 


8  561    711  Clear  —  Clear . 

9  59"    64"  Cloudy   Rain  . 
10    573    74.!        "        Clear. 


11  60.1    80    Clear - 

12  60     79    Cloudy 


S  13  56 

14  47J 

15  54 

16  60 

17  59 

18  62 

19  57 
S  20  55 

21  56 

22  61 


67  Clear  — 
69        "     - 

74  "  - 
77.1  "  - 
77i  "  -- 
70.1  Rain  ~t 
7o"  Clear  — 

75  "  - 
801.  "  - 
821      "     - 

23  68.1    80    Cloudv 

24  71      88    Clear  — 

25  731    91.1      "     - 

26  73     801      "     -- 


.  N.  W,  S 

.  N.  E — - 

-  All  points—  -  0.05 

.  S.E 

.  8.  W .... 


.  N.  W [0.18 

Ms.  W,  S.  W.  -.— 
.  N.  W.,8.  W.  .... 

.  All  points — ! 

.  E 

.  S.  E,N.  W.-I0.6O 

.  N.W I  — 

JN.  W.,  S.  W.  —  - 

.'s.  W -.- 

.s.  w ..... 

.  S 1.60 

.  S.  W 

.  s.  w 

.  N.  E.,  8.  E-  0.30 


Light  rain  before  day;  part- 
ly clear  part  of  morning  ; 
shower  1:30  to  3:40  P.M.; 
light  rain  part  of  even- 
ing; cleared  10  p.  M. 

Cloudy  evening. 

Misty  rain  after  2:45  p.  M. 

Misty  rain  before  day ; 
cleared  10  A.  sr. 

Cleared  8  A.  jr. ;  cloudy 
evening  with  rain  10  to 
11  p.  M. 

Rain  before  day. 


Cloudy  evening. 

Rain  till  9  A. jr.;  cl'red  4  p.jr. 

Hazy  morning. 


2S    74.1    901      "     ..      "     -  8.  W — 

29    ''.'.'I    1-1   Cloudy   Cloudy   E.  0.10 


30    B6     821 


Clear  . 


0.85 


Showers  5:30  to  9  A.  M. 


Cloudy    part   of    afternoon, 

with  rain  3:10  to  4  P.  M. ; 

rain  11  P.  M. 
Rain    before    day ;    cloudy 

evening,      with         light 

sprinkles. 

Rain   before  day;    showers 

after  8  p.  jr. 
Rain    till  6    A.  Jl. ;    cleared 

8:30  A.  jr. 
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July,     1875. 


Ther- 
mometer. 


-=      Morn- 


After- 
noon. 


Prevailing 
Wind. 


'S  c 


KEMAKKS. 


1 
2 
3 

S  4 
5 
6 

S 
9 

10 
•S  11 

12 
13 
14 
15' 


17 
S  18 

19 
20 
21 
22 
23 

24 

■S  25 

26 


70  78    Clear-- Clear-. 

61  75J      "     —      "     -■ 

61i  77       "     --     •'■     -. 

63*  80       "     --     "     -. 

72  85        "     -_      "     -. 
73!  90        "     -      "     -. 

73  82    C'y  m'st  all  day. 

70  82    Clear-- Clear-. 

67  79        "     -_      "     -. 

68  77    C'v  m'st  all  day. 

71  85}  Cloudy   Clear-. 

62.!  73    C'y  m'st  all  day. 

60  8U  Clear-.  Clear.. 

68J  82"  I     "     -      "    - 
—  Cloudy 


61  75 

59  74 

64  80 

65.!  80 

72}  85! 

70*  80* 

64"  83" 

68*  83* 

j 

71*  85 

67"  1  77 

65*  70! 

63"  81! 

69  77" 


Rain  _.  Clear  -. 

Clear  -_      "     -. 
Cloudy       "     _. 

Clear--      "     _. 

" Cloudy 

"  _-  Clear.. 
"     _-  Cloudy 

Cloudy   Clear-. 

Clear  __      "     -. 
C'y  m'st  all  day. 


Clear-_  Clear  _. 
Cloudy       "     -. 

"  —  Rain  -. 
Clear-.  Clear-. 

"     -  Cloudy 


W.,   N.  W. — Cloudy  part  of  morning. 

All   points 

W.,  S. ._  Albany  St.  bridge  bought  by 

the  county  and  made  free. 

;S.  W Cloudy  parts  of  a.m.  and  p.m. 

S.  W Cloudy  part  of  morning. 

S.  W 0.55 Shower  8  to  9:30  p.  m. 

All  points. 

N.  E.,S.  B 

S.E Cloudy  part  of  evening. 

S.  E 

N.  W. 0.02 Rain    before   day  ;    cleared 

8  A.  M. 

N.  E.,  S.  W 

S.  W Light  rain  about  2  p.  M. 

N.  W.,  W 

S. 0.05 Clear  part  of  P.  M.;  showers 

12:10  and  2:30  P.  M. 

E.,  N.  E 1.26 Heavy  rain  till  7:30   A.  M.  ; 

showers  till  1  p.m.;  clear- 
ed 4  p.  M. 

N.  W 

E.,S.W.,N.W.  0.22 Light  rain  6  a.m.;  cleared  8 

a.m.:  shower  1  p.m. 

N.W 

S.  W 

s.  w 

All  points. Rain  11  p.  M. 

S.  W.,  N.  W.  0.11 Rain  before  day  ;  cleared  10 

A.   M. 

N.  E.,  N.  W 

N.  W.,  S.  W 

S.  W 0.74 Shower    11:55    A.    M.;    and 

heavy  shower  3:35  p.m.  to 
4:05  p.  M. 

S.  W 0.07 Shower  8:15  P.  M. 

N.  W 0.04 Rain  9:30  to  11:30  A.  M. 

S.  W.,  N.  E._  0.88 Rain  8:15  A.  M.  to  9  p.  M. 

W.,  S.  W 

N.  E Clear  parts  of  afternoon  and 

evening. 


3.94    — 
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August,   1875. 


Ther- 

Weather. 

T3      . 

mometer. 

S  J     a 

to 

Prevailing 

"§  C       a                         REMARKS. 

0) 

1 

J 

Morn- 

After- 

Wind. 

CO  '"        '" 

a  2-      * 

S 

.£? 

.So      0 

& 

0 

Hi 

— 

ing. 

noon. 

«  c      a 

S    1 

64 

71    Clear __ 

!                        1 

Cloudy   N.  E.,  S.  E : Clear  part  of  afternoon. 

2   611 

621  Rain  - 

Rain  -_  N.  E 1.15 Rain  till  5  p.  M.,  and  misty 

part  of  evening. 

3 

57 

731  Cloudy 

Cloudy   All  points.--  0.54 

clear  part  of    afternoon  ; 

• 

shower  8  to  9  p.  M. 

4 

67  J 

81 

Cy  m'st 

all  day.  S.  W.,  S 

0.08 'Shower  4:40  p.  M.  and  light 

1     rain  during  evening. 

5 

69 

80 

Cloudy 

Clear-- 

N.  E.,  S.  W.- 

0.10 

Rain   before  day  ;  cleared  8 

6 

66 

82 

Clear  — 

"    -S 

0.04 

Shower  12:45  p.  M. ;  rain 
11:15  p.m. 

7 

66* 

79 

Cy  m'st  all  day.  IS.  W 

0.52 

Showers  till  '5  A.M.;  showers 

S    8|  69 

781  Cloudy  IClear"—  IS.  W 





6:35  and  8:40  P.  M. 

9    66 

81     nioar              "             IS    W 

_ 

10   64 

811 

"     _.i     " 

S.  W 



11    69 

761 

Rain  — 'Cloudy 

All  points.-- 

3_.68 



Showers  6  a.m.  to  1:30  p.m.; 

clear  part  of  afternoon. 

12   71 J 

82 

Cloudy 

Rain  — 

S.  W.,  S.  E.- 

0.47 



Clear  part  A.  M. ;  rain  12:25 
to  5:30  p.M.;cleared  6  p.m. 

13    72 

83 

Cy  m'st 

all  day- 

S.  W 

0.53 



Clear  9  a.m.  to  4  p.  M. ; 
rain  5:15  to  9  P.  M. 

14    71 

81 

Clear 

Cloudy 

W . 

0.05 



Rain  before  day ;  clear  part 
of  afternoon. 

S  15   70 

81 

"     __ 

" 

S.  W.,  S.  E._ 

Foggy    morning;  clear  part 

of  afternoon. 

16    72 

814 

801 

Cloudy 

Clear- . 

Cleared  10  A.  M. 

17    721 

S  E 

Foggy  morning  ;  cleared  10 

A.  M. 
Showers   till   12:30   P.    M. ; 

18 

72 

80    Show'rs 

„ 

SE,  SW,  NW. 

0.50 

cleared  1  P.  M. 

19 

70A 

82   Cloudy 

SI  1  dear 

S.  E    S.  W 

Foggy  morning ;  cloudy 
parts  of  afternoon. 

20 

G'.l.i 

«     '_ 

S.  W 





21 

66.1 

801       "     .. 
78    Cloudy 

s  w 

S  22 

65" 

Cloudy 

s.  w 

0.15 



Clear   part   of  A.   M. ;  rain 

5:15  to  6:45  p.  M. 

23 

62i 

67 

Rain  — 

N.  E 

0.27 



Rain  part  of  morning  and  1 

to  7  P.   M. 

24 

62 

69   Clear  — 

( lloudy 

N.  E.,  S.  E- 



ILight  rain  6:30  p.  m. 

25 

611 

72        "     „  Clear "~ 

N.  E.,  E 





26 

60 

7:;        "     .. 

"     _ 

N.  E.,  S.  E.- 





27 

59 

731      "     .. 
75        "     .. 

" 

28 

61 

N.  E.,  E 



S  29 

64 

77        "     - 

"     _. 

S.  E..  S.  W. 



Cloudy  part  of  morning  and 

30 

654 

81        "     .. 

"     __ 

W.,  X.  E. 



!    part  of  afternoon. 

31 

67 

82        "     „ 

"     -- 

8.08 

~ 
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September,  1875. 


Ther- 
mometer, 


Wind. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-a 

S£ 

a 

St 

z  = 

a 

CO 

— - 

11 

S  12 
13 


80    Clear. 


17 
18 

S  19 
20 
21 
22 

23 
24 
25 

S  26 

27 
28 
29 
30 


41.1 

41 


47 
53 
57 
57* 


Clear-. 


.  Cloudy 


63  "  -Clear- 
ed "  -,  Cloudy 
70*  Cloudy  I       " 

72.V  C'y  m'st  all  dav_ 
73*  Cloudy   Cloudy 


N.  E.,  S.  E.  _ 
N.  E.,  _  S.  E- 
All  points — 
S.  W.,   N.  W. 

N.  W 

S.  W.,  N.  W. 

N.  W 

N.  W.,  S.  W. 

s.  w 

S.  W.,  N.  E._ 


N.  E,  S.  E„ 
N.  E.,  S.  E._ 

N.E 

N.E.,  S.  E._ 
S.  W.,  S.  E._ 


Rain  -  S.  W.,   S.  E. 


Clear- Clear -W.,   N.  W. 

"     -|     "     -  N.  W 


52*  Bain  — 


Cloudy 
Clear-- 


60 

62* 

65*     "     . 

63*  Rain  — 

70  Clear - 

71  I  "  - 
70^  Cloudy 
75    C'y  m'st  all  day - 


Cloudy 
Clear- 


N.E 

N.  E.,  S.  W. 

N.  W 

N.  W 


o.:;o 


Cloudy  part  of  morning. 


0.30 


N.  W.,  S.  W.  - 

w.,  s.  w 

s.  w 

N.  W 0.10 


s.  w 

s.  w 

N.  E.,  S.  E.. 
s.  w 


Cloudy  part  of  morning;  rain 
2:45  to  5:15  p.m.  ;  cleared 
7  p.  M. 

Light  sprinkle  8:20  p.  M. 
Eain  6:30  to  8   A.  M.;   clear 
part  of  a.m.;  cleared  9  p.m. 

Clear  part  of  a.m.;  rain  4:45 
to  7  p.m.;  cleared  8  p.m. 

Foggy  morning  ;  light  rain 
P.M   and  ev'g  till  10  P.  M. 

Cloudy  part  of  afternoon. 

Clouded  over  6  p.  M.  ;  rain. 

10  p.  M. 

Eain  till  11  A.  M. 
Cleared  8:15  A.  M. 

Cloudy    part    of   afternoon 

with  light  rain  4  p.  m. 
Frost. 

Cloudy  evening. 

Eain  till  8:30  a.m.  ;   cleared 

11  A.M. 


Cleared  10  A.  M. 
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October,   1875. 


Ther- 
mometer. 


—       Morti- 
se 

K  i    ing' 


After- 
noon. 


Prevailing 
Wind. 


2g 


S  10 
11, 

12 
13 

14 

15 
16 


S  17 
18 
19 
20 
21 
22 
23 

S  24 

25 
20 

27 

28 

29 

30 

S  31 


57      68    Cym'stall  day. 
Clear __ 


611  Clear  _- 
65"  "  _. 
69.!  «  _. 
72  Cloudy 
60  Rain  __ 
64       "     __ 

63   Clear.., 

58  "  __' 
581  C'v  m'st 
50    Cloudy 

52  "  1 
491  Clear- 

55  "         I 

56  C'y  m'st 
581  Rain  — 


Rain  . 

Clear . 


all  day. 
Cloudy 


all  day. 
Cloudy 


N.  E.,  N.  W.1  0.05 


N.  W 

S.  W - 

S.  W. — - 

a  w — . 

n'."e7n."I"-  079 


—  Rain    before    day;   shower 
3  p.  M. 


Cloudy  part  of  afternoon. 

Foggy  morning. 

Rain  7  A.  M. 

Rain  till  9  A.  M. ;  cleared  at 

noon. 
Cloudy  part  of  afternoon. 


54    Clear.- Clear -- 

59  "  -  "  - 
54  Cym'stall  day. 
581  Clear —Clear  _- 
66*  "  I  "  ._ 
68"  "  I  "  - 
681  "  __  Hazy-- 
69        "     -  Clear  - 

70.i      «         I     «     __ 

60  C'y  m'st  all  day. 
06    Clear-- Clear -- 

53  "     ._      "     .. 

62  "     _.i     "     .. 

62  Cloudy    Rain  -- 

47  Clear--  Clear-- 


N.  W.,  S.  W.  — 

N.  W.,  N.  E 

N.  E.,  S.   E Rain  9  p.  m. 

N.  W 0.12 Light  rain  at  intervals  till 

9  A.  M. 
Cleared  8  A.  m. 


N 

n.  w.,  a  w. . 

N.  E 


N.  E 

SE,  SW,  NW, 


N.  W..S.  W. 
All  points.  -- 
N 

N.  W.,  S.  W. 

a  w 

s.  w 

a  w 

a  w 


a  w.,  n.  w. .... 

N.  E,   S.  E 

S.  W.,  N.  W.  0.45 

n.  w.,  a  w.|— 

All  points. 

a  E. 

W 


Cloudy  part  of  morning; 
cloudy  evening. 

Misty  and  rainy  parts  of  af- 
ternoon and  evening. 

Rain  till  10  A.  M.  and  from 
1  to  4  p.m.;  clear  parts  of 
afternoon  and  evening. 

Cloudy  evening. 


Cloudy    parts    of    morning 
and  afternoon. 

Rain  9:30  p.  M. 

Rain    before    day ;    cloudy 

part  of  afternoon. 
Cloudy  part  of  afternoon. 
Cloudy  evening. 
Rain  12:40  P.  M.  to  11  P.  M. 
Cloudy    part   of    afternoon 

with     snow    squall    3:35 

P.  M. 
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November,    1875. 


Ther- 
mometer. 


—      Morn-    After- 
tuD   '     . 
vj        ing.       noon. 


Prevailing 
Wind. 


.-0    . 

<8 

"qj  pfl 

-a 

§    E 

_E 

'O    - 

a  S 

s 

S   B 

B 
CO 

H  38 
2i  34 
3  32 
4!  35 


44  jC'y  m'st  all  day. 
44J  Clear  'Clear  __ 
44"  "  -  "  - 
40    Rain  —      "     -- 


5    33*    42 


6 

3H 

a  7 

32 

8 

39 

9 

31 

10 

37* 

11 

40* 

12 

37* 

13 

40 

S  14 

45 

15 

38 

16 

42 

17 

34* 

18 

29.', 

19 

38 

20 

42 

S  21 

34 

22 

29 

23 
94 

27 
41 

251  32 
26   31 

27 1  42*; 
S  28 ;  30 

29  42 

30  12 


Clear  - 


_-  Cloudy 
—  Clear  — 


Rain  —  Rain  _  .  N.  E. 


Clear  — 

C'y  m'st 
Cloudy 

Clear - 

Cloudy 


W 0.03 Snow  after  9  p.m.  to  11  p.m. 

N.  W. i Snow  squall  11:15  A.  M. 

N.W.,S.W — - 

N.  E 0.35 Rain  till   noon;    cleared  4 

p.  M. 

N.  W.,  E Cloudy  parts  of  morning  and 

afternoon. 

N.  W.,  S.  W — . 

S.  W j Clouded  over  3  P.  M. 

N.  E I Cloudvpart  of  morning. 

N.E.,  S.  E ;. 

1.28! Rain  6  A.  M.  to  3:30  P.  M., 

misty  till  6  p.  M.  ;   clear- 
ed 8  p.  M. 
Cloudy  part  of  morning. 


Clear-  N.  W 

"    -S.  W 

"    -|S.  W.-— 

all  day.|All  points 


Cloudy 
Clear  — 


Cloudy 


N.  E.,  E 

N.E..N.W-  0.23 


Clear __  Clear  _. 
Cloudy   Rain  -. 

Clear--  Clear  _. 

Cloudy    Rain  _. 

Clear  --Clear-. 
— !  Cloudy 
__  Clear-. 


N.  W — 

S.  W . 

s.  w 0.10 

N.E.,S.,N.W.  0.10 

N.  E.,N.  W..  0.03 


All  points. 

N.   E..S.W.  |1.42 


W.,  N.  WT.-_ 
N.  E.,  S.  E.  - 
N.  E.,  S.   W 


N.  W. 

N.  E.,  S.    E. 
W.,  N.  W 
N 


1.37 


Cloudy  evening. 
Rain  7  to  9  P.  M.  and  misty 
afterwards. 

Rain  8:30  A.  M.  to  3:30  p.m.  ; 

cleared  4  p.  M. 
Snow  squall  11:15  A.  M. 
Cloudy  evening. 
Rain  before  day. 
Rain   10  A.   M.  to  1pm; 

cleared  7  y.  M. 
Rain  9  to  1 1  A.  M. ;  cleared 

5.30  P.  M. 

Light  snow  before  day  ;  rain 
8  A.  M.  to  11  p.  m. 


Rain  10  A.  M.  to  noon,  and  2 
p.  M.  to  8  P.  M. 


Clouded  over  8  A.  M. 


River   frozen   over ;    cloudy 
evening. 
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December,  1875. 


Ther- 
mometer. 

Weather. 

3  a 

a 

Prevailing. 

*a 

m 

Wind. 

2.5 

_B 

EEMARKS. 

0 

Q 

01 
& 

O 
Hi 

W 

Morn- 
ing. 

After- 
noon. 

a  * 

=  0 

O 

a 

t/2 

1 

14      23 

r.lnndv 

Cloudy   N. 

Cleared  6  P.  M. 

2 

15      30    Clear  - 

Clear    .  N. 

3 

15}    34  '     "     - 

Cloudy   N.  E.,_S.  W. 





Clouded  over  4  p.  M. 

4 

33     38   Cloudy 

Light  sprinkle  before  day  ; 
clear  part  of  evening. 

S    5 

30     37  1      " 

Rain  __ 

N.  E 

Clear  part  of  morning;  light 
rain  during  afternoon  and 
steady  rain  after  7  P   M. 

6 

33      36.!  Rain  — 

Cloudy   N.  E. 

0.95 



Rain  till  7:30  A.  M. 

7 

35.1    39j  Cloudy 

Rain  -  N.  E.  - 

Com.  raining  about  noon. 

8 

34  |  38    \  *ain 
I  bnow 

Rain  \ 

Snow  J 

N.E 

0.70 

Rain  and  snow  till  7:30  A.M.; 
clear    part   of    morning  ; 
rain  &  snow  noon  to  7  p.m. 

9 

351    43.',  Cloudy 
35.1    S9J 

Cloudy   N 

Foggy  morning. 
Cleared  9  A.  M. 

10 

Clear  — 

N.  W. - 

11 

32 

3S| 

Cloudy 
Clear - 

S.  W.— . 

S  12 

35£ 

44" 

N.  W 

Cleared  10  A.  M. 

13 

341 

43    Clear  — 

S.  W.,  W.  - 

Cloudy    parts   of  A.  M.  and 
p.  M.  with  snow  squalls. 

14 

30 

331      "     .. 

"     " 

W.,  N.  W.  - 

— 

— 

Cloudy  parts  of    A.  M.    and 
P.  M.  with  snow  squalls. 

15 

23 

341      "     __ 

Cloudy 

N.  W.,  S.  W. 

0.01 



Light  snow  part  of  evening. 

16 

31     43       "     . 

" 

N.  W.,  S.  W. 





Light  rain  after  8:30  p.m. 

17 

35 

36        "     - 

Clear  — 

W.,  N.  W— 

0.02 

.... 

Light     rain     before     day  ;. 
cloudy  part  of  afternoon. 

18 

16 

17.; 

231      "     - 
24        " 

" 

N.  W 

S  19 

W    N    _. 

20 

bl 

29        "     - 

»     '_'_ 

N.  E.,  S.  E.  - 



Cloudy  part  of  afternoon. 

21 

21    45 

S  W.  - 

Cloudy  evening. 
Rain  before  day. 

22 

40  1  56       "     - 

"     — 

W 

0.21 

23 

42  f  60       "     _- 

« 

s  w 

Cloudy  part  of  evening. 
Cloudy  part  of  morning. 
Rain  before  day  and  part  of 

24 

37     39       "     — 

Snow  1 
Rain   / 
Cloudy 

E 

25 

351    42    Cloudy 

N.  E.,  W.— 

0.47 

morning  ;  cleared  6  p.  M. 

S  26 

34      411 

" 

N.  E.,  E 





Misty  and  foggy  evening. 

27 

37i    49    Rain- 

Clear - 

N. 

0.21 

Rain'  till  7:30~A.M  ;   cleared 

10:30  A.  m. 

28 

28 

35    Cloudy 

Rainv  - 

N.  E._ 





Rain  11  A.  M. 

29 

33 

38    Rain  -- 

Cloudy    N 

0.10 



Light  rain  till  9  A.M.;  rainy 

evening. 

30 

351 

431        " 

Foggy  - 

N.   E.,  S.  E.- 

0.09  ... 

Light  rain  till  8  a.m.;  misty 
evening. 

31 

40 

441  Cloudy 

Cloudy 

S.  W.   _ 

0.01  .... 

Light  rain  before  day;  foggy 
evening. 

2.77  — 

Ituln  and  melted  hiiow  lor  187.ri— M.xil  inchi 
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January,  1876. 


Ther- 
mometer. 

Weather. 

0 

i-l 

ho 
W 

Morn- 
ing. 

After- 
noon. 

43 

54 

Cloudy 

Cloudy 

Prevailing 
Wind. 


1 

S    2 


S.W.. 


47  i  66   Foggy 


S.  W.. 


3!  45  '  50}  Clear  —  Clear  — 


4   30} 

35 

"    ._ 

"     _. 

5    21 

41 

" 

"     _ 

6    38 

48 

C'y  m'st  all  day. 

7    31 

404 

Cloudy   Clear-. 

8    32 

46 

Clear  — 

Cloudy 

S    9;  43} 

57 

Cloudy 

" 

10    39 

42 

" 

Clear  - 

11    21 

29 

Clear  - - 

"     _. 

12    20 

31 

Cloudy 

"     _. 

13 
14 
15 
S  16 
17 

18 


27  Clear  .-  "  - 
31        "     —  Cloudy 

40  "     -        " 
48}  C'y  m'st  all  day_ 
47    Cloudy  Cloudy 

58}  Foggy -j      " 

59    Cloudy   Rainy  _ 

41  Clear— Clear - 
43  "  —J  "  - 
30}  Cloudy   Cloudy 


Clear  part  of  A.    M.;  foggy 

and  misty  evening. 
0.09 Clear  8  A.  M.  to  3  p.m.;  rain 

4  to  6:30  p.  M. ;  clear  part 

of  evening. 
N.  W. ! January  2    warmest  day   in. 

January  I  ever  knew. 

N.  W j  — 

N.  E.,  S.  W. : Cloudy  evening. 

S.  W.,  N.  W. Light  sprinkle  part  of  A.  M. 

N.  W.,  S.  W. Clear  part  of  morning. 

S.  W. Light  rain  part  of  evening. 

S.   W. 1 Partly  clear  part  of  evening. 

S.W.,N.  W._  —  — 

S.  W.,  N.  W. : Light  snow   part  of  after- 
noon ;  cleared  4  p.  m. 


W.,  N.  W 

S.  W 

S.  W 

|s.  w 

S.  W 0.25 


Clear  part  of  evening. 
Clear  part  of  evening. 


S  23    25     42 


S30 
31 


38}  C'y  m'st  all  day- 
37}  Cloudy  Cloudy 
33    Clear  _  -  Clear  - . 


26}    41. 


fcnow 
Rain 


Cloudy 


47}  Cloudy         " 

57 

31    Clear -Clear  __ 
35    Cloudy   Cloudy 


Rain  before  day  ;  clear  part 

afternoon  ;  foggy  evening. 
E.,  S.  W 0.01 Light    rain   part  of  A.   M.  ; 

clear  part  of  evening. 
S.  W -  _-  Light  rain  during  P.  M.  and 

heavv  rain  after  6  p.  M. 

N.  W -  0.38 Rain  before  day. 

S.  W.,  N.  w L 

N.  E Light  snow  after  4:15  p.  M.,. 

and  misty  after  9  P.  M. 
S.  W 0.19 Rain  before  day  and  from  8 

A.  m.  to  1  p.  M. 

N.  W. 0.03 Rain  and  snow  before  day. 

S.  W .--  Clear  part  of  morning  and 

part  of  evening. 

Snow  before  day  and  rain 
till  11:30  A.  M. ;  clear 
part  of  evening. 

.N.  E Clear  part  of  morning;  fog- 

gy evening. 

S.  E.,  S.  W.-  0.04 Light  rain  part  of  after- 
noon ;  clear  evening. 


N.  W.,  W 
S.,  S.  W.- 


0.22 


N.,  1ST.  E. 
N.  E 
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February,   1876. 


Ther- 
mometer. 


2  S 

03  O 

a     4 


x 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


Sg 


«x 


REMAKES. 


5 

3    6 

7 
8 
9 

10 
11 


12 

S  13 
14 


33 
26 
15J 

21. 1 
11* 


43*.  Cloudy  Cloudy 
30  "  Clear  . 
25    Clear   -Cloudy 


32   Snow 


23.1  Clear 
32        "     . 


S — - 

N.  W 0.56 

N.  W.,  S.  W 

W,  N.  W : 


Clear   - 
Cloudy 


N.,  N.  E.  - 
N.  E.,  S.  E. 


-161  "  __  Clear  - 
43*  "  __  "  .. 
47*  Foggy  .  Cloudy 

47*  Clear   -        " 
50"  Cloudy 


53  Clear  ._  Clear-. 
55  "  -_  Cloudy 
44   Rain  _.  Misty  . 


0.57 


s  w.,  w. 

N.  W 

S.  W.,S.  E._  0.07 

N.  W.,  S.  E. 

S.  E.,  S.  W.-  0.01 


15   35*    56.1 


Cloudy 


16    30     36    Clear   -  Clear. 


17 
18 
19 

S  20, 
21 
22 
23 
24 
25 
26 

S  27 
28 


29.1 

32" 

28 

36*. 

271 

34 

19* 

12" 

19 

26 

27 

28 


35  C'ym'stall  day. 
39  "  (l  "  " 
46*  Clear-- Clear.. 
44  "  -  "  - 
39  "  -  Cloudy 
40*  "  ..Clear  . 
24"  "  -  "  .. 
28        "     _-      "     - 

36  "  ..  "  - 
39  Cloudy  "  _- 
34  "  Cloudy 
32    Rainy  .  Misty  - 


W 

S.W 

E..N.E ^.70 

N.  E.,  S.  W.  1.2S 


W. 


29    28*    36   Cloudy   Cloudy 


W.,N.  W 

N.  W 

S.W 

N.  W.  — . 
All  points. 
N.  W.,  IS.  WJ  0.60 

N.  W 

N.  W 

N.  W.  ... 
All  points 

N.  E 

N.  E 0.23 

N.  E.,  N.  W.-  0.05 

4.07 


1(1.00 


Misty   part    of    afternoon ; 

rain  9  P.  M. 
Rain  before  day  ;    cleared  9 

A.  M. 
Light  snow  3:30  to  4  p.  m., 

and    steady    snow   storm 

after  6:30  P.  M. 
Snow  till  9  A.    M. ;    cleared 

5:30  P.  M. 

Clouded  over  8  A.  M. ;  rain 

after  5  p.  M. 
Rain  before  day. 

Light  rain  2  p.  M. ;  rain 
10:30  p.  M.  to  11:30  P.  M. 

Cleared  6  p.  M. 

Light  rain  part  of  after- 
noon ;  partly  clear  part  of 
afternoon. 

Rain  at  intervals  after  7  P.M. 
Rain  till  1  p.  M.,  and  misty 
i     rest  of  day  with  thunder 

shower  10:30  P.  M. 
Rain  till  3  p.  M. ;  clear  part 

of   evening.     Bar.    12:30 

p.  m.,  28.975. 
Cloudy    part    of    afternoon 

and  part  of  evening. 
Snow  squalls  all  day. 

Cloudy  part  of  evening. 

Snow  and  rain  9:30  p.  M. 

Rain  before  day. .  Seal,  4 
feet  long,  caught  below 
town  in  frost  fish  net. 

Cleared  10  A   M. 

Rainy  evening. 

Rainy      morning     till     1 1  ; 

light  snow  after  9:30  P.M. 
Snow  before   day,  and    part 

of  morning ;    clear   parts 

of  afternoon  and  evening. 
No  ice  crop  gathered   here 

this  Winter. 
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March,    1876. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


'U      . 

<U 

a>.£ 

0 
a 

S  5 

1-s 

c 

£ 

Mm 

m 

REMARKS. 


1    30*.    35    Cloudy   Cloudy   W. 


2    26 

31  2H 
4  23" 
5.  30* 

61  37 


34  C'y  m'st  all  day  - 

35  Clear  _-  Clear  — 
40  !  "  -  "  - 
52  I     "     —      "     - 

57i;      "      -        "      - 


55    Cloudy 

46  iClear-- 
48*1  "  _- 
4 \\  Cloudy 


N.  E.- 
N.  W. 

w.,  s. 
s.  w._ 

S.  W.- 
S.  W.- 

s.  w., 

.  jSt 

.  N.  E., 
.  E 


Light  snow  part  A.  M.,  and 

I     snowy  evening  after  5:20. 
2.00  Snow  before  day. 


N.  W.  0.09  . 


-  Cloudy  part  of  morning, 
with  sprinkles  of  rain. 

.-  Cloudy  part  of  evening. 

.-..  Rain  before  day  and  part  of 
morning ;      cleared    4:30 


S.  E.- 


S  12    35 

131  37* 
14|  23 

15  242 

16  28* 


39  i      " 
48    Rain  - 


17 


18 
S  19 


34      46 


Cloudy 
Clear  - 


Clear  — 
Cloudy 
C'y  m'st 
Clear.- 


32 

32  J 

32    Cloudy 
47    Rain  -. 


22  26.1 

23  30.1 

24  30 

35 


38  Clear- 
40  Cloudy 
47  Clear-. 
Snow  1 
Rain   J 


50 


Rain  — 

all  day  _ 

Clear 

Snow  \ 
Rain  j 

Cloudy 

Clear  — 

Cloudy 
Rain  — 


E.,  S. 
N.  E„ 
N.  W 
N.  W 
N.  E„ 


--[Light  rain  8:30  to  9  A.  M. ; 
cloudy  evening. 
E Misty  after  5:30  p.  M. 


Thunder  showers  before  day; 
rain  till  6:30  A.  m  ;  clear- 
ed at  noon. 
Rain  9:30  at   intervals   till 
9:30  P.M.;  clear  part  eve'g. 

N.  E..  N.  W.  0.07 iFoggy  a.  m.  ;  snow  and  rain 

;     7:40  to  10:30  a.  m. 

N.  W. ,Cloudy  part  of  morning  and 

N. j     part  of  afternoon. 

N.  E.,  E 'Snow  3  p.m.  to  9  p.m.,  and 

then  heavy  rain;  bar.  30.33 

W.  — .         -   1.80 Rain  till  7:20  A.  M. ;   clear 

part  of  morning ;  bar. 
29.24. 


E.,  S.  E.. 


S  26    40V  49    Clear -Cloudy   W. 


27 


29  36* 
30l  33 
31    34.1 


44*     "     _. 
55    Cloudy 


Clear . 
Rain  . 


47    C'y  m'st  all  day. 
42      "     "        "     " 
47*    "     "        "     " 


Snow  before  day  and  heavy 

rain   till   3:15  P.M. ;  light 
rain  rest  of  day. 

3.33 Rain     before     day  ;     clear 

part  of  evening. 

W.,   N.  W Cloudy  part  of  afternoon. 

E Sprinkle  11  A. M,,and  steady 

rain  3:40  p.  M.,  with  high 
wind. 

W. 0.75 Rain  before  day. 

W. Snow  squalls  morning   and 

W. afternoon. 

7.31  2.00 
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April,   1876. 


Ther- 
mometer. 


2  32 

3  31 

4  39 


5  40 

6  39* 

7  39* 

8  37* 
S    9  32j 

10  334 

Hi  39" 

121  44 

13  49 

14  50 

15  51 
S  16  49* 


17  42* 

18  38 

19  40 

20  36 

21  45* 

22  43" 
S  23  45 

24  46* 

25  41 1 

26  39* 

27  40" 
28!  50 

29,  48 


S  30   49 


Weather. 


Morn- 
ing. 


Clear - 


After- 
noon. 


Prevailing 
Wind. 


2  J 


Clear -N.. 


Rain  —  Rain  -. 

"     —  Cloudy 


54    Clear. 

53 

59 

52 

49 

56 

61 

67    C'v  m'st  all  day 

63    Cloudy    Cloudy 

70 

60    Clear --Clear -. 

61* 


58  "  -. 
62  "  .. 
52*  Cloudv 


All  points.  -J 

S.  E.N.  E 

N.  -' 1.47 


All  points.  __ 
N.  W.,  S.  W. 
S.  W.,  N.  W. 

N.  W 

N 

N.  W 

N.  W.,  S.  W. 
All  points.  -- 

E 

S.  W 

S.  W 

s.  w 


Cloudy  part  of  morning  and 
part  of  afternoon. 


Rain  till  6  A.  M.  and  misty 
rest  of  morning  and  part 
of  evening. 

Clear  part  of  evening. 

Cloudy  part  of  afternoon. 


Rain  9  p.  M. 
Rain  before  dav. 
0.07 Rain  10:15  to  11:30  A.  M. 


N.  W. 

N.W. 


Cloudy  part  of  morning  with 
light  rain  8  A  M.  and  part 
of  evening. 

Light  rain  part  of  aft'noon. 

Cloudy  part  of  afternoon. 


-_  N.  W Cloudy  part  of  afternoon 


50*  C'y  m'st  all  day 
64  Clear-.  Clear-. 
67    Cloudy  iCloudy 

61*  Clear-.  Clear-. 


N.  W.,  S.  W. 

"  _-'n.  w 

"    —  N.  W.,  S.  W 

Cloudy   S.W.,  N.W 

"       E 

"       N.  E — - 

N.  E 

N.  W.,  S.  W 

All  points.  -   0.40 


Cloudy  evening  with   light 
rain. 


Clear  part  of  evening 


59    Rain  -- 


Clear  part  of  morning  ;  rain 
2:15  to  6  P.  M. 

All  points. Cloudy     part    of     evening. 

Pears  and  cherries   flow- 
ered. 

.  S.  W.,  N.  W.  0.26 Rain  till  7  A.M.  ;   clear  part 

of   morning    and    cloudy 
part  of  afternoon. 

2.59'- — I 
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May,  1876. 


Ther- 
mometer, 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


~5~ 


13 

.-8  14 

15 

16 

17 
18 

19 
20 

:S  21 

22 

23 
24 
25 
26 
27 
S  28 
29 
30 
31 


Clear  _  Clear .. 
Cloudy 
Cloudy  ,  " 
C'y  m'st  all  day. 
Clear  -  Cloudy 
Cloudy   Clear  .- 

Clear  -  "  - 
Cloudy 
Rain  -- 

Cloudy 


80    C'y  m'st 

63J  Clear 

69'  "  . 

76£  "  . 

65"  "  . 

77  "  . 

79J  "  . 
83  I 


N.  W., '- 

All  points-- 
N.  E.,  S.  E. 

S.  W 

S.  W 

s.  w 


Clear   . 
Cloudy 


C'y  m'st 
Cloudy 


S.  W 

s.  w 

N.  E 

S.  W 


Clear _. 
Cloudy 


all  day 
Cloudy 


Clear  - 


all  day. 
Clear - 


N.  W 

All  points. - 


N.  W 

N.  W.,  S.  W. 

8.  W.,  E 

N.  E.,  S 

S.  E 

s.  w 


All  points.  _- 
N.  E.,  S.  E._ 
S.  W 

s.  w 

N 

All   points.-- 

S.  W 

S.  E 

S.  W 

s.  w 

S.  W.,  N.  W. 
N.  E.,  S.  E.  - 
E 


Clear  part  of  evening. 

Clear  part  of  afternoon. 
Rain  before  day  ;  clear  part 

of  morning. 
Cloudy  part  of  evening. 
Shower  5:20  p.  M. 
Rain   till   12:30  p.   m.,  and 

com.  again  5:30  p  M. 
iRain  till  8:15  A.M.;  cloudy 

most  all  day  ;  rain  6  to  8 


Showers  part     of    morning 
j     and  afternoon ;  clear  even- 
ing. 

Cloudy  part  of  evening. 
Rain  part  of  evening. 
Clear  evening. 
Clear  part  of  morning. 
Rain  8:40  to  11  A.  M. ;  clear 
j     part  of  evening. 


Clouded  over  6  p.  m.,  and 
rain  8:15  to  10:30  p.  M. 

Light  shower  3:15  p.m.,  and 
showers  6:15  to  10  p.  M. 


Cloudy  part  of  morning. 
Cloudy  evening. 
Cloud}'  part  of  evening. 
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June,    1876. 


Ther- 
mometer. 

Weather. 

% 
0 
►3 

"3d 

E 

Morn-  After- 
ing.   noon. 

Prevailing 


a  g 


1 

47 

2 

54 

3 

64 

S  4 

70 

5 

66 

6 

57.! 

7 

54 

8 

61 

9 

67 

10 

67 

S  11 

70A 

12 

66* 

13 

66 

14 

66 

15 

64 

10 

64 

17 

65* 

S  18 

69. S 

19 

69 

20  68 

21  66 

22  61 J 

23  60" 

24  66 
S  25  70J 

26  73 

■11  m 

28  75' 

29  73 

30  72 


72A  Clear  — 
77        "     - 

83  "     - 
82   C'y  m'st 

74  "  " 
72    Clear  — 

75  "  — 
82J  "  _. 

84  .  "  - 

85.1  "  — 

85  I  "  - 

69    Cloudy 
77    C'y  m'st 

78i  Clear  - 

80  Cloudy 

77  :     " 

81  " 
77 

82  Rain  — 

78i  Cloudy 

78  Clear - 

77    Cloudy 
80    Clear   - 


Clear  —  I  All  points 

"     -_  All  points Cloudy  evening. 

"     --  S.  W Cloudy  evening. 

all  day.  S.  W 0.33 Shower  5  P.   M.  and   rainy 

6:15  to  8:30  p.m. 

"    "     N.  W J 

Clear   .  N. Cloudv  part  of  afternoon. 

"     -N.W.,  S.  W 

"     -S.  W ,— 

"    -S.  w L I 

"     |S.  W ' : Cloudy  part  of  afternoon. 

"     —  S.  W 0.30 Cloudy  parts  A. M.and  after- 
noon :  shower  2:40  p.  M. 

Cloudy  IN.  E 

all  day-;S 0.75 Showers  at  noon,  3  p.m.  and 

5  P.  M. 

Clear  — iS.  W.,  S Cloudy  part  of  morning. 

"     —  |S.  W.,   S.  E j Cleared  10  A.  M. 

"     -S.E .—  ..-J 

"     —  S.  E.,  S Light  rain  before  day. 

Cloudy   S.  E Rain  11  p.  M. 

Clear—  S.  W 0.34 Showers  till  T  a.m.  and  light 

one  at  12:50  p.  M. 

S.  W 0.17 Showers  till  7:30  A.  M. 

S.  W.,  W 0.02 Cloudy    part    of    morning, 

with  light  showers. 
N.  W. ! iClear  part  of  morning. 

n. w.,  s.w...— L 

s.  w l 

s.  w 

All   points 

S.  W ..  Cloudy  part  of  afternoon. 

N.  W.,  S.  W. Cloudy  evening. 

N.  E.,  8.  E. !Cloudy  part  of  evening. 

All   points Cloudy  part  of  morning. 


1.91 
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July,  1876. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing. 
Wind. 


S    9 


24 
25 

26 

27 
28 

29 

S30 

31 


70  !  85 
76     93} 


21  76 

22  69i 
S  23   72 


754  92 

78  94 

78  87£ 

75}  91 

72  87 

70  90 

74  914 


Clear . 


Hazy  _  _ 


Clear  — 


C'y  m'st 
Clear 


Clear--  All  points.  — 

S.  W 

—IS.  W.,K  W. 

-|S.  W 

s.  w 

N.  W. 

All  points.  — 
N.  W 


all  day 
Clear - 


N.E.,  S.   W. 
S.  W 


S.  W.,  S.  E.  . 
All  points.  _- 
N.  E..  S.  W. 
N.  E.,S.  E.. 
N.  E.,  S.  E.  . 

S.  W 

s.  w 


91 


59     SI 

67 


Rain  — 
Cloudy 


Rain  _. 
Cloudy 


N.  W. . 


N.  W.,  S.  E. 
s.  w 


N.  W.,  N.— 
N.  E..S.  E. 
S.  W.,  N 


N.  W 

N.  W.,  S.  W. 


N.  W 

M.E.,  S.  W. 
S.  W 


N.  W. 
N.  E- 
N.  E._ 


CJoudy  part  of  morning 
Cloudy  part  of  afternoon. 
Cloudy  part  of  morning. 
Cloudy  evening. 


Hottest  day  since  July  17, 

1866. 
Highest   minimum    I    have 

ever  known ;     maximum 

5:30  p.  M. 

Light  shower  4  P.  M. ; 
cloudy  evening ;  showers 
all  around  us. 

Cloudy  evening. 


Cloudy  evening  with  light 
rain  9  to  11  P.  M. 

Cloudy  evening  with  show- 
er 10:30  P  M. ;  maximum 
2:30  p.  M. 


0.21  . 
1.28. 


Cloudy  part  of  morning 
and  part  of  afternoon, 
with  shower  3  p.  M. 

Cloudy    part    of   afternoon 

and  evening. 
Light  rain  6  A.  M. 
j 
Clouded  over  5  p.   m.,  and 

light  showers  after  8  P.M. 
Rain    before    day ;     cloudy 

evening. 
Rain  7  A.  ir.  to  12:30  P.  M. 

and  3:45  to  11:30  P.M. 
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August,     1876. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing- 
Wind. 


S  6 
7 
8 
9 
10 
11 
12 
S  13 
14 

15 

16 

17 

18 

19 

S  20 

21 
22 
23 
24 
25 
26 
S  27 
28 
29 
30 
31 


781  Clear  - 

764 

73i  C'y  m'st 

70  J,  Cloudy 

81  i     "     _ 


Clear  _ . 

all  day 
Cloudy 
Clear-. 


Clear  — 


C'y  m'st 

Cloudy 

Clear - 
Show'rs 

C'y  m'st 

Cloudy 

Clear  _. 


all  day. 
Clear... 

Cloudy 
all  day 
Clear -- 


N.  E.,  S.  E.- 

N.  E.,  E 

N.  E.,  S.  E.- 

S.  E 

s.  w 


s.  w 

sw 

N.  W 

N.  E.,  S.  E.. 
N.  E.,  S.  E. 
S.  W.,  S.  E. 

S.E 

S.  E 

N.  E 


83  I     "     .. 

84  "  _. 
81  Cloudy 
78  Clear-. 

78  I  "  .. 
81  "    .. 

79  C'y  m'st 
.SI)  Cloudy 


all  day. 
Clear  _. 


S.  W 

N.  E.,  S.  E.  _ 
All  points 

N.  E.,  S.  E.- 
N.  E.,  S.  E._ 
W.,  N.  W.~ 


N.  W 

N.  W 

N.  W.,  S.  E.. 

S.  E.,  S 

S.  W 

N.  W 

N.  W 

N.  W— ■ 

N.W.,  S.  W. 
S.  W.,  S.  E.- 
N.  W„  S.  E. 


Cloudy  part  of  afternoon. 

Clear  evening. 

Clear  part   of  morning  and 

I     cloudy  part  of  afternoon. 


1.08  .. 


Foggy  morning. 
Foggy  morning. 
Foggy  morning  ;    light  rain 

7  P.  M. 
Clear  part  of  morning  and 

cloudy  part  of  afternoon. 

Showers    till    10:40   A.M.; 
clear  part  of  afternoon. 

Shower  7  A.  M. 
Light  rain  before  day;  clear- 
ed 8  A.  M. 


Cloudy  part  of  morning. 

Cloudy  evening. 
Cleared  8  A.  M. 


June  I  to  An;,-.  31, 1  her.  im  80°  and  above  on  68  days— hottest  unil  divest  e 


or  I  have  known. 
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September,  1876. 


Ther- 
mometer.. 

Weather. 

% 
0 
*1 

JS 

Morn- 
ing. 

After- 
noon. 

T3 

Prevailing 

a| 

Wind. 

S'-S 

•S 

.2  § 

0 

tfd5 

02 

1    67      87 1  Clear-  Clear  _-S.  AY. 

2.  70  i  78  1     "     -     "     -  N.  W 0.15 


3   56^75       "     -     "     _.W.,  S.  W 

41  57  i  78S-      "     ._      "     _.|S.  W :  0.15 


5  58A  71       "     __      "    „  N.  W -.— j. 

6  53J  72        ••'     -J     "     —  N.  W.,  S.  W 

7  60  66J  Cloudy   Cloudy  S.E 0.02 

8  63  75   Rain  -I      "       S.  W 0.57  . 


9 
S  10 
11 
12 
13 
14 
15 

16 
S  17 


75  .Clear-'Clear-- 
66       "     —  Cloudy 

62  iEain  -        " 

65  Cloudy         " 

70  1       "        Clear  - 

74  |C'y  m'st  all  dav. 
74i  Cloudy   Clear  - 


Rain 


Cloudy 
Rain  .. 


N.  W. 
N.  E., 
S.  E., 
N.  E., 
K  E., 
S.E.- 
S  W., 

N.  E., 

N.  E, 


S  E._  -     -  - 

N.  E.. 
S.  W- 

S.  E.- 

0.46 

0.05  -_.. 

W— 


E 

S.  E.. 


0.27 
2.57 


18  63.',  73  Clear 

19  61  72  |     " 

20  60  69  "     __  Cloudv 

21  58  66  C'y  m'st  all  day _ 

22  56  61  Cloudy   Cloudy 

23  57  J  62  I       "       Rain  — 


Cloudy  |S.  AV — — 

Clear  _-iN.  W | 

N.  W.,  N.E.I  — 
N.  E.,  S.  E 

N.  E 

N.  E 


S  24   58     62 


25   58  !  6SJ 

26:  56  1  64 


Rainy  _  N.  E 

.Clear—  N.  E.,  S.  E- 
"     __S,  N — 


27  49  I  61    Clear-      "     -S.  W 

28  48J1  64  j     "     ._     "    ..  S.  W 

29  49^  68i      "    __     "    -S.  W 

30  54  59    Cloudy   Rainy  _  All  points.- . 


0.58 
0.06 


Cloudy  part  of  afternoon. 
Rain    before    day ;     cloudy 
part  of  morning. 

Cloudy     part    of   evening, 
with  rain  7  to  9  P.  M. 

Cloudy  part  of  afternoon. 
Misty  6:30  to  8:30  A.  at. 
Rain  till  7  A.  M.;  clear  part 

p.  M.;  shower  6:15  to  6:45 

p.  M. 

Rainy  evening. 

Rain  till  noon. 

Light  rain  part  of  morning. 

Clear  part  of  morning 

Rain  11  P.  M. 

Rain  before  day ;  clear  part 

of  morning. 
Partly  clear  part  morning. 
Steady  rain  till  8  P.M.,  with 

high  winds  and  light  rain 

10:30  to  11  P.  M. 


Cloudy  part  of  afternoon. 


Rain  8  to  9  a.m.  and  3  to  10 

p.  M. 
Rain    before   day  ;   raining 

after  3  p.  M. 
Rain  before  day. 
.  Showers  11:30  A.  M.  to  3:00 

P.M.:  cleared  3:30  p.  m. 


Cloudy  part  of  afternoon. 
Light   rain    all    day    after 
7:45  A.  M. 
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October,  1876. 


Ther- 
mometer. 

Weather. 

% 
0 

Hi 

s 

Morn- 
ing. 

After- 
noon. 

s  5 

3 
4 
5 

6 

7 


51 

8  40.1 
9,  40" 
10   41 


61  Clear  —  Clear  — 

62  "     —      "     — 

63  "  -  "  _. 
62  .Cym'stall  day. 
52  i  Cloudy  Cloudy 
72  Cym'stall  day. 
59  Clear  — Clear  — 
58.',  "  __  "  -. 
52 
62J 


11 
12 
13 

14 

S  15 
16 
17 

18 
19 
20 
21 
S  22 

23 
24 

25 
26 

27 
28 
S  29 
30 
31 


N.W 0.35 

N.W — - 

S.  W 1— - 

S.  W.,  N.W.I-  .- 

N.  E 0.03 

S.  W. !0.13 

W.,  N.W.--— 
S.  W.,  N.  W.L— 
N.  W.,  S.  W 
S.  W 


Rain  before  day. 
Cloudy  part  of  evening. 


Light  rain  part  of  morning 

;Rain  part  of  evening. 


N.W 

.  All  points. 
.8.  W 

.8.  W 


Cloudv 
Clear"-. 
Cloudy 


56    Clear 

603 

58    Cloudy   Cloudy 

62    Rainy  _  I  Rainy 


621 

Cloudy 

Cloudy 

62 

■> 

« 

64 

"     -- 

Clear - 

55 

Clear - 

« 

51* 

"" 

"     -- 

48 

Cloudy 

<• 

44 

"     

Misty  - 

49 

Clear  — 

Clear  _ . 

53 

"     _ 

"     _ 

56 

Cloudy 

Cloudy 

N.AV 

,W.   

:S.  W.,  N.  W. 

.  N.  W.,  S.  W. 

S.  W 

E 

N.  E 

N.  E.,  S.E.- 


S.  E.— 

N.  W.  - 


W.~ 
8.  W., 


N.  W 


N.W 

N.W.,8.,  N.E. 
N.  E 

All  points 
8.  W 


0.28 


Cloudy  part     of  morning 
cloudy  evening. 


Cloudy   evening,  with    rain 

11  p.  M. 
Rain  and  snow  before  day. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 


Misty  rain  all  day. 

Rain    before     day  ;     foggy 

morning  and  evening. 
Rain  before  day. 
Rain  before  day  ;   cleared  8 

A.   M. 

Cloudy  part  of  morning  and 
part  of  evening. 

Light  rain  part  of  evening. 


Cloudy  part  of  afternoon. 
0.01 Light  rain  before  day;  clear- 
ed 8  p.  M. 


Weather  Record  for  New  Brunswick,  N.  J.        245 

November,   1876. 


Ther- 
mometer. 


Weather. 


-a      Morn-     After- 
;-  ing.         noon. 


Prevailing 
Wind. 


4   43 
S    5   43.' 
6i  38 


69  Clear  _  Clear  _. 
72  "  -1  "  _. 
61    Cloudy  I     "     -. 

56  IClear  —  "  _. 
52}  Cloudy  "  - 
54    Clear--  Cloudy 


S  W - — I 

s.  w 

.8.  AV.,  N.  W.  6.17 


N.  W 

IN.  AV.,  N.E.'. 
N.  E.,  S.  E.-i. 


7    52     55J  Rain  __ 


8  46} 

9  45?, 

10  41 

11  41 

12  40 

13  40.V 

14  52} 


15 

41 

16 

39 

17 

37 

18 

42} 

S  19 

44 

"  20 

42£ 

21 

42 

22 

44 

23 

40 

24 

37 

25 

35 

S  26 

37 

53.1  Cloudy         "' 
54}  Clear--  Clear - 

44  Cloudy   Rain  . 

47}  C'y  m'st  all  day _ 
52  i  Cloudy  Clear  - 
60  Clear-  "  - 
60.}      "     __  Cloudy 

42  Rain  —  Rain  — 

45  Cloudy  Clear  -  - 
48  "  '  Cloudy 
50  "             " 

45    Rain  —  Rain  — 

47        "     —      "     _. 

50    Cloudy   Cloudy 

481        " 


S.  AV.,  N.  W.  1.73 

N.  AV.,  N.  E 

N.  AV :- 

.  N.  E,  N.  AV.  0.18 


N.  AV 

N.  AV 

N.  AV.,  S.  W.  - 
S.  AV.,  N.   E.  0.02 


N.  E 

N.  E 

N.E,  E 

N.  E.,  E 

N.E 

N.  E 

N.  E 

E.,-8.  E.— 


0.44 


45  Clear-        "        N.  W.,  AV—  — - 

45       "     ._  Clear-  N.  AV 

43       "     „     "    -  N.  AV.  S.  W 

39    Cloudy  Snow-S.,  N.W 0.14 

(  Snow 

\Rain   N.  AV,  S.  AV.  0.10  — 


27    34     39    Clear - 


28  34     42}      "     ._  Clear..  S.  W 

29  31}    42       "     __      "     —  N.  AV 

30  31      34}  Cloudy   Cloudy   N.  E.,  N.  AV. 


Rain  before  day  and  at  10 
A.  M.;  clear  part  of  A.  M. 

Clear  part  of  morning. 
Cloudy  part  a.  m.  and  clear 

part  p.M.;rainy  after  7  p.m. 
Rain  till  9:30  a.m.  and  part 

of  afternoon  and  evening. 
Clear  part  of  morning. 

Rain  11  a.  m.  to  4  p.  M.  and 
part  of  evening. 

Cleared  9  A.  M. 
Cloudy  evening. 
Cloudy  part  A.M.; light  rain 

part  P.  M.  and  evening. 
Rain  till  5:30  P.  M. 

Clear  part  of  afternoon. 
Light  rain  before  day  ;  rain 

11  p.  M. 
Light   rain  before  day  and 

rain  all  day  after  8  A.  M. 
Heavy   rain  till  4:45   p.  M.; 

light  rain  rest  evening. 
Rain  before  day;  partly  clear 

part  of  morning. 
Light  rain  before  day ;  clear 

part  of  evening. 

Cloudy  part  of  evening. 
Cloudy  evening. 
Snow  10:30  A.  M.  till  4  p.  M., 
and  part  of  evening. 

Cloudy  part  A.M.;  snow  1:15 
to  5  p.  M.  and  misty  till 
8  P.  M. 


Clear  evening 
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December,  1876. 


Ther- 
mometer. 

Weather. 

% 

►3 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


-  § 


■2,  7 


23 

S  24 

25 

2G 


25J  Cloudy  Clear.. 
26    Clear  - 


35 

36 

38 

39 

43* 

40    C'vm'st 

16    Clear 


27  25.1 

28  14* 


N.  W. 

N.  W. 


17*- 

22.1  Cloudv 

36" 


13*    24 

14',    22* 
13*:  23 


29    22*    37 


30   23  I  31 

s  :;i    19  I  28 


Clear . 


all  day, 
Clear _. 

Cloudv 
Clear - 


Cloudy 
Clear-. 


Cloudy 
(  Snow  ;  Rain  \ 
\  Rain  Snow  I 


Clear  - 

Cloudy 


Clear.. 
Cloudy 


Clear- 
1  loud  v 


Snow . 


N.  W 

N.  W 

N.   W 

s.  w 

s.  w 

s.  w 

In.  W 

N.  W.,  W.  - 

N.  E.,   

N.,  N.  W.  — 


S.  W—'- 

s.  w 

N.  W 

S.  W.,  N.  W. 
All  points. _- 

All  points.  -_ 


-  Cleared  8  A.  M. 
Cloudy  part  of  morning  and 
part    of   afternoon    with 
snow  squalls. 

Cloudy  part  of  morning. 


0.07. 
0.02. 


Clear  — 

Cloudy 

Snow  .- 

Clear .. 

Cloudy 


Clear-. 
Cloudy 


Snow 
Rain 


S.W.. 

S.  w. 
N.  E.. 


Clear--  ( Hear 
Cloudy       "     .. 


N.  E.. 


N.  W.. 
N.  W. . 
N.  E... 
N.  E... 


N.  W. . 

N.  W., 


N.  E... 


0.94  3.00 


0.62  ... 


Cloudy  part  of  morning 
and  part  of  afternoon. 

Snow  before  day. 

Cloudy  evening. 

Snow  before  day. 

Snow  before  day ;  cloudy 
evening. 

Cloudy  part  of  morning. 
Cloudy  part  of  morning. 


Light  snow  till  7:30  A.  M.» 
and  then  rain  to  2:15  P. 
M.,  and  then  snow  to  6  P. 
m.  ;  clear  9  P.  M. 

Cloudy  part  of  morning. 

Cloudy  evening. 

Snow  10:45  A.  M.  to  1:30  p. 
M. ;  clear  part  of  after- 
noon and  evening. 

Snow  and  sleet  afternoon 
and  evening. 

Sleet  before  day. 

Clear  part  of  evening. 

Light  snow  till  9  A.  M.,  and 
light  snow  and  mist  part 
of  afternoon. 


Snow  8  A.  M.  to  1  p.  M.,  and 

then  rain  till  8  p.  M. 
Cloudy  part  of  morning. 
Cleared  8:30  a.  m. 


2.17  4.00 


Bain  niMi  melted  1 


for  1870, 89.48  Inehen. 
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January,   1877. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


J3 

3  a 

a 

-  .5 

a 

c  is 

tftO 

c 
m 

8  32 

9  16.V 
10   13 


13 
S  14 


18  26 

19  31 

20 

S  21 
22 
23 

24 
25 
26 

271  26 
S  28:  271 
29j  26 
30;  26 
31 


Clear  — 
Cloudy 


Clear  - 

Cloudy 


Snow- 
Clear . 


Cloudy 
Clear- 


W.,  N.  E.. 
N.  W 


W.,  S.  W.— 
S.  W.,  N.  W 
W 

N.  W.,  ST.  E. 


S.  W.,  W.  - 


Clem- 


Cloudy  S.W.- 
_.;Clear-|N.W. 
—  Cloudy   N.  E.. 


Cloudy  Clear . 

Clear -|     "     . 
Mist 
Rain 


Snow  — 


Cloudy 


35  I       " 
40  :ciear  . 


421  Rain 


Clear _. 
Cloudy 


Clear  _ . 
Cloudy 


Clear  . 


301  Cloudy  Cloudy 

30  Snow " 

311  Cloudy  ]  Clear- 
29   Clear*—     "    _. 
26  I     ■'    ._!     ' 
34   Cloudy 
41    Clear .. 
34 


S.W 

N,  N.  E 

N.  W 

W 

N.  E 

All  points.  -_ 
8.  E 


W.,  S.  W.- 

s.  w 


S.W. 


N.  W.,  S.  W. 
N.  E.,  N.  W. 

N.  W . 

8.  W.,  N.W.I 
W.,  S.  W.— 

s.  w j 

S.W.,  N.  W. 

—  N.  E.,  S.  E.-' 

—  S.  VV ' 

-W.,N.  E.— 

—  W.,  S.  W.~ 


Clouded   over   9   A.  M.  and 

snow  2:15  P.  w. 
Snow    before    day ;   drifted 

badly;   cleared   10   A.  M.; 

heaviest  snow  storm  since 

1867. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  evening. 

Partly  clear  part  of  morn- 
ing ;  rain  7  p. m. 

Rain  before  day  ;  cleared  3 
p.  M. 


0.75  Cloudy  part  of  A.  M.  ;  snow 
I     part  of  evening  ;   cleared 
10:30  P.  M. 

JCloudy  part  of  morning. 

Light  snow  and   misty  after 
4  P.  M. 


Snow  till  11:15  A.M.  ;  misty 
p.  M.  and  rainy  evening. 

Cleared  10  A.  M.  ;  cloudy 
part  of  afternoon. 

Clear  part  of  morning;  snow 
5  to  7  P.  M. 

Clouded  over  3  p.  M.;  fine 
sleighing  since  Dec.  18th. 

Foggy  and  rain  till  1  P.  M.; 
cleared  4  p.  M. 


Snow  till  4  p.  M. 
Cloudy  part  of  morning 


Cloudy  evening. 
Cloudy  evening. 


Cloudy  and  misty  evening. 


1.55  21.50, 
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February,  1877. 


Ther- 
mometer. 


9 
10 
S  11 
12 
13 
14 
15 
16 
17 


S  18 
19 


20 

21 
22 
23 

24 

S25 

26 
27 
28 


Morn-     After- 
ing.    !    noon. 


Prevailing 
Wind. 


50    Cloudy 

45 

43 

43    Clear  — 

42  J      "     - 

42 

45J 

41 

39 

m 

47 

53 

32 
37. \ 
44" 
48 
35 


C'v  m'st 
Clear  — 


C'y  m'st 
Cloudy 


Clear - 
Rain  — 
Cloudy 
Clear  — 
Cloudy 
Clear - 


all  day. 
Clear.. 


all  day. 
Clear-. 


REMARKS. 


S.  W.-  —  j Cleared  8  A.  M. 

N.  E.,  S.  E. — j j Partly  clear  part  morning. 

W i  0.55; Rain  before  day. 

N. : ;  — 

S.  W j  —  — 

N.  W. 1 ! Cloudv  part  of  afternoon. 

S.  W 

N 


Clear - 
Snow.. 


Clear . 


f  Rain 
{  Snow 

C'y  m'st 
( lloudy 


Cloudy 

Rain  "1 

Snow  j 

all  day- 
Cloudy 

Clear  .. 


N.  W 

X.  E.,  S.  W. 
All  points — 
S.  W.,  N.  W. 

N.  W 

N.  W.,   W— 

s.  w 

s.  w.- 

X.  W 


N.  W 

S.  W.,  X.  W 


N.  W 

X.  w.,  s.  w. 

S.  W.,  W— 
N.  E 


X.  E.— 


NT 

X. 

All   points. 
S.  W.,  X.  W. 


0.02 Rain  5  to  6  p.  M. 


Light  rain  part  of  evening. 
Cleared  7:30  A.  M. ;   cloudy 

part  of    afternoon,    with 

snow  squalls. 

Snow  before  day  and  from  9 
A.  M.  till  12:15  P.  M. ; 
cleared  2  p.  m. 


Cloudy  part  of  afternoon. 
Cloudy    part    of    morning; 

rain  11:30  P.  M. 
Rain,  snow  and  mist  till   11 

P.  M. 


Cloudy  part  of  morning. 
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March,   1877. 


Ther- 
mometer. 


■s    :  Morn-      After- 
■-         ing.        noon. 


failing     rg 
'ind.         g-S 

1.5  % 
Moo 


REMARKS. 


-S     4 


10     26 

S  11    25 

121  34 


33  I  49  Clear - 

36  !  54  Cloudy 

43  J  50  Clear  - 

43     54  i  Cloudy 


14 
15 
16 

17 

S  18 
19 
20 
21. 

22 
23 

24 
-S  25 

26 

27 


39         " 

36  I  Clear  - 

50  IC'ym'st 

61  I  "     " 

59  Cloudy  Clear  — 


Clear - 
Rain  - 
Clear  _ 


all  day 


30*    36 
32 
343    50 


Clear  _. 

Cloudy 

Rain  — 

Cloudy 
Clear  _ . 

Cloudy 

Clear-. 
Cloudy 


Rain  - 

Foggy 

Rain  ] 
Snow  J 


Cloudy 
Clear.. 


Cloudy 


Misty-. 
Clear  _. 
Snow  -. 

Cloudy 

Clear- 
Snow  _ . 
Clear-. 
Cloudy 


Cloudy 


Cloudy 


Clear - 
Cloudy 


S.  W 

S.  E.,  S.  W. 
S.  w 


S.  W.,  N.  W 


S.  w 

N.  W  ,  S.  W. 
W.,  N.  E.— 
N.  E.,  S.  W._ 
S.  W.,  N.  W 


N.  W 

s.  w 

All  points. - 

N.  E 


S.  E 

N.W 

N.  W.,  S.  E- 

N.  E. 

N.  E.,  N.  W. 
All  points. _- 
All  points.— 
All  points.— 

N.,  N.  E.— 
N.  W,S.W. 
All  points.- _ 
E 


N.  E 

N.  E,.  N.  W. 


N.  W.— . 

N.  W. .  -. 
N.  E.,  S.. 


Rain  8  A.  m. 

0.7 S Rain   before    day;    clouded 

over  10  P.  M. 

0.10| Clear  part  of  a.  m.  ;  rain  be- 
fore day  and  7  to  9  A.  M. 


iCloudy  evening. 

Light  rain  10  p   M. 

:Rain  before  dav  and  shower 

10:15  A.  M. 


0.30 


_  Light   rain   part    of   after- 
noon;  rain  1 1  p.  M. 
-  Rain  till  8:45  A.  M. ;   clear 
part  of  afternoon. 

Misty  p.  11.  and  rainy  eve'g. 

Rain  before  day. 

Clouded  over  11  A.  M.  and 
com.  snowing  1  p.  M. 

Snow  and  rain  before  day  ; 
3  in.  of  snow  on  ground. 

Cleared  10  A.  M. 

Light  snow  after  3  P.  M. 
1.25  Snow  before  day. 

Light  rain  about  6  A.M  ;  rain 
after  6:15  P.  M. 

Rain  before  day. 


Cloudy  part  of  afternoon. 
Clouded  over  8  A.  m.  ;  rain 
10:30  p.  M. 


Rain  before  day  and  after 
11  A.  M. 

Rain  before  day  and  heavy 
snow  till  10:30  A.  st- 
and snow  squalls  till  5 
p.  M. 

Clear  part  of  afternoon. 
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April,    1877. 


Ther- 
mometer. 

1       -a 

&      !      60 

Weather. 

Jlorn-     After- 
ing.       noon. 

Prevailing 
Wind. 


S     1    38]    50]  Cloudy   Cloudy   S.  E 


S 


9 

10 
11 
12 
13i  34 
14  36 
S  15   35 

16  374 

17  44 


18 
19 

20 

21 
S  22 
23 
24 
25 
26 

27 


S  29 
30 


•is    48 
46 


Rain  -  N.  E.,   N.  W. 


50    Clear— Clear  — 

46  C'y  m'st  all  day. 
40  Cloudy  Cloudy 
54.',  Clear— Clear  — 
57  "  -  "  .. 
53*1     "    -      "    .. 

47  ;  Cloudy  "  - 
56  'Clear-  "  __ 
61  I  "  _.  "  _. 
57*1     "     —      "     — 


—  Cloudy 
Cloudy  Clear  _  _ 
Clear--!     "     — 

"     --  Cloudy 

Rain  _-  Rain  — 
Cloudy  ,     "     — 

Rain  —  Cloudy 

Clear . -        " 

_-  Clear  — 


Cloudy 


N.  E 

N.  E.,  S.  E._ 
N.  E.,  N.  W.  -  - 

N.  W |  — 

N.  W.,N.  E — 

N.  E.,  S.  E 

E — - 

N.  E 

]ST.  E 

N.  W.,  N.  E 

N.  E.,  S.  E 

N..E.,  S.E 

All  points 

S.  W 

S.  E I  — 


N.  E._ 

N.  E. 


__  1.47 


N.  E.,  N.  W.  0.22 


N.  W 

N.  E 

N.  W.,   N.  E. 
N.  W.,  N.  E._ 

N.  W 

N.  W.,  S.  W. 


Cloudy  i       " 

Bain  _-  Rainy  . 
61    Cloudy   Cloudy 

62 


All  points. 
E. 


N.  E.,S.  E. 

N.  E.,8.  W.. 


0.62 


:;.::* 


Clear  part  of  A. 51.  and  sprin- 
kle during  day  and  light 
rain  10  P.  M 

Rain  10  A.  M.  to  6:30  p.  M.  ; 
cleared  10  p.  M. 

Cloudy  part  of  evening. 

Clear  part  of  evening. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 


Clouded  over  3  p.  m. 


Cloudy  part  of  afternoon. 
Cloudy  after   3   p.  M.,   with 
light  sprinkle  7:15  P.M. 

Rain  before  day  and  from 

noon  till  11  p.  M. 
Rain   7  a.  m.  to   3  p.  M.  : 

cleared  6  p.  m. 
Clear  part  of  afternoon. 


Clouded  over  5  r.  m.;  cher- 
ries flowered. 

Partly  clear  part  of  morn'g; 
light  rains  after  3  p.  M. 

Pears  (lowered. 

Rain  before  day;  clear  part  of 
p.m.;  heavy  rain  9:30  p.m. 

Rain  before  day;  clear  part  of 
P.M.;  cleared  8:30  p.m. 
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May,  1877. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


— 

~  t 

0> 

s  - 

s 

e  S 

^ 

■■?.  a 

Mm 

s 

1  47     59    Clear— Cloudy  N.  W.,W.   - 

2  45  !  534-1     "     -Clear—  N.  W ' 

3  35.V    58J-I     "     __      "     —  N.  W 

4|  46"'  61       "     ..      "    —  S.  W.,  N. 


5    40*    59 


S    6 

7 


10 
11 
12 
S  13 
14 
15 
16 

17 


18 

19 

S  20 

21 

22 


25 

26 

S  27 


59J 


Cloudy 
Clear  :=- 
Cloudy 


55.V    70 
48"    53 


47  j  61 
50     63* 
50  I  64 


28  49     71* 

S9  53  !  76* 

30  56*   78 

31  61" I  82 


N.  E.,  S.  E. 


..  N.  E.,  S.  E. 
.  All  points.  - 


C'y  rn'st 


Cloudy  N.  E.. 

N.E.,iST.W., 
S.  W 


-|{i 


"     __  N.  AV.,  N.— 
all  day.  N.  W.,   S.  W. 


Cloudy   Clear.-  All  points. 


Clear  — 


Cloudy 
Clear  — 


Cloudy 


Cloudv 
Clear - 


-  N.  W.,  S.  AV 
W.,  S.  AV— 
s.  w 

s.  w 

S.  AV 


Cloudy 
Clear   - 


S.  AV 

N.  -— 

All  points.  - 
N.  E,S.  E.. 

S.  W.,  N.  AV. 


—  N.  W.. 
Cloudy   N.  AAT. 


Clear . 


All  points. 

AV 

N.,  S  E.- 

All  points. 

S.  W 

S.  AV 

s.  w 


0.04 Light  rain  part  of  afternoon 

and  evening. 

Cloudy  part  of  evening. 

Cloudy  part  of  afternoon. 

0.01 Cloudy  evening  with   light 

rain  at  10  P.  M. 

| Clear  part  of    morning,  and 

j cloudy  part  of  afternoon. 

0.02' Light  rain  part  of  morning. 

0.02 Light   rain   part   of    after- 
noon ;  rain  10  P.  M. 
0.06 Light  rain  before  day. 

! Clear  part  of  morning. 


Cleared  9:30  A.  M. ;  light 
|  sprinkle  part  of  morning. 
Cloudy   parts   ot     morning 

and  afternoon,  with    light 

rain  5:30  P.  M. 
.  Bathing  11a.  M. 


0.03 
0.20 
0  05 


Partly  clear  part  of  morn- 
ing; rain   part   of    P.  M. 

Shower  before  day  ;  cleared 
8  A.  M.  ;  shower  1  P.  M., 
and  sprinkle  5  p.  M. ;  rain 
9:30  p.  M. 

Pain  before  day. 

Cloudy  part  of  morningr 
and  clear  part  of  evening; 
sprinkle  5  p.  m. 

Light  rain  11:50  A.  M.,  and 
3:30  P.  M. ;  clear  evening. 

Cloudy  part  of  afternoon^ 
with  showers. 

Cloudy  part  of  afternoon 
with  showers. 

Cleared  7:30  A.  M. ;  northern 
lights  9  P.  M. 
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June,    1877. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


2  63* 
S  3  67 


5  66 :! 

6  64 


8  64i 

9  65 
S  10  71 

11  60 

12  57 

13  61 

14  65 

15  66 


16  69A 

S  17  68 

18  61.1, 

19  66" 

20  641 

21  60 

22  67 

23  54 
S  24  55 

25  65J 

26  69 


27  66 

28  61 J 

29  61 

30  60 


83  Clear. 
86   "  - 


After- 
noon. 


Prevailing 
Wind. 


.  -  b      g 
,P3m    =0 


74    C'y  m'st  all  day . 
69    Rain  _.  Rainy  . 

70 


•—'All  points Cloudv  part  of  afternoon. 

-  S.  W 

--  S.  W 0.17 Cloudy  part  of  p.m.  and  ev'g 

'     with  showers  4:15  &  7  p.m. 

-_S.  W 0.01 Eain    before    day;    cloudy 

part  of  morning. 

N.  E.,  S.  E.J Rain  10:50  p.  m. 

N.  E '  1.47 Rain  till  7  a.m.;  rainy  12:45 


Cloudy  E.- 


78  Cloudy   Clear  - 

79  Cy  m'st  all  day 
79       '  " 
67    Cloudv 
70i 


<;:. 


S.  W 
S.W. 

s.  w 


S.  E. 

S:  — 


Clear  — 
Cloudy 
Clear- 


ly W 

n.  e.;  S.  E._ 

S.W.,  S.E.- 
S.  W.,  S.  E, 
S.  W 


S.  W.. 


Cloudy 


7!l.',  Clear-..  Clear  — 'N.W 

-S.  W.  

-IS.  w 


84J  Cloudy 

72  Clear - 
79  C'vm'st 

73  Clear  — 

71 


78 

" 

„ 

82 

"     _ 

"     _ 

86* 

-- 

— 

73 

C'y  m'st 

all  day- 

Til, 

" 

lb 

Clear -. 

Clear  ._ 

79 

Cloudy 

all  day 
Clear-. 


S.  E.. 


N.  E., 
S.  W. --. 

N.  W 

N.,  S.  W.  - 

s.  w 

s.  w 

S.W 


S.  E.. 


N.  E. 
S.  E.  '-.. 
S.E 

S.  E,  S.  "W- 


0.0', 


0.08 


0.72 


to 
Rainy  till  10:15  a.m.;  partly 

clear  part  of  afternoon. 
Clear  part  of  morning. 

Light  sprinkle  part  of  P.  M. 

Clear  part  of  morning. 

Cloudy   part   of    afternoon, 

with  shower  5:15  P.  M. 
Clear  part  of  A.  M.  ;   light 

shower  3:15   p.m.;  cloudy 

evening. 
Rain  before  day  and  shower 

10  A.M.  and  '12:30   P.  M.  ; 

cleared  6  P.  M. 

Cloudy  part  of  afternoon. 
Rain  before  day;  clear  part 
of  morning. 

Rain  8  P.  M. 
Rain  before  day. 


Cloudy  part  of  afternoon. 
Cloudy  part   of  A.  M.,  with 

light  showers  7  to  9  A.M.; 

cloudy  evening,  with  rain 

9  to  1 1  p.  M. 


Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 
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July,  1877. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


WM      IE 


S    1 


10!  70 

111  68 

121  mi 

13  64 

14  62 
S  15l  624- 

161  68£ 

17  72 

18  69J 

I 

19  72A 

20  69 


21    70i 
S  22   70 


23 
24 
25 
26 
27 

28 
S  29 


31!  71 


85 J  C'y  m'st 

80J  Clear- 
75    Rain 

78£ 

82 

79 
78 

t 
C'y  m'st 


all  day.  S.  W. 


Clear  - 

Cloudy 
Clear -. 
Cloudy 


Clear __ 
Cloudy 

Clear  — 


N.  W. 

S.   E- 


N.  W.,  N.  E.  0.02 
N.  W.,  S.  W.  0.02 


N.  E. 0.03 

"     -N.  E.,S.  E 

"     —  S.  W 

all  day.  S.  W 1.01 


Clear . 


Cloudy 


::  " 

S.  W 

N.  E._         

N.  E. 

« 

N 

N 

S.  W  - 



"  __ 

s.  w 

S.  W.      - 

— - 

"  _. 

S.  W.-      - 

Show'rs 

s.  w 

0.42 



Cloudy 

s.  w 

0.69 

— - 

Clear   - 

' 

N.  E.,  S.  E.- 

Cloudy 
Clear  - - 

Cloudy 

N 

N.  W._ 

— 

N.  W.,  W.    - 

S.E. 

0.38 

— - 

" 

S.  E 

S.E 

1.18 



Clear  _-!N.  E.. 


N.  E.,  E,. 


0.37! Showers  5:30  to  7:30  A.  M., 

and  6:45  to  8  p.  M. 

Cloudy  part  of  afternoon. 

0.41| Rain  till  7:15;  clear  pari,  A. 

!     M.;  and  shower  10  p.  M. 
--Cloudy   part  morning,  with 

light  shower  11:30  A.M. 
--Cloudy    part    evening,  with 

light  shower  8:15  P.  M. 
--Rain    before    day;   cloudy 

part  of  afternoon. 
_.  Cloudy  part  a.m.  and  p.m. 
--  Shower  4:15  P.  M. ;  nearly  1 
inch    in    15   min.  :  light 
shower  10  p.  M. 
Light  rain  8  p.  m. 


Cloudy  part  A.M.  and  P.  M. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Cloudy  part  afternoon,  with 
sprinkle  5:15  P.  M. 

Sprinkles  part  of  A.M;show'rs 
during  p.  M.  till  5  P.  M. 

Heavy  showers  before  day  ; 
clear  part  of  a.m.  ;  light 
showers  3:30  to  8  p.  M. 

Clear  part  of  evening. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Clear  part  p.m.  and  even'g. 

Cloudy  part  of  morning. 

Cloudy  evening. 

Clouded  over  5  p.m.  and  rain 

6:45  to  11  P.  m. 
Rain  8  p.  M. 
Rain  before  day  :  clear  part 

P.  M.;  rain  7:30  to  8:30  P.M. 
Rain  before  day  ;  clear  part 

a.m.  and  cloudy  part  P.  M. 
Cloudy  evening. 
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August,   1877. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


3  £ 


RKMAKKS. 


76 


Cloudy   Cloudy   N.  E 10.03 


76  C'v  m'st  all  day. 

81  Cloudy   Clear. 

79  iClear 

79 

81 

83  C'v  m'st  all  day. 

87  Clear— Clear _- 

78  Cloudy   Cloudy 


Clear . 


10  691  84         " 

11  66"  S3  Clear  — 
S  12  66£  84 

13  70  79  Cy  m'st  all  day. 


Hi  lis 


17 

18 

-S  19 

20 

21 

22 
23 
24 


C'y  m'st  all  day. 
Cloudy   Cloudy 


Foggy 
Clear  - 


X.  E.,  E — 

N.E.,  S.  W   .__ 

N. 

N.  W 

N.  W.,  S.  W. 

S.  W 

S.  W 

All  points. 

N.  W.,  S.  W.  — 
N.  W.;  S.  W.i— - 
8.  W I— - 

All  points.--  0.51 

N.  E.~ 
E 


66     82 

li.V,     S2.1 
69" '79" 


794 


S  26 
27 
28 


Cloudy 
Clear  _ 
C'y  m'st 


Cloudy 


701  Ki 

65  83j 

68.1  86 

29    71  8S.1 

30,  701  82" ' 

31    64.1  824 


S.  W.- 
S.  W.- 

all  day.  8.  E._ 


All  points.  -. 
S.  W 

N.  W 

All  points.  _. 
S.  E.,  N.  E.  . 

N.   E...S.   E. 


Cloudy 


All  points. 


Clear  -  S.  W 

"    -N.  W 

"     ..  N.  W.,  S.  W 

"     ..  S.  W.,  N 

"     --N.  W 

"     --  All  points.  -- 


0.29 


0.18 

4.851— 


Light  rain  before  6:30  A.M. ; 

misty   part   of   morning ; 

clear  part  of  evening. 
Clear    part      of      morning ; 

sprinkle  11  P.  M. 


Cloudy  part  of  evening. 
Showers  9:30    to    11    A.    M., 

and  2  to   3  p.   M. ;    clear 

part  of  evening. 
Cleared    9    A.     M. ;       light 

sprinkle  6:30  P.  M. 
Clouded  over  11  P.  M. 
Rain  before   day,  and    light 

rain  8  to  9  A.  M.,  and  8  to 

9  P.  M. 
Rain  9:45  to   11    A.  M.,  and 

11:50  a.m.  to  3  p.m.;  partly 

clear  part  of  evening. 
Clear  part  of   morning,  and 

cloudy    part  of  afternoon 

and  evening  with  showers 

3  and  10:45  p.  M. 
Cloudy    part   of    afternoon 

and  hazy  evening. 
Cloudy   part    of     morning, 

and  part  of  afternoon. 
Foggy  a.m.;  clear  part  A.  M. 

Shower  10:30  p.m.  till  noon; 
showers  4  to  6  and  7:30  to 
8:15  p.m.;  1.72  in.  4  to 
4:45  p.  m.,  and  9:30  P.  M. 
steady  rain. 

Rain  before  day  ;  clear  part 
of  morning;  rain  12:05  to 
1  p.  M. ;  clear  part  of 
evening. 

Foggy  a.m.  ;  clear  part  A.M. 


Cloudy  part  of  afternoon. 

<  'loud  v  part  of  morning  and 
part  of  afternoon  with 
shower  3:25  i\  M. 
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September,     1877. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


.a  1 

P3a2 


.  S  16 


18 

19 
20 
21 
22 
S  23 
24 
25 
26 

27 


28 
29 

S30 


70i 

64.1 
58 
561 
59" 
65  J 
56  j 


80'  C'y  m'st  all  day 
741  Cloudy  Clear - 
71"  Clear"-!  "  - 
76  "  —  "  - 
761  "  -  Cloudy 
71  Cloudy  Rain  _. 
61    Rain  __  Rainy  - 


53:    01.1  Cloudy 

55      711  Clear  — 
55  I  72*,     "     — 


Cloudy 
Clear-- 


58 

72i 

C'y  m'st 

64 

74 

" 

65 

77 

■' 

651 

81 

" 

68 

78 

Cloudy 

!N.  W 

N.W.,S.W.- 


all  day.  N.  E.,  S.— . 

S.  E.  - 

All  points-. 
All  points-. 
N.  E.,  S.  E.. 


Cloudy 
Clear  -. 


80  ICym'st 

71    Cloudy 

64J  C'yrn'st 
68  '■      " 
681  Clear   - 
66J-!     "     — 
71        "     — 

74  "     __ 

75  Cloudy 
761  Clear   . 

77*      "     - 


74   Cloudv 
73         " 
701  Clear - 


S.  W.,  N.  W.  0.01  —  Light  rain  6:40  A.  M. 

N.  W. Clear  part  of  morning. 

N.  W '  — 

S.  W Cloudy  part  of  morning. 

S.  W i Clouded  over  3  p.  m. 

N.  E.,  S.  E.  _  0.19 Rain  10:45  a.m.  to  9  p.  M. 

[N.  E --  0.79 Steady  rain  till  7  A.M.  and  at 

intervals  rest  of  day  till 

10  P.  M. 
Light  rain  2  to  6  p.m.;  made 
I     fire  in  my  office. 


N.  E.. 


0.05 


all  day 
Clear  _ . 
all  day 
Clear _. 


Cloudy 
Clear  - . 


S.  W. 

N 


N.  VV.  - 

All  points — 

N 

N 

N.  W.,  S.  W. 
S.  W 

aw 

s.  w 


S.W.. 


S.  E 

S.  E 

N.  E..   S.  E. 


1.94 


Cloudy  part  of  morning  and 
part  of  evening. 


Foggy  morning. 

Partly  clear  parts  of  A.  M. 
and  p.  M.  ;  showers  10:15 
A.  M.  and  12:05  P.  M. 

Clear  part  of  A.  M,  &  cloudy 
part  of  p.  M.,  with  sprin- 
kle 2:30  p.  M. 

Foggy  morn'g;  showers  3:20 
to  5:40  p.m.;  rain  9:30  p.m. 

Rain  before  day;  clear  part 
of  morning. 


Foggy  A.  M.;  clear'd  10  a.m. 
m.  ;   cleared   7:15 


i     A.  m. 
—  Foggy  a.  m.;  cleared  S:30  A. 
M.;  cloudy   evening,  with 
light  rain  5:50  P.  M. 

...Clear  evening. 
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October,   1877. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


il 


1  53 

2  55 

3  60 

4  66 


5    54} 


10 

11 

12 
13 

S  14 
15 
16 

17 


18  51 

19  59  J 

20  56 


S  21    46J 


22  42J 

23  39 

24  47 

25  52 

26  42 

27  :vj!, 
S  28  46J 

29  54  il 

30  51 

31  42 


61* 


50 


51 


Clear - 
Foggy  - 

Clear  — 

Cloudy 

Rain  _. 

Clear  — 

Clear  — 

Cloudy" 
Rain  — 

Cloudy 
Clear  — 

Clear  - 

Cloudy 

Cloudy 

Rain  — 

Clear - 

Clear.- 

"     - 

«     " 

Cloudy 

61 

66.1 

66A 

434  Cloudy    .Misty 


Cloudy 
CI  ear. - 


N.  E.,  S.  W 

s.  w ... . 

N.  E,  S  E.. 

S.  E  


N 


N 

N.  W.,  S.  E- 

s.  w~N.~w\ 


All  points.  _- 
W 

N.  W 

N.  W 

N.  W.,  S.  W. 
s.  w 

S.  W.,  N.  W. 
N.  E,  W.— 
All  points.  __ 
S.  W 

S.  W.,   N.  E. 


0.03 


N.  E.. 


N.  E.,  N.  W. 


S.  W. 

s.  w. 


o.ll 


0.40 


Cleared  10  A.  M. 

Cleared  11  a.m.;  cloudy  p.M 

Light  rain  part  of  morn- 
ing and  steady  rain  2:30 
p.  M.,  and  very  heavy 
after  6  p.  M. ;  bar.  29.40 
7  p.  M. 

Rain  till  1  a.  m.  ;  great 
freshet  in  the  river ;  0.9 
of  rain  in  6  hours. 


Rainy  evening. 

Rain  till  7:45  a.  M. ;  cleared 

9  A.  M. 
Cloudy  lip.  M. 
Rain    before  day ;     cloudy 

part  of  after  day. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 


Cloudy  part  of  evening. 
Cloudy  part  of  morning. 
Partly  clear  part  P.  M. 
Light   rains    (0.03)   during 
morning ;    ther.  7    a.   m., 
63°  ;    9  a.  M.,  56°;   11  A. 
M.,  57°,  falling  after. 
Light  rain  before   dav,  and 
7:30  A.  M.  to  8:30  A.  M.  ; 
rainy  evening. 
Rain  till    1 1  a.  m.  ;    cleared 

4  P.  M. 
First  frost. 
Cloudy  evening. 

8.  W. Clear  part  of  afternoon. 

E.,  N.  E 0.03 Misty  afternoon  and  part  of 

N.  E 1 1     evening. 

s.w ........ 

S.  W. Cloudy  part  of  afternoon. 

X.  \\\,  S.  W.  0.05  ..--  Light'  rain  7  to  10:30  A.  M. ; 
1     cloudy  part  of  afternoon. 

All  points.  .-   0.10| 'Rain  12:30  to  3  P.M. ;  clear- 

ed  5  P.  M. 

6.83 
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Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Previling      -c" 
Wind.         «T 


S  11 
12 
13 
14 
15 
16 


17 
S  18 
19 
20 
21 
22 
23 
24 


S  25 


54  Clear - 
65  Rain  . 
51  IClear. 


36  50* 

37  57 

38}  44 
33 


43 


Clear  __N.W.,S.  W._ 
Rain  __S.  E.,  S.W.- 
Clear-S.  W 

—  s.  w 

Rain  -  S.   E.,  S.   W. 


Rain 


Cloudy 
Clear-. 


Clear . 


Clear  - 
Cloudy 

Clear _. 


Cloudy 
Clear  — 


N 

All  points — 
N.E.,  S.  E. - 


W 


1.28 


35 

30i 

26  I  38*!  "  - 
35  '  483  Cloudy 
45     52 

45      49J 


52*  Rain  _ 
57    Foggy. 


Cloudy 


N.E.,N.W.-!~- - 

n.  w.,  a  w.i— - 
n. w.,  aw.—. 
a  E.,aw.--— 
s.  w — 

S.  W.,  W.—  0.15 


N.  E,  S.    E. 
— IN.W 

-|n.  w. 

All  points.  -_ 
N.  E 

n.  e.,  a  E.  - 

N.  E.,  S.  E.  - 
E.  N.,  E.  — 


47* 


IE.,  N.  E._ 

I 

E.,  S.  E. . 


53  : Clear. 


45 J!  53       " 
42  '  45    Rain 


"     aw.. 

Clear— aW.. 


1.80. 

o.ir 


0.01 


Rain  —  N.  E.,N.  W.-  0.31 


29  !  36    Clear  ..  Clear  „  N.  W 


Cloudy  evening. 
Rain  till  5:45  P.  M. ;  cleared 
6  P.  M. 

Clouded    over  7:30  A.  M. ; 
rain   4:15   p.  M.   to   11:15 


Cloudy    part   of    morning ; 

misty   part  of   afternoon 

with  rain  8  P.  M. 
Heavy  rain    before  day,  and 

misty    till     8:45    A.    M. ; 

cleared  9  a.m. 
Light  rain  before  day,  and 

7:30  A.    M.  to  6:30  P.  M. 

with  some  snow. 
Cleared  6  p.  M. 


Cloudy  evening. 

Light  rain  till  7  a.  m.  ; 
clear  part  of  morning 
and  cloudy  part  of  p.  m. 

Cloudy  part  of  morning ; 
foggv  evening. 


Misty  and  rainy  evening. 
Clear  part  of  morning. 

Misty  part  of  day ;  after  5 
p.  M.  steady  rain  with 
strong  winds  from  S.   E. 

Heavy  rain  before  day  and 
light  rain  till  9  A.  M.; 
foggy  evening. 

Light  rain  before  day  and 
part  of  morning ;  shower 
1  p.  m.  ;  cleared  6  p.  it. 

Cloudy  11  A.  M. 

Light  rain  before  day; 
cloudy  part  of  afternoon. 

Rain  till  5  p.  M. ;  cleared 
5:30  p.  M. 


7.29  — 
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December,  1877. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing. 
Wind. 


S  9 
10 
11 
12 
13 

14 
15 

S  16 
17 

*  18 
19 
20 
21 
22 

S  23 

24 
25 
26 
27 
28 
29 
S  30 


Clear  - 


38  Clear-- Clear.. 
35  "     -      "     - 

39  u         '     *■ 

41  "     --Cloudy 

60    Rain  —  Rain  -. 
45    C'y  m'st  all  day. 
41    Clear 
45 

39 

40.1      " 
45^      " 
49 
55i,     " 

43  !     " 

50i      " 

58J 

52 


N.  W.. 


38 

47.5  Cloudy 

59    C'y  m'st 

41  Clear-. 
48  j  Cloudy 

42  !      " 

45  I      " 

42.',  Clear.. 

42    Cloudy 

4G.I 

49J  Clear- 

451      "     - 

36    Cloudy 


37 i  Clear . 


S.  W 

All  points— 

N.  E.,S.  W 

W 

W 

S.  W 

N.  W 

s.  w 

s.  w 

s.  w 

s.  w 


Cloudy 
Clear - 


Cloudy 

all  day. 
Cloudy 


Clear-- 

Cloudy 
Clear-. 
Rainy  - 

Clear - 


N.W 

s.  w 

s.  w.,  jst.  w, 

N.  E.,  S.  W, 


N.  E.,S.  E. . 
All  points. - 
S.  W.,  N— 
N.  E.,  S.  E. 
s.  w 


N.  E,  N.  W. 

N.  E,  N.  W. 
All  points — 

N.  E 

N.  E 

N.  E 

N.  E 

N.  E 


N 


Cloudy  part  of  evening. 


Cloudy  part  morning ;    rain 
7:40  P.  M. 

Rain  before  day. 
Cloudy  part  of  morning. 


Cloudy  parts  A.  M.  and  P.  M. 
Cloudy  parts  A.  m.  and  p.  M. 

Cloudy  part  of  evening 
with  sprinkles  of  rain. 

Clear  part  of  afternoon. 

Cloudy  parts  A.M.  and  P.  St., 
with  light  rain  3  p.  M. 

Clouded  over  4  p.  M. 

Clear  parts  p.m.  and  even'g. 

Light  rain  before  day. 

Clouded  over  4  p.  M. 

Clear  part  of  morning ; 
clear  evening. 

Cloudy  part  of  afternoon ; 
cloudy  evening. 


Clear  part  of  afternoon. 

Cloudy  part  of  afternoon. 
Light  rain  8:30  A.  M.  till  1 

P.M.  and  2  to  6  p.m.;  clear 

part  of  evening. 


1.19 


Rain   1111.I   melted  hihiw  for  1S77  — 17. 'in  inches. 
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January,  1878. 


Ther- 
mometer. 

Weather. 

^j 

to 

<v 

0 
-1 

"bio 
W 

Morn- 

After- 

ing. 

noon. 

1  23 

2  261 

3  141 

4  13  J 

5  30 
S  6  19 

7  15 

8  121 

9  22 

10  32 

11  37 

12  40 
S  13  32 


36,1  Clear.- Clear -_ 
38"  Cloudy  ^Cloudy 

25  ( Clear  —  Clear  _. 

,, ,   j  Snow  .Rain  1 

-  \  Kain  Mist   / 

36    Clear— Clear  — 

27  "  -   "  — 
23   "  —   "  -- 

28  I  "  —  I  "  -- 
351  Cloudy  Cloudy 


N.  W. 

S.  W —  Snow  squall  7  p.m.;  cl'red  10 

p.m.,  with  wind  from  N.W. 

N.  W.,  N.  E I  —  - 


N.  E. 


0.87 Snow  6:45  to  9:30  A.  M.;  then 

rain  and  mist  till   5:45  P. 
M.  ;  cleared  9  P.  M. 


S.  W.,   W.  -  — -- 

S.  W.,  W 

N.  W 

S.  W 

N.  E O.Oli. 


42 

Rain  _ 

.  Rain  — 

43J 

«     . 

.  Cloudy 

49 
45 

Clear  . 

-  Clear  — 
_  Cloudy 

47 

Foggy 

Partly  clear  part  of  A.  M.  ; 

light  rain  part  of  P.  M. 
N.  E --  O.llj Rain  before  day  and  9:15  A. 

M.  and  all  day  and  even'g. 
W.,  N.  W—  O681 Rain   till   9:15   a.m.;  clear 

part  of  evening. 


15   391 

43    C'y  m'st  all  day- 

16    27 

31    Clear— Clear - 

17    21 

32    Cloudy   Cloudy 

18   28 

38        "     —  Clear - 

19    29 

42        "     —      "     - 

S  20    33 

42       •'     —  Rain  -. 

21    40 

47  J-      "     --Cloudy 

22   41 

49        "     - 

N.  W. — 

All  points — 

S.  W 1.12 


N.  W 

N. — - 

N.  W.,  S.  E 

N.  E.,  S.  E 

a  w 

All  points---  0.39 

S.  W 

s.  w 


C'dy  part  of  a.m.;  light  rain 
7|  to  91  p.m.  &  then  heavy. 

Rain  before  day  and  misty 
7:30  to  8:30  A.  M.;  clear 
part  of  afternoon  and  ev'g. 


Cleared  10  A.  M. 


23  23 

24  17 
25 1  29 

26    38 

•S  27    36 


29  19 

30  231 

31  21.1 


251      "     —  Clear - 

33    Clear-      "     - 
44       "     -      "     . 

501  Foggy  -  Cloudy 

44^  Clear--        " 

421  Cloudy   Clear - 

31    Clear—      "     — 

30       "     ..      "     - 
32!  Snow -Snow- - 


_-  Clear  part  of  A.  M.;  rain  1  to 

11  p.  M. 
__  Clear  part  of  A.  M.  and  part 

of  p.  M. ;  rain  11  p.m. 
-_  Rain  and  light  snow  before 

day;  cleared  8  A.  M. 
--  Cloudy  6  p.m.  and  light  rain 

7  P.  M.  to  11  p.  M. 
—  Rain  before  day;   cleared  10 

a.m.;  cleared  7  p.  M. 
--  Cl'dy  part  of  a.m.;  light  rain 
3:40  to  4:30  &  7  to  9:30  P.M. 

Rain  before  day;    clear  part 

of  morning. 
N.   W._ 

N.  E I Cloudy  evening. 

N.  E I Snow  6  a.m.   violently; 

day. 

4.01 


.N.W 0.12 

W.,  S.  W 

S.  W.,  S.  E.  -  0.02 

S.  W 0.50 

S.  W 0.10 

N.  W 0.09 
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February,   1878. 


„„„,„.„„         Weather, 
mometer. 

— 

Q 

01 

S 
0 

2 

"SJ3 

X 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 

Rain  and 
Snow  in  i 

Snow  in  ii 

REMARKS. 

1 

27      32 

Snow  _  - 
Cloudv 

Cloudy 
Clear   _ 

N.  E 

10.00 

2 

23 

10 

31 

drifted   badly    and    light 
snow  till  1  p.  M.;  snow   4 
to  5:30   P.   M.;  cleared   9 

P.    M. 

S    3 

clear  evening. 

4 

10          34     ;        " 

N.  W.,  W 

51  22     36 

6  23     38 

7  261    42.1 

Cloudy 

Rain 

Clear  .. 

C'y  m'st 
Oloudy 
C'y  m'st 

"       " 

Rainy  _ 
Cloudy 

Clear  - 

Cloudy 
all  day. 
Clear   _ 
all   day. 

N.  W.,  W.~ 
N.  W.,  S.  W. 
s.  w 

— 

8 

9 

S  10 

11 

30     40 
38  1  48 
34     381 
2S1    35 

N.  E 

S.  W.,N.  E- 
N.  E 

N.  W. - 

0.33 

0.06 
0.49 

Rainy  and  foggy  p.  m.  and 
evening  till  11  p.  M. 

Rain  before  day ;  clear  part 
A.  M.  and  part  afternoon. 

Rain  till  8  A.  M.,  and  misty 
till  11  A.  M. 

12  23     34 

13  32.1    40 

N.  W  ,  S.  W. 
N.  W.  — 

.... 

.... 

Clear  part  of  afternoon. 

14   30     35 

N.E. 

15 

16 
S  17 

18 

24     351 

33  43 

34  49 

30}'  331 
18"    33 

N.  E.,  S.  E.  - 
S.  W.,  N.  W. 
All  points — 

N.E. 

.... 

:::: 

Light  snow  before  day   and 

light  rain  11a.  m. 
Cloudy  part  of  morning. 

19 

20 

26 

42 

S.  W.-- 

Light  snow  7  a.  m. 

Light   rain  before   day  and 

at  noon;  partly  clear  part 

afternoon  ;  rain  8  p.  M. 
Steady  rain  till  2  r.  m.,  and 

at  intervals   rest   of  day 

and  night 
Rain  before  day;  foggy  A.M. 
Cloudy  part  A.  m.  and  p.  M. 

21 

36 

37 

40 
38 

35! 

46 

43 

46 
441 
44 

Rain  _- 

Cloudy 
Clear   - 
C'y  m'st 
Clear   - 

Cloudy" 

Rain  -- 

Cloudy 
Clear    - 
all  day. 
Clear .. 

N.E.    .. 

22 

23 

S  24 
25 

N.E 

All  points 

N.  W 

N.  W. 

1.68 

...:. 

26    31      43 

N.  W 

Cloudy  part  of  morning. 

27 

35 

54 

N.  W.    . 

28 

371 

54.1 

N.  W.,  S.  W. 

1 

2.56 

10.00 

Clear  part  of  morning. 
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March,   1878. 


Ther- 
mometer. 

%     "5) 
1-3     K 

Weather. 

Morn-     After- 
ing.        noon. 

Prevailing 
Wind. 


1  35      42    Clear --Clear—  N.  E.,    S.  E 

2  30     53        "     _-  Cloudy   S.  E 0.08 


•3  o 
P?oo 


3  45 

4  45 

51  32 

6  35 

7  40 


60A  Rain  -Clear  — iS.  W.. 

46^ 
47" 
57 


0.21 


C'y  m'stall  day.lS.  W.,  N.   W. 

Clear  __  Clear -N.  W 

"    -S.  W 

Cloudy   S.  W 0.20 


8  44  62  "     _. 

9.  41  60  "     _. 

S  10  39  66  "     .. 

11  46  48  Cloudy 

12  34^  38  Rain  _. 


13  364    55    C'ym'st 

14  48"!  56  :  Cloudy 


15  41      52    Clear  . 

16  36     51i|     '•     . 
S  17    39      42    Eain  - 


18  37  484  Cloudy 

19  404  57  Clear - 

20  41  i  51  I     "     — 

21  354  44  C'ym'st 

22  37  50  Cloudy  IClear— All  points 

23  37  59  Clear—      "     —  S.  W 

S  24  45  53  Cloudy  Cloudy  S.  W.,N.  W 


Clear . 


Cloudy 
Rain  __ 


all  day - 
Cloudy 


.  Clear    part     of    afternoon ; 

light  rain  7:15  to  11  P.  wt. 
Light   rain    till    10   A.   M. ; 

clear    part    of     morning 

and  cloudy  part  of  p.  M. ; 

rain  4:30  to  5  p.  m. 
Shower   with   thunder  and 

lightning     6:50     p.    M. ; 

clear  evening. 


W 

All  points 

S.  W — 

E 

N.  E 0.75  . 


N.  E.,  S.  W. 
N.  W 


0.78 
0.18 


Clear— |N.  W. 
-  N.  E- 
Rain  -N.'E.- 


Cloudy    N. 

Clear -N.  W 

-  N.  W 

all  day.N.  W 


25  17  35    Clear— Clear- N.W 

26  30  47  "    —      "    —  N.  W.,  S.  W. 

27  37  57  C'y  m'st  all  day.  S.  W.,  N.  W. 

28  43  64    Cloudv   Cloudy   S.  W 

29  43  55         "        Clear  __  N.  E 

30  37  54  Clear- Cloudy    N.  E.,  S.  W.- 
S  31  42  55  "     -        "        All  points.  - 


0.04  - 
0.03  - 
0.03  - 

3.39  -- 


Misty  part  of  day. 

Rain  before  day,  and  from 

7  A.  M.  to  2  P.  M. ;    misty 
afternoon   and  rain  after 

8  P.M. 

Rain  before  day. 
Rain  1:30  to  3:30  p.  M.,  and 
4:45  to  6  p.  M. ;  cleared  11 

P.  M. 
Cloudy  part  of  afternoon. 
Cloudy  evening. 
Rain  till  11  A.  M.,  and  3  to 

7  p.  51.,  and  10:30  P.  M.  to 

11:30  p.m. 
Cleared  6  p.  M. 
Cloudy  part  of  afternoon. 


Cleared  10  A.  M. 
Cloudv  part  of  evening. 
Rain  9  A.  M.  to  12:30  P.  M. ; 

clear  part  of    afternoon 

and  evening ;  snow  squall 

1 1  p. M. 
Ground  covered  with  snow; 

cloudy  part  of  afternoon. 
Cloudy  part  of  morning. 
Rain  before  day. 
Clear  part  of  morning. 
Rain  7  to  7:30  A.  M. 

Clear  part  of  afternoon ; 
light  rain  parts  of  P.  M. 
and  evening. 


9tb,  railroad  bridge  burnt  at  5:45  a.m..  and  passengers  go  by  stage  1 
train  over  new  bridge  at  2:15  p.  M.  on  14th. 


.  Albany  street  bridge.  First 
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April,   1878. 


Ther- 
mometer. 


Weather. 


Morn-  I  After- 
ing.        noon. 


Prevailing 
Wind. 


s  =,  .a 


Mod  I   go 


REMARKS. 


45 
45 

42 
431 


60  Cloudy  Clear - 
63  Clear -I  "  - 
623  "  -J  "  - 
50    Cloudv   Cloudy 


N.  W I 

N.  W 

s.  w 

N.  E 


5,  44  !  60 


Clear  ..  N. 


11 

12 

13 

S  14 

15 

16 

17 
18 
19 
20 


S  21 
22 
23 

24 
25 

26 

27 

S  28 

29 


63  Clear  — J     "     — 

56  C'y  m'st  all  day. 

62  Clear  __  Clear ~ 

54  Cloudy   Cloudy 

52   Eain  — 

58J  Cloudy 


N.  W.. 
N.W.  . 
N.  W. . 
S.   E.  . 


6ii:  "  .. 

65j  "  ._ 
60   "  _. 
56  Cloudy 

I  :: 

58 

61  Clear  - 

68   "  __ 

I  :: 

S.  E.  - 


S.  W.,  N.  E._ 
W.,  N.  W.- 


0.01 


N.W 

N.  W 

N.  E.,  S 

N.  E.,  S.   E.  0.15 


N.  E.,  S.  E-  - 

All  points. 

S.  W 

63    Cloudy   Cloudy   S.  W.,   S.  E.-|  0.05 Showers  part  of  a.m.;  partly 

I     clear    part    of   evening  ; 
sprinkle  11:30  P.  M. 


Clear  part  of  morning. 


Partly  clear  part  of  morn- 
ing and  clear  part  of  ev'g. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Cloudy  part  of  evening. 


Partly  clear  part  of  A.  M.  ; 

light  rain  part  of  even'g. 
Eain   till  10:30   A.  M.   and 

part  of  evening. 
Kain  12  to  1  p.  M. 
Cloudy  part  of    afternoon, 

with  light  showers. 
Light  rain  before  day. 
Cherries  flowered. 
Cloudy  part  of  afternoon. 
Eain  8:30  to  11  a.m.;  cloudy 
part  of  P.M.;  pears  flowered. 
Clear  part  of  morning. 


75  Clear— Clear - 
70  "  „  Cloudy 
60   Cloudy 

65 
64 

64 

64 

62J        " 

63 


30    51      01 J 


N.W - 

N.  W.,  s.  W.L 

N.  E.,  S.  E._  0.20  .. 


E..S 

a,  S.  E 0.23 


N.  E.- 
N.  E. 

N.  E.- 
N.  E.- 


Clear part  of  afternoon. 
Eain  before  day  ;  clear  part 

of  afternoon. 
Partly  clear  part  of  P.  M. 
Rain'8  to   11:30  A.  M.   and 
I     12:30  to  1  p.  M. 


_-  Light  rain  before  day. 

--  Light  rain  before  day;  clear 

part  of  afternoon. 
-.  Clear    part     of   afternoon  ; 

foggy  evening. 


1.38  . 
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May,   1878. 


Ther- 
mometer, 


Weather. 


After- 
noon. 


3  1 

rg 

Prevailing 

Wind. 

£ 

,5  c 
Mod 

a 

S.  W.,  S.  E- 

— - 

50J 

8  53 

9  55 

53 


S  12 
13 

14 
15 

16 

17 


181  50 
S  19!  51 

20  56 

21  53 


22 
23 

24 

25 
S  26 

27 
28 
29 
30 


r>:> 


69    Cloudy   Clear  - 

75  I  "  '  "  .. 
80J  Clear-!  "  - 
78|  C'y  m'st  all  day. 


63    Rain  —  Clear— All  points 


67  Clear-  "  - 
66J  C'y  m'st  all  day_ 
73J  Clear  —  Clear  __ 
59J  Cloudy       "     - 


66    Clear - 

56  I     "     „ 


Clear  part  of  morning  and 
cloudy  part  of  afternoon. 
All  points.  —  ---  Cleared  7:30  A.  M. 

S.W.- 

S.  W N.  Y.    Coaching  Club   with 

"Tally-ho"     to    Phila.  ;. 
rain  9  P.   M. 

1.22 ;Rain  till  11  a.m.  ;  cleared  3 

p.  M. 


S.  W.,  N.  W.- — 
N.  E.,  S.  E..j— - 

N'."K— — --  0.37 


"     — Cloudy 
"     —  Clear  _. 
"     —  Cloudy 
Cloudy  j       " 


63  Clear.- Clear -. 
65J  "  __  Cloudy 
69J  "  -Clear- 
71  C'y  m'st  all  day . 
57  Rain  --  Rain  -. 
72i  Cloudy   Clear.. 


Clear . 


Cloudy  evening. 
Rain  7:40  to  11  A.  M.;  clear- 
ed 5  P.  M. 

N.  W. Cloudy   part   of    afternoon, 

with  light  sprinkle. 

N.  W. 0.05 Cloudy  parts  of  day;  showers 

10  A.  M.  and  12:30  P.  M., 
with  hail. 

'N.  W.,  W. ' ' Clear  evening;  frost. 

N.  W. : Cloudy  part  afternoon;  frost. 

All  points. 1 Frost. 

N.  E.,  E j Partly  clear  part  of  after- 
noon ;  light  sprinkles. 

N.  W.,S.  E-  —  — - 

S.  E.,  S Clear  part  of  afternoon. 

S.W.,  s 

S.  W 

S.  E. Misty  rain  all  day. 

W 0.72 Heavy   shower  before  day  ; 

clear  part  of  morning. 

N. | 1— - 

,N.  W 


Cloudy   S.  E.,  S.- 


73  C'y  m'st  all  day. 

78  Clear  —  Clear  _  . 

75       « 
75       " 

71  j     " 

61  Cloudy  Cloudy 

56  Rain  —  Rain  — 


S.  W. 
S.  W. 


Cloudy  part  of  A.   M.,  and 

clear  part  ot  afternoon. 


-! Cloudy    part    of  afternoon 

and  evening. 

S.  W 1 Cloudy  part  of  evening. 

N.  W. : i Cloudy  part  of  afternoon. 

N.  W.,  S.  W.' Cloudy  part  of  afternoon. 

S.  E.,  N.  E._  2.04 Heavy  showers  2  to  4  p.  M., 

and  light  rain  till  6  P.  M. 
N.  E 1.31 Raining  at  midnight. 

5.71  — 
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June,   1878. 


Ther- 
mometer, 


1  54 

2  57 

3  57 

4  56 

5  65 

6  50 

7  50.' 

8  54 


Morn- 
ing. 


Cloudy 


76 

75J  Clear . 


After- 
noon. 


Prevailing 
Wind. 


03—       — 


Rain  -- 

Cloudy . 
Clear  — 


N.  E 

N.  E.,  S.  E.. 


E 

S.  W 


65A  Cloudy   Cloudy 
70 


N.  W.,  N.— 
N.  W 

N.  E.,  S.  E- 

s.,  s.  w 


Clear-- 
57main-fe} 
63    C'y  m'st  all  day.  N.  W.,  S.  W. 


N.  W 

N.  E 


Clear . 


S  16    61 

17  64 

18  61.1 


S  23 


Clear  - 


74  I     " 

78        " 

77        "     - 

76    Cloudy   Cloudy 

64    Rain  —  Eain  -- 

Clear  -  - 


Clear . 


25    63J    77 


731  Clear - 

75"      "     . 


26,  62 

27  [  64 

28i  70 
29  71 
30!  67 


N.  W.' 

N.  W 

N.  E.,  S.  E.- 

S.  W 

s.  w 

s.  w 

N.  E 


N.  E 

All  points. 
S.  W 


-  N.   E„  S.  W 


S.  W 

S.  W 


N.  W.,  S.  W, 
N.  W.,  S.  W. 
S.  W 


REMARKS. 


1.00 

0.23 

a  07 


0.88 


1.40 
0.22 


..  N.  W.— 
..  N.  E.,  E. 

-S.  E 


4.34 


Light  rain  before  day;  rainy 
after  11:50  a.m.  till  11  p.m. 

Light  and  misty  rain  at  in- 
tervals all  day. 

Cleared  2:45  p.  M. 

Foggy  A.M.;  clear  part  of  A. 
M.;  cloudy  part  of  even'g. 


Light    rain   during   day   at 

intervals. 
Clouded  over  10:30  p.  M. 

Rain  till  8  A.  M.;  misty  and 
rainy  P.  M.  and  evening. 

Rain  before  day  and  show- 
ers 2:40  and  4  to  5  p.  M. 

Cloudy  part  of  evening. 

Cloudy  part  of  afternoon, 
with  light  showers. 


Clear  part  of  afternoon. 
Rain    till    3:50    p.  M.   and 
cleared  oft' 6:50  P.  M. 


Cloudy  part  of  morning  and 

part  of  evening. 
Rain  till  8:30  a.m.;  shower 

7:45  to  8:45  P.  M. 
Cloudy  part  of  morning. 
Cloudy  part  of  a.m.  &   part 

of  P.  m.,  with  shower  7  to. 

7:15  p.  M. 
Cloudy  part  of  evening. 

Cloudy  part  of  evening;  first 

warm  night. 
First  bath  in  the  river. 
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July,     1878. 


1  68 

2  70 

3  72 

4  73 

85  Clear-- Clear  _. 
86*  "  -  "  - 
87*  "  —  •••  - 
89        "     —  Cloudy 

5  71 

6  70* 

7  65 

8  67* 

87  "  —  Clear  _. 
83*  "  —  "  - 
83  "  --  "  - 
87*      "     -     "     - 

9    731 

86    C'y  m'st  all  day. 

0   741 

90    Cloudy   Clear- 

RKMAKK.v 


13 

S  14 
15 
16 
1 

18 
19 

20 
S  21 


72 

83 

Clear  -  - 

70 

73* 

Cloudy 

68 

77 

66 

82 

Clear - 

70 

87 

"     _ 

66* 

74 

Cloudy 

67 

81 

"     

73 

92 

Clear  — 

77* 

90 

" 

75 

S6 

« 

71* 

83 

C'v  m'st 

Rain  . 
Clear  - 


79    Clear  — 

81        "     _- 


83 


26    69  '  86* 

27 ! 


S  28 
29 
30 


73* 

81 

Cloudy 

66 

82*  Clear  — 

68 

82       "     - 

67 

70 

Rain  — 

63* 

72 

Cloudy 

all  day. 
Clear  - . 


Cloudy 


Clear  _ 
Cloiuh 


S.  W.,8.E.-i-. 

S.  W 

s.  w 

S.  W.,  N.  W.  0.31 Shower    12:35    p.    M.,    and 

light  rain   6:50  to  9  P.  M. 
N 

N..S.E 

N.  E.,  S.  W 

S.  W 0.71 Cloudy  evening  with  shower 

8:50  to  11  P.  M. 
S.  W 0.07 Shower    2:20     p.    M.,    and 

light  sprinkles  afterwards. 
S.  W Clear  part  of  morning,  and 

cloudy  part  of  afternoon. 

|N.  E.,S.  E Cloudy  evening. 

N.  E.,  S.  E.  -  2.71 Rain   before  day,  and   9:30 

A.  M.  to  8  P.  M.,  and  light 

shower  11:30  p.  M. 

N.  E.,  S.  E.  _  0.02 Cloudy  part   of  afternoon ; 

I     shower  1  p.  M. 

S.  W ' Cloudy  part  of  morning. 

,N.  W.,  S.   E. Cloudy  evening. 

N.  E.,  S.  E. Cloudv  part  of  evening. 

S.  W 

S.  W 

N.  W. Cloudy    part    of    morning, 

and  part  of  afternoon. 

N.  E.,  S.  E. 

All   points.--  0.78 Foggy  morning;  shower  9:30 

.     A.   M.,  and  3:30  and   4:30 

p.  M. 

N.  W. Partly  cloudy  evening. 

N.  W 

N.  W.,  W 

!S.  W 

S.  W Cloudy  part  of  morning,  and 

part  of  evening. 

jS.  W.,  N.  W.1 ' Clear  part  of  afternoon,  and 

part  of  evening. 
All  points. Cloudy  evening. 


All  points. 

N.  E l.i 

'N.  E..-S.E 


Rain  after  8:30  P.  M. 

Rain  till  6  A.  M.,  and    from 

10:30  A.  M.  to  1  P.  M 
Clear  part  of  evening. 
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August,  1878. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


V    . 

-c 

3  £ 

c 

ry  c 

n  £ 

Is 

.1  0 

QhOD 

GO 

9 
10 

S  11 
12 
13 
14 
15 

16 
17 

S  18 
19 
20 
21 


22 
23 
24 

S  25 


78    Cloudv   Cloudy  |A11  points.—  0.49 
83    Clear  —  Clear  _. 
Cloudy 


85  i     "    -. 
79    Cloudv 

80 


80 J  Clear  — 
83";  "  - 
86*1  "  - 
75J- Cloudy 

79£j      " 
79-i  Clear  — 


Cloudy 


Cloudy 
Clear  _. 


0.22  . 


-_  Shower  6  a.m.  and  rain  8  to 
11  a.  M.;  clear  part  P.  M. ; 
showery  evening. 

--  Rain  before  day. 


Clear - 

Cloudy 
Clear  - . 

Cloudy 

Rain  _. 
Cloudy 


N.  W.  . 
N.  W.  . 
All  points.—  — -  Cloudy  part  of  afternoon. 

All  points.--  0.17 Shower  2  p.m.;  clear  even'g. 

All  points.  --  0.68 Clear  partP.M.;  shower  12:20 

p.  M.,   and   rain  6:35   to 
8:45  p.  M. 
Cloudy  part  of  evening. 
Cloudy  part  of  morning. 


N.  W 

S.  W. 

s.  w 

All  points.  _ 

!s.  W 

'N.  W 

|S.  W 

N.  E.,  S.  E- 
N.  E.,  S.  E. 


N.  E., 
S.  W.. 


S.  E.. 


C'y  m'st  all  day. 
Clear--  Clear  - 

Cloudy" 


Cloudy 


N.  W 

N.  W 

K  W 

N.  W.,  N.  E. 


N.E.,  E.— 
N.  E.,  S.  E. 
N.E.,  S.— 
S.  W 


0.04  — 


0.34 


11.111 


0.16 


Sprinkles   during    day   and 

light  rain  part  evening. 
Light  rain  6  to  7  A.  m. 

Cloudy  evening. 
Clear  part  of  morning. 
Light  sprinkle  morning  and 

evening. 
Rain  11:30  A.  m.  &  rest  day. 
Light  rain  before  day;  clear 

part  p.  m.  and  evening. 

Cloudy  part  p.m.  and  eve'g. 
Clear  part  of  morning. 
Cloudy  evening;shower  with 

hail      5:12,      and     light 

shower  8:30  P.  M. 
Shower  3  P.  M. 


Shower  11:50  A.  M.  to  12:10 
p.m.,  and  light  rain  after  ;. 
cleared  4  p.  M. 


All  points—. 
S.W...S.  E.. 
All  points.  -. 
N.  E.,  S.  E.. 

All  points.  — i 1  — 

S.  E. Cloudy  part  of  morning. 

3.02  -  — 


Cloudy  part  of  evening. 
Cloudy  part  of  evening. 
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September,  1878. 


Ther- 
mometer. 

Wind, 

e       so 

0        r^ 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


-Z 


S  1 
2 
3 

4 

5 

6 

7 

S  8 
9 
10 

11 

12 

'     13 


S  22 
23 
24 


83J  Cloudy   Clear  -IS.  W 0.32 

84    Clear-,     "     -  S.  W 

83       "    —  Cloudy   All  points---!  0.19 


72    Cloudy   Rainy  -  S.  E.  - 
Clear -_N.E.. 


75    Clear  _ 

I  ; 

76.1,  Cloud  v       '•'     -N.  E.,S.  E. 


72£ 

69  j  Clear 
71    Cloudy 
73 

76 

76 

78* 


Cloudy 
Clear  — 
Cloudy 


Clear  j - 


56  67 

48  64 

58.1  70    Cloudy 

63  74  jClear- 

65  77    C'ym'st 


N.  E 

N.E.,8.  E— 

N.  E.,  E 

N.  E.,  S.  E.- 

N.E.,  S.E.- 

N.  E,   S.  E.- 

S.  E.,  S.  W.- 


Clear __s.  w 

-  S.  W.,  N.  W. 
N.  E.,  S.  E- 
"  __S.  E.,  S.  W- 
"    - -jS.  w 

"  — |n.  e.,  s.  e._ 

"    -S.  w 

Cloudy  S.  W 


51£    65    Clear  -  Clear  -  N. 
281  43J1  59  !     "    _.      "     -N.  E.,  S.  E._ 
S  29!  48      62J  Cy  m'st  all  day.  N.  E.,  S.  E.-l 
30   54     65 J  Cloudy   Cloudy   N.  E.,  S.  E.. 


Clear -N.  W.,   N. 
Cloudv   N.  E.,   S.  E.-I- 

S.E.,  S 0.13 

Clear  --  All  points 

alldav-S.  W.,  N.  W.\  0.42 


Eain  till  6  A.  M. 
Cloudy  part  of  evening. 
Showers  12:10  and  2:10  p.m.; 

clear  part  of  evening. 
Shower  5:15  and  10  a.m.  and 

rainy  p.m.  and  evening. 
Light    rain      before     day  ; 

cloudy  part  of  evening. 
Light  rain  before  day;  clear 

part  of  morning. 
Clear  part  of  morning;  misty 

rain  part  of  evening. 
Cloudy  part  of  morning. 
Clear  part  of  morning. 
Eain  3:45to  6:30  p.m.;  partly 

clear  part  of  evening. 
Clear  part  of  afternoon  and 

misty  part  of  evening. 
Rain  before  day  &  9:30  to  10 

a.m.;  clear  part  of  P.  M. 
Shower  9:30  to  9:45  a.m.  and 

rainy  afternoon  till  4  P.M.; 

cleared  8  p.  M. 


Cloudy  part  of  A.  M.  ;  clear 
part  of  afternoon;  misty 
part  of  evening. 

Clear  part  of  afternoon. 
Clear  part  of  morning;  rainy 

parts  of  P.  M.  and  even'g. 
Foggy  morning;  cloudy  part 

of  evening. 
Shower  4:05  to  4:30  p.  M. 


Light  rain  6  P.  M. 
Clear  evening. 
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October,  1878. 


Ther- 
mometer. 


■s      Morn-    After- 
•-        ing.         noon. 


Prevailing 
Wind. 


"a!  -c     -r 


■3  i 

■A -T. 


1  52 

2  61 

3  65 

4  55* 

5  54 

6  56 


69  Clear-. 

75  Cloudy 

75 

74  Clear - 

66  "     - 

64  Cloudy 


7   43.5 

62    Clear- ( 

S   54 

66.1  Cloudy   < 

9    56.1 

77        "     - 

Clear  - 


Cloudy 
Clear  - . 


N.  E.,  S.  E.. 
S.  W.-~ :— . 


All  points. 

N.  W. 

All  points. 
N.  W 

All  points. 

S.  W 

s.  w 


Clear     part    of     morning; 

cloudy  evening. 
Clear  7:30  P.  M. 


10  55 

11  46 

12  50 
S  13  50 

14  49 

15  53 

16  56 

17  58 

18  581 


19  46 

S  20  43 

21  45 

22  42 

23  55 

24  47.1 

25  45 

26  41 
S  27  44 


28  43 

29  36 


30  43 

31  48 


64.1  Clear - 

59  \  Cloudy 

60  Clear— 

68  Cloudy 
68.1  "  - 
72.1  Clear  — 
73 1  "  - 
76.1  "  - 
63"      "     - 


541      "     ._ 

61  Cloudy 
67  "  - 
63    Clear - 


61  "  .. 
58.1  Eain  — 
61  Clear  — 
65       "    - 


Cloudy 
I  Clear... 

Rain  _. 
Clear  — 

Cloudy 


S.  W.,  N.  W. 
N.  E 


N.  E 

N.  W— 
N.  W.,  S.  W. 

S.  W 

s.  w 

S.  W 

All  points. 


N.   W 

N.  W.,  S.  W. 
S.   W 

S.  \\\,  S.  E.- 


-S.  E.,S.  W. 


571  Rain  .. 
54    ( lloudy 


Clear - 
Cloudy 
Clear  — 


N.  W 

N.  E.,  S.  E.- 
All  points.  — 
S 


! Cloudy  evening. 

0.01 Clear     part    of     morning  ; 

light  rain  before  day. 

0.05 Light  rain  part  of  evening. 

Clear  part  of  morning. 

0.90| |Clear  part  of  morning,  and 

cloudy   part    of    evening 

with  heavy  showers  7  to 

8  p.  M. 


0.88  — 


.  N.  W 

.  All  points. 

All  points. 

W.,  N.  W.. 


0.10 


0.01 


Clear  part  of  morning  ;  mis- 
ty part  of  evening. 
Clear  part  of  afternoon. 


Rain*  8:15  to  10  a.  m..  and 

from  2:15  to  8  p.  M.  and 
cloudy  rest  of  evening. 
Clear  part  of  morning  and 
cloudy  part  of   afternoon. 


Foggy  morning ;  cleared  8 
A.  M. ;  clouded  over  4  P.M. 

Rain  till  11  A.  M.  with  vio- 
lent wind ;  clear  part  of 
evening. 


Clear    part     of   afternoon ; 

rain  at  intervals  after   10 

p.  M. 
Rain  before  day. 
Cloudy  evening    with   rain 

10:30  P.  M. 
Rain  till  10:30  a.m.  ;  cloudy 

part  of  afternoon. 
Light  sprinkles  till  8  A    M.; 


'■j 

■ clear  part  of  morning  and 

3.421 '     cloudy    part   of    evening. 
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November,   1878. 


Ther- 

mometer. 

_j 

an 

0 

IV 

j= 

After- 

0 

0 

X 

ing. 

noon. 

Prevailing 
Wind. 


"O      . 

o5 

2  £ 

J5 

3  £ 

s 

a  & 

& 

-2  = 
Phdd 

c 

0 

30 

6 

33.! 

7 

35 

8 

39 

9 

33 

S  10 

38* 

11 

40 

12 

48 

13 

41 

14 

36 

15 

28 

16 

32*. 

S  17 

46 

18 

43 

19 

43* 

20 

44 

21 

46 

22 

46 

23 

42* 

S  24 

39 

25 

40 

26 

41 

27 

33* 

28 

46 

29 

42 

30 

36* 

48    Clear— iClear. 

56 

49* 

48 

42J 

40 

45 


Cloudy 


Cloudy 
Clear  _ . 


Clear . 


Cloudy 
Mist  "I 
Rain  J 
Rain  1 
Mist   J 


56*  C'y  m'st 
48*  Cloudy 


Clear  — 
Cloudy 


Clear-. 


N.W 

S.  W — - 

N.W — - 

8.  W..N.W.— - 

jN.  W.. 

All  points 

S.W..N.  W.-0.16 


Cloudy  part  of  morning. 


Cloudy 
Clear _. 


Cloudy 
Rain  — 

Misty  _ 

all  day- 
Cloudy 


Clear  _ . 
Cloudy 


Cloudy 
Clear-. 


N.  W.  — — — 

N.  W 

N.W -. 

S.W.,8.  E...-. 
S.  W ,0.( 

S.  W.,  N.  W.  ... 

N.  W 

E 

E ... 


N.  E._ 
N.  E.. 


N.  E. 
N.  E. 


S.W., 

N.  E., 


0.70 

N.~  w".  0.03 

S.  E...  0.02 

S.  E-  1.06 


W.  -. 
S.  W.. 

N.  E., 


1$.— 
N.  E., 


S.  E. 


s.  w., 


S.  E 

N.W.  1.60 


W. — 
N.W. 


Rainy  after  7  p.  M. 

Rain  and  snow  before  day  ; 
clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Cloudy  evening. 

Light  sprinkle  8  P.  M. 
Rain    before    day ;    cloudy 

parts  morning  and  P.  M. 
Cloudy;  light  sprinkle  1  p.m. 


Cloudy  part  of  afternoon. 


Misty  and   rainy   during  A. 
I     M.  and  rain  rest  of  day. 
Rain  before  day  ;  misty  till 
5:30  p.m.;  clear  evening. 

Light  rain  part  A.  M. ;  clear 

part  of  evening. 
Light  rain  part  A.  M. ;   rain 
!     10:35  p.  m. 

Rain  till  11  A.M.;  clear  parts 

of  afternoon  and  evening  ; 
bar   29.015. 
Cloudy    part    of   morning ; 

clear  evening. 
Partly  clear  part  p.m.;  misty 

rain  part  of  evening. 
Clear  parts  of  afternoon  and 
evening. 
--  Rain  11:30  A.  M. ;  very  hard 
from  6:30  to  9  P.   M.,   and 
light  rest  of  evening. 
_-  Light  rain  before  day;  clear 

evening. 
--Cleared  10  A.  M.     ■ 
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December,   1878. 


Ther- 
mometer. 


Weather. 


3   S 


Morn-   After- 


— 

.      I 

-g 

Prevailing. 
Wind. 

l"'s 

C 

c  S 

S 

'5  ° 

pSog 

£ 

1  33 

2  39 

3  42 

4  41 


5 

6 

7 
S  8 


12  37 

13  35 

14  32 

S  15  36 

16  29 

17  25 

18  29 

19  25 

20  24 

21  27 


23  20 

24  16 

25  15 

26  16 

27  21 


31  ]<H 


45.1  Clear  —  Cloudy 
591  Kain  —  Clear.. 
4S"  Clear--  "  -. 
49.]  Cloudy       "     -. 

371  C'y  m'st  all  day- 
4ljj  Cloudy  Clear-. 
41"  Clear"--  "  -. 
39        "     -Cloudy 

46    «-}  Rainy. 


60   Rain  --  Rain  _-  S.  E.  - 
43    Cloudy   Cloudy   W.  — 


40.', 

41 

41 


Clear . 


42  Rain  -.  Cloudy 
341  Clear— Clear -_ 
36",  "  -Cloudy 
37  "  —  Clear  — 
35  "  -  "  - 
331  "  - .  " 
471  Cloudy"  Rain  .'. 


S  22    361    38 


Clear  - 


25  Clear-   "  - 
23   "  -   "  - 
221   "  _.   " 
261   "  -  Cloudy 

30    Cloudy 


N.  E.,  E Clouded  over  2  p.  M. 

N.  E.,  S.  W.  0.88 Rain  till  1  p.m.;  cl'red  2  p.m. 

S.  W Cloudy  evening. 

S.  W.,  N.  W.  0.26 Rain  before  day  ;   clear  part 

of  a.m.;  cloudy  part  of  P.M. 

N.  W Snow  squall  10:40  A.  M. 

S.  W 0.01 Light  snow  before  day;  clear 

N.  W. part  A.M.; cloudy  part  p.m. 

N.  W Clear  part  of  afternoon. 

S.  E.,  N.  E Snow  before  day;   rain  till  3 

P.M.;  rainy  at  intervals  af- 
terwards; bar.  9  a.m. — 30. 
16;  bar.  7  p.M -28.85,  low- 
I     est  bar.  I've  ever  known. 

1  2.32 Rain  till  6:45  p.m.;   partly 

clear  part  of  evening. 

0.05 Rain  before  day;  clear  part 

of  evening. 

—  Clear  part  of  morning. 

—  Clear  part  of  morning. 
All   points.--! Clear  part  of  morning;  cl'dy 

evening  with  light  rain. 

N.  W 0.31 Rain  before  day  &  at  int'vals 

N.  W. till  2  pm.;  light  snow  71  pm. 

N.  W. Clear  part  of  evening. 

N.  W. Cloudy  part  A.M.  and  P.  M. 

N.  W 

x.  w 

S.E.,N.E.,S.E  1.25  3.00  Snow  S:45  A.M.  to  2  pm.;  then 
rain  till  10  pm.;  cl'r  11  PM. 

S.  W.,  W : Clear  part  A.  m.  and  cloudy 

part  p.  M. 

W : Cloudv  part  of  evening. 

W.,  S.  W.— ' 


S.  W.,  N.  W. 

N.  W 


W. 
W.  -. 

N.  W.  . 


28    251    32 


S  29    17 
30   24 


Clear-  S.  W.,  N.  W.  - 


30   Clear  — 
331  Cloudy 

«    _  h 

82   Clear  - 

u 

w 

S.  W.,  N.  W 


Clear  part  of  afternon. 
Clear  part  A.M.;    light  snow 

part  p.m.;  clear  evening. 
Clear   part  of  A.M.;  cloudy 

part  of  P.M.;   light  snow 

part  of  morning. 


0.50  Snow  before  day;  clear  part 
of  morning. 
W --I Cloudy  part  of  evening. 


5.08  3.50 


Total  ram-fall  f'»r  1878—46.86  Inches, 
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January,   i87g. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


-a"" 
fl.e 

a  | 
«a3 


li  28  J 


3   -1} 

4|     6*. 

5  15 

61  18* 

7!  21* 

8  22 


9    34 


Cloudy   Cloudy 

Snow Clear  -. 

Clear 


10 
11 
S  12 
13 
14 
15 

16 

17 
18 
■  S  19 
20 
21 
22 
23 

24 
25 
S  26 
27 
28 


30        "     - 

37  J  {Cloudy 


35    Rain 


Clear -- 
Cloudy 


Clear - 

Cloudy 


13  ,  23*  Snow 


19 

35 

29* 

46 

18 

27 

19 

38* 

37 

49 

35 

40 

25* 

38* 

29 

40 

Clear - 

Cloudy 


Cloudy 

C'y  m'st 
Clear  . 


All  points.  -- 

.  N.  E.,  N.  W. 
W 


Cloudy 

Rain  _. 

Clear  - 
Cloudy 

Clear-. 

Cloudy 


Cloudy 
Clear  - 


all  day  - 
Clear.. 
Cloudy 


Clear . 


IN.  W 

'N.  W 

W 

iW.,S.  W._- 
s.  w 


1.47 


N.  W.,  W.  - 

S.  W 

N.E 

N.  W.,  S.  W.  - 
S.  W.,  N.  W.  - 
N. 


N.E. 


N. 

S.  W.,  N.  W 

N.  W 

N.  W 

W.,  S.  W L — 

All  points. — 

S.W.,  N.  W.  0.08 


S.  E,  S.  W.  - 
N.  W.,  S.  W. 

N.  W 

S.  W 

s.  w 


Snow  10:30  A.  M.,  and  at  in- 
tervals rest  of  day,  but 
very  light. 

Snow  till  1  p.  M. ;  cleared  2 
p.  M. 

Violent  wind  all  day;  cloudy 
evening. 

Cloudy  part  of  evening. 

Cloudy  part  of  evening. 

Cloudy  evening. 

<  'londy  part  of  afternoon. 

Light  snow  before  day ; 
clear  part  of  morning; 
snow  and  rain  after  7  P.M. 
-  Rain  till  4  p.  M.,  and  light 
snow  part  of  evening ; 
cleared  off  10  p.  M. 

Cloudy  part  of  morning. 

Cloudy  part  of  morning. 

Cloudy  part  of  afternoon. 

Clear  part  of  morning  ;  snow 
9  p.  M. 

Snow  till  noon;  clear  even- 
ing after  8  p.  m. 


Light  snow  before  day. 

Clear  part  of  morning. 

Cloudy  part  of  morning. 

Clear  part  of  evening. 

Cloudy  part  of  afternoon. 

I  Foggy  morning;    rain  part 

of  morning. 


N 

N.  W 

N   W.,  W. . 


Clear  part  of  morning. 
Clear    part     of    afternoon ; 

light    rain     before    day ; 

clear  evening. 
Clear  part  of  morning. 
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February,    i87g. 


Ther- 
mometer, 


Morn- 


After- 
noon. 


Prevailing 
Wind. 


1 

28 

S  2 

16 

3 

24 

4 

29 

5 

26* 

6 

28*. 

7 

28 

8 

24 

S  9 

22 

10 

20 

11 

30 

12 

40J 

13 

33 

14 

18 

15 

12 

S  16 

15 

18  26* 

19  20 

20  21 

21  18 

22  10 

S  23  18* 

24  22* 

25  21J 

26  26 

27  23J 
28'  104 


Clear   -  Clear -JN.  W 

Cloudy       "     -  N.  W 


C'y  m'st 
Cloudy 


all  day.N.  W 
Clear  -  N.  W. 
Snow  \  o 
Rain   /  s- 


Cloudy 

Rain  _. 

C'y  m'st 
Clear  — 


Cloudy 


E 0  27 

Cloudy  ;N.  W.,  S.  W. 


Clear   -  W 

"     -N.  W 

-S.  W.,N.  W. 

—  ;N.  W.,  S.  W. 

Rain-IS.  W.,  S 


Cloudy  part  of  P.  M.,  with 
snow  squall  at  2  o'clock. 

Clear  part  a.  m.  and  cloudy 
part  of  afternoon. 

Clear  part  of  morning. 

Snow  ll:20A.M.to  3  p.m.  and 
misty  rain  till  7  P.M. 
.  Clear  part  of  morning  and 
part  of  afternoon. 


Clear   -  S.  W.,  W.. 


all  day.  !W.— 
Clear  -IN.  W. 


—  N.  W.,  S.  W. 

Cloudy   S.  W 

Snow-JN.  E 


Cloudy 


N.  E 

N.  E.,  E.. 


31  '.  Snow 


27  Clear— Clear-. 
25  Cloudy  ;Cloudy 

40  "  'dear- 
29  Clear— Cloudy 
32   Cloudy 


N.  E. 


50j  Foggy 


Clear   .  Clear -- 


Cloudy  part  of  morning. 

Cloudy  evening. 

Clear  part  a.m.;  rain  part  A. 

M.;  steady  rain  after  3  p.m. 
Rain  till  7:30  A.M.;clear  part 

A.M. ;  cloudy  part  P.  m. 


N.  W 

S.  W,  N.  E.. 

S.  W- 

N.  W 

N.  E 


S.  W.,  N.  W 


N.  W. 
N.  E.. 


__  Cloudy    part  A.  M,;  cloudy 
part   evening   with   snow 
squalls  at  7  P.  M. 
Clear  part  of  evening. 
--.  Snow  11:30  A.M.  and  rest  of 

day  and  night. 
4.00  Snow  before  day;  clear  part 
of  evening. 

Light  snow  part  a.m.;  clear 

part   of  p.  M.;  snow  part 
i     of  evening. 
2.00  Snow  till  11  A.  M.,  and  part 
p.m.  and  evening ;    cloar 

I     part  of  evening. 

1.00  Clear  part  A.  m.;  light  snow 
part  P.M.;  clear  parteve'g. 

Clear  part  A.  M.  and  cloudy 

part  of  afternoon. 

1.50  Light  snow  before  day  and 
from  11  A.  M.  to  3  P.  M. 

0.22 Clear  part   A.  M.;  rain  3:15 

to    6    P.     M.,    and    light 
sprinkle  afterwards. 

' Light    snow     before    day; 

cloudy  part  of  evening. 
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March,   1879. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


•I  2 

MX 


S    9 

10 
11 

12 
13 
14 

15 

S  16 


S  23 
24 
25 

26 

27 

28 

29 

S  30 


33| 


38 J •  Clear - 

39  'Cloudy 
41    Clear  - 

40  Cloudy 
49 
40* 


Clear  _ . 


Cloudy 

Clear  _ . 
Cloudy 

Clear - 

Cloudy 


Clear  - 
Rain  - 
Clear  - 


Clear—  N.  E.,  S.  W. 
Cloudy  IN.  E.,  S.  E.. 
Clear -iN.  E.,  S.  E.. 
Cloudy   All  points.- 

Clear— N.  W 

Cloudy  :N.  E.,  S.— . 


Clear - 


Cloudy 
Clear  _. 


Eain 
Snow 


Cloudy 
Cloudy   Clear  — 

Clear--  Rain  — 


N.  W 

All  points.. 

S.,  N 


W. - 

S.  W., 


N.  W 

S  E.,S.  WT.- 
N.  E.,  N.  W. 

N.  W,  W.  - 
S.  W 


SE,NE,NW, 


N.  W 

N.  W 


S.  W 

N.  E.,  N.  W 


43  !C'ym'st:all  day.  N.  W 

45    Clear-  Cloudy  |N.  W.,  S.  W 
45       "    —  Clear— S.W.,  N.  W 


45 

47.VRain  — 
"I 

52  'Cloudy 
47*1      " 

53  Clear - 

39  'cloudy 


Cloudy 

Clear _- 
Rain  — 
Clear  - 


All   points. - 

S.  E,  N.  E. 

S.  E.,   N.  E. 
S.  E 

N.  W.,  N— 


Cloudy  part  A.M.  and  eve'g. 
Clear  part  of  morning;. 
Cloudy  part  of  morning. 
Rain  10:45  P.  M. 
Cleared  8  A.  M 
Snow  and  rain  12:40  to  3  p. 
M.;  clear  evening. 

Snow  and  rain  after  8  p.  M., 
with  thunder  and  light'ng 

Rain  before  day  ;  clear  part 
A.  M.;  cloudy  part  eve'g. 

Light  rain  8:15  A.  M. ;  clear 
part  of  morning. 


Rain  2  to  4  p.  M.;  clear 
evening. 

Cloudy  part  of  evening. 

Rain  till  7  a.m.;  light  rain 
at  intervals  11  A.  M.to  9 
p.  M.,  with  snow. 

Snow    squall    10:50   A.   M., 

with  sun  shining. 
Rain  10  P.  M. 
Rain    before    day ;    cloudy 

part  of  afternoon. 
Cloudy  part  A.M.,  with  light 

rain  p.m.  and  heavy  eve'g, 

with  thunder  and  light'ng 
Rain  before  day. 
Clear  part  P.  M    and  even'g. 
Cloudy    part    morning  and 

part  of  afternoon. 
Clouded  over  5   P.  M.,  and 

snow  10  p.  M. 
Rain  till  8:15  A.M.,  and  light 

rain  part  of  evening. 
Clear  part  of  morning. 
Rainy  after  4:15  P.  M. 
Rain    before    day ;     cloudy 

part  of  morning. 
Cloudy  part  of  afternoon. 
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April,    1879. 


Ther- 
mometer. 


Weather. 


Morn-     After- 
ing.       noon. 


Prevailing 
Wind. 


REMARKS. 


11 

12 

S  13 

14 

15 

16 

17 


S  20 
21 
22 
23 

24 
25 

26 

8  27 
28 

29 
30 


55J  Clear . 
46J      "     . 

44  I     "    - 


43 


C'y  ni'st 
Cloudy 
Clear-. 
Cloudy 

Clear _- 


50 

53*      "     . 

51  i  Cloudy 

49) 


Clear-. 
Rain  -- 

Cloudy 


Clear  - 
Cloudy 

all  day, 

Clear  .. 
Cloudy 
Clear- 

Rain  — 

Cloudy 

Clear-. 
Cloudy 

Clear  — 
Rain  — 

Cloudy 

Clear  — 

Cloudy 

1  Icar 
Cloudy 


N.  W 

N.  W.- 

All  points. — 


N.  W 

N.  W 

N.  W.,  S.  W 

a  w.,n 

W.,  N 

S.  W 

S.  E.,  N.  E.- 


N.  E.,   N.  W. 


N.  W. 

s.  w._. 

S.  W... 
N.E.-. 


N.  W.,  S.  W, 
N.E 


N.  E.,  N.  W 
N.E 


N.  W.,  N. 

N.  W 

N.  W 

W.,  N 


All   points.. 
S.  W 


7:;  ( "v  m'st  all  day. 
55  Cloudy  Cloudy 
04o       "       Show'rs 


r,r,.\ 

72   Clear. 


Cloudy 
Clear-. 


All  points... 

E.  — 

All  points.— 

N.  E.,  S.  E.. 
N.  VV 


Cloudy  A.M.;  light  rain  12:30 
p.  M.  and  snow  storm  4:15 
to  5:15  P.  M.,  with  ther. 
again  registering  31°  ; 
clear  part  of  evening. 

Snow  squalls  part  of  A.  M. 

Clear  part  of  morning. 
Rain  8  toll  a.m.;  clear  ev'g. 


Clear  part  of  a.m.;  rain  9:20 
a.m.  to  9  p.m.;  com.  again 
10:30  p.  M. 

Light  rain  10:30  a.m.  to  1:30 

P.  M. 

Rain  6  to  S  p.m.;  cl'red  9  pm. 
Light  rain  part  A.  M.  &  ev'g. 
Light  rain  part  of  afternoon; 

foggy  evening. 
Cloudy  evening   with   light 

sprinkle. 
Rain  at  intervals  all  day  & 

very  hard  in  the  evening 

and  night. 
Rain  till  1  P.  M. 
Rain  part  A.M.  and  pm.  with 

light   light  snow  3  P.  M. ; 

clear  evening. 


Cloudy  part  of  morning  and 
clear  evening. 


Cloudy  part  of  morning 
clear  evening. 


and 


Clear    part    of    afternoon  ; 

showers  after  2:30  P.M. 
Rain  before  day;    clear  part 

of  a.m.;  clear  part  of  P.  M. 
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May,  1879. 


Ther- 
mometer. 

Weather. 

1 

.j 

Prevailing 

"n'o 

Wind. 

rt  *"■ 

REMARKS. 

j: 

Morn- 

After- 

s & 

& 

p 

.5? 

a 

ing. 

noon. 

'5  § 

a 

R 

J 

ffl 

«M 

CQ 

1I47 

59 

Clear 

Clear 

N.  W. 

2   41  i 

52 

-- 

— 

N.  W.,  N.—_ 





Cloudy  part  of  morning, 
and  part  of  afternoon  ; 
frost. 

3,  40 

60 

"     .. 

" 

N.  W.,  S.  W. 





Cloudy   part  of    afternoon ; 

frost  and  ice. 

■S    4   461 

581  Cloudy 

Cloudy 

S.  W 

0.02 



Light  rain  part  of   morning 

and    part    of    afternoon ; 

5    531 

m 

Clear   - 

Clear  — 

s.  w 





cherries  flowered. 

6 

551 

681 

"     ._ 

"     __ 

N.  W.- 

0.16 



Shower  between   12  and   1 

7 

481 
48 

641 

A.  M. ;  cloudy  part  of 
morning ;    pears  flowered. 

8 

65" 

11 

N.  E.,  S.  E.  _ 

9 

45J 
44 

66 

CI 

N.  E.,  S.  E._ 

10 

64 

« 

N.  E.,'S.  E. 

S  11 

41 

65 

« 

N.E..S.  E— 

Clouded  over  10  P.  m.;  frost. 

12 

48 

74* 

"     __ 

"    _. 

S.  E.,  S.  W.  . 





Cloudy  part  of  morning. 

13 

60 

761!Cloudv 

"     

S.  W 





Clear  part  of  morning. 

14 

59 

771 .  Clear  — 
76    C'ym'st 

all  day. 

S.  W. 

15   60 

S.  W.,  S.  E.  - 



Misty  part  of  evening. 

16    62J 

781 

All  points.  -- 

o".64 

Light  rain  6:30  to  8  A.  M. ; 
10:30  A.  M. ;  heavy  shower 
6  to  7  P.  M. ;  and  light 
rain  to  7:30  p.  m. 

17 

59| 

68 

Cloudy 

Cloudy 

N.  E,  S.  E. 

0.36 



Rain  4:45  to  6  p.  m.  ;  rainy 
after  9:45  P.  M.  till  mid- 
night. 

S  18 

62 

73 

Show'rs 

All  points.  — 

0.25 

""" 

Partly  clear  part  of  morn- 
ing;  shower  1:30  P.  M. ; 
3  to  4  P.  M.;  10  P.  M. 

19 

62J 

75 

Rain  _- 

Clear  — 

S.  E.,  S.  W.  - 

0.83 



Rain  till  7  a.m.;  clear  part  of 
morning ;  cloudy  evening 
with  rain  6  to  7  P.  M. 

20 

63 

74 

Cloudy 

"    __ 

S.  E 

0.35 



Shower  2  to  2:10  p.  M.- 

21 

65 

78 

" 

"     __ 

S.W..N.W.- 

0.05 



Clear  part  A.M.  and  cloudy 

22 

55 

671 

Clear 

<< 

N.  E 

part  p.  M.    with   showers 

23 

49 

62" 

" 

N.  E 



3:30  and  4:50  P.  M. 

24 

47 

68 

" 

" 

S.  W 



Frost. 

S  25 

56 

75 

"     - 

" 

S.W.,  N.W. 

0.18 

Cloudy  part  of  morning; 
cloudy   evening  with  rain 

26 

60 
48 

69 
67J 

",     " 

Cloudy 

N. - 

7  to  8:30. 

27 

N.  E.,S— - 

0.01 

Light  rain  8:30  p.  M. ;  clear 

part  of  evening ;  frost. 

28 

55 

72 

"     _. 

Clear   - 

N.W.E..S.W. 



J 

Cloudy  part  of  evening. 

29    561 

77 

" 

" 

S.  W..S.E.- 





30    58i 

791 

"     __ 

"     __ 

S.  W 





Cloudy  part  of  afternoon. 

31    65 

861 

tc 

S.  W--     

2  85 
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June,    1879. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  2 


S    1    71 

2  71A 

3  67* 


4  62.] 

5  63 

6  64i 

7  51 
S    8  52* 

9  59 
10 

11 

12 

13'  65 J 

14  57 

S  15  65* 


89*  Clear— Clear  - 
84"  "  —  Cloudy 
69.',  Cloudv         " 


„„  Kain  \ 
16  Cl'dy  [ 
80    Clear  — 


S  22    59 


23  61* 

24  66 

25  66J 

21;  60 


S  2'.  1 
30 


73 


Cloudy 
Clear -- 


!s.  w !- —  . 

All  points.—  0.40, 
jN.  E.,  S.  E-  0.621 


N.  W.,  S.  W.  1.14. 
Is.  "W 0.17 

S.  W.,  N.  AV.  0.12 


"  -  S.  W 

"  -N.W 

"  -  N.  W.,  S.  W. 

"  __S.  W. '0.05 

Cloudy  jS.  W (  0.87 

SW.,N.E.,SE.  0.62 


Clear  — 
Cloudy 
Clear  — 


72 

76* 

70    Cloudy 


81    Clear-. 
83J      '■ 
77    Cloudy 
81   I      " 

87    Clear - 


85    Cloudy 
78    Clear - 


N — - 

N.  E.,    S.  W. -— 
S.  W 0.67 


S.  W.,  X.  W. 


X.  W 

N.  W. 


Cloudy 


Clear -. 

Cloudy 
Clear-. 


Cloudy 
Clear-. 


0.08 
N.  E.,S.  E..  0.01 


X.  W.,  S.  W. 
S.  W 

s.  w.,  s.  E. 


S.  AV.,N.  W, 
S.  W.,  S.  E,  S, 
N.  E.,  S.  E.- 

s.  w 


a  w 

s.  w 

S.  W.,  N.  E 
N.,  S.E 


Rain  7:10  P.M.  till  midnight. 
Kain  8:15  to  10:30  a.m.;  light 

sprinkles  part  of  aft'noon; 

rainy  evening  after  6. 
Rain  till  6  a.  m. 

Cloudy  evening   with    rain 

S:50  to  10:30  p.m. 
Rain  before  day;  cloudy  part 
p.m.  &  shower  5:45  to  6  pm. 


Cloudy  part  of  a.m.  and  p.m. 
Cloudy  evening  with  shower 

9  p.m. 
Heavy  shower  6   to   6:40  P. 

M.;  clear  evening. 
Clear  part  of  afternoon    and 

showers  4:25  to  6:20  p.m. 


Cloudy  part  of  A.M.;  showers 
4:15  to  6:30  pm.;  clear  ev'g. 
Cloudy    part    of    afternoon, 
with  light  sprinkles. 

Cloud  part  P.M.  &  ev'g,  with 
rain  8:30"  to  9:30  P.  M. 

Cloudy  part  of  afternoon, 
with  light  rain  2:15  p.m. 


Clear  part  A.  M.;  clear  ev'g 
after  9  o'clock;  sprinkle 
6:15  p.  M. 


Cl'r  part  AM.;  rain  8  to  1 1  pm. 
Light  rain  before  day  &  7:10 

A.M.;  cloudy  part  of  P.  M. 
Cloudy  part  of  evening. 
Cloudy  part  of  evening,  with 

shower  8:30  p.  M 
Cl'r  part  AM.;  show'r  1 :45  PM. 
Cloudy    part    of    afternoon, 

with  sprinkle  3  P.  M. 


Weather  Record  for  New  Brunswick,  N.  J.        277 


July,  1879. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


10 
11 

12 

S  13 
14 
15 
16 

17 
18 
19 
S  20 
21 
22 
23 

24 
25 
26 


S  27 
28 
29 
30 
31 


77    Clear  . 
824      "     . 


Clear __ 


72J  Cloudy  ,  "  _. 
74  Clear-  "  _. 
76J  Cloudy   Cloudy 


81   I       " 
83    Clear - 


78J  Cloudy 
Clear-. 


Clear . 


634 

804 

(14  >, 

85 

m 

91 

76 

944. 

714 

82 

64 

76 

61 

754 

60 

75 

59 

79 

65 

854 

69 

83 

704 

804 

67 

75 

63 

73 

68 

834 

70 

84 

71 

84 

724 

80 

71 

834. 

C'y  m'st 


Cloudy 


Clear  — 


C'y  m'st 


all  day 

Clear  _ - 
Cloudy 
Rain  -_ 


Clear  _. 
Cloudy 
Clear-- 
all  day. 
Clear  - 


N.  W.,  S. — 

S.  W 

S.  W 

S.W 


N.  E.,S.  E._. 

S.E 

S 


0.70 


S-  w.~ 

N.  W.- 
N.  W.- 


s.  w 


Cloudy  part  of  afternoon. 
Cloudy  evening,  with  light 

shower   at    7    and    heavy 

shower  8:30  p.  M. 
Clear  part  of  morning. 


-Clear  part  of  morning  and 
part  of  evening. 
0.25 Eain  before  day. 


N.,  N.  E.. 


S.  E 

s.  w 

S.W 

S.  W.,  N.  W. 

N.  W 

N.  W,  S.  E- 
N.  E.,  S.E.- 
N.  E.,  S.  E- 
S.  E.,  S.W.. 

s.  w.,  s 

s.  w 


N.  E.,  S.  E.. 

N.  E 

N.E.,S.  E— 


S.  W.- 

All  points 

S.  W 

s.  w 

N.  E.,  S.E.— 


Cloudy  evening  with  sprin- 
kle 7:20  and  shower  8  p.m. 

Cloudy  part  of  a.m.  and  part 
of  P  M.  and  evening,  with 
rain  7:25  to  9  P.  M. 

Clear  part  of  morning  and. 
cloudy  part  of  afternoon. 


Cloudy  part  of  evening  with 
shower  8:15  to  8:35  P.  M. 
Showers  before  day 
Cloudy  part  of  afternoon. 

Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 
Cloudy  evening. 
C.  started  for  San  Francisco 

at  2  p.m.;  left  Phila.  11:55 

p.  M. 
Shower  before  day;  clear  part 

A.  M  ;  cloudy  part  of  P.M. 
Clear  part  of  morning ;  rain 

8  to  10  p.m. 
Rain  before  day;  heavy  rain 

4  to  7:30  p.m.  and  light 

rain  till  11  P.  M. 


Cloudy  evening. 

Clear  part  of   morning 
cloudy  evening. 
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August,     1879. 


Ther- 
mometer. 

Weather. 

1 

Melted 
nches. 

nches. 

.Prevailing     -o  •-"     — 

,.,.    ,           =  c      c 

REMARKS. 

<£ 

a 

J3 

Morn- 

After- 

Wind. 

rt  — ' 

Ss 

£ 

tuO 

P 

W 

ing. 

noon. 

3    = 

a 

03 

1 

7ft 

85    Clear  _- 

Clear      Is.  W 

2    73 

89  i     "     — 

S  W 

S    3 

74 

89*     "    — 

"     ~ 

S.W..N.  W. 





Cloudv  part  of  afternoon. 

4 

734 

82" 

" 

Cloudy 

All  points 

0.63 

Cloudy  part    of    morning  - 

rain  3:45  to  7  p.  M. 

5 

69 

84 

S.  W 

--   -  Cloudy  evening 

6 

75 

85 

«     I 

«     ~ 

N.  W.,  S.  W. 



Cloudy  part  of  afternoon. 

7 

71 

73 

Cloudy 

Cloudy 
Clear  -.. 

N.  E. 

8 

67* 

784 

N - 

1.05 

Heavy  rain  before  day; 
cloudy  evening. 

9 

64     69  |      " 

Cloudy 

N. 

Partly  clear  part  of  morn- 
ing, and  part  of  evening. 

S  10 

55*    72    Clear __ 

N 

11 

56.1    764 1     "    — 

"     '_'_ 

N.  W.,  S.  W. 

12 

634    80  1     "    — 

« 

S.  W 

13 

632     79   !      " 

it 

s.  w. 

Cloudy  part  of  evening. 
Clear  part  of   morning,  and 
cloudy  part  of  afternoon. 

14     fiHJ     «91  flnnHv 

n 

S  W.- 

15 

66 

75 

Cloudy 

N   E    S.  E 

Clear  part  of  morning. 
Rain  at  intervals  before  day, 

16 

65] 

68] 

" 

E.,N.  E 

0.44 

and  till  4:30  p.  M. ;   thun- 

der shower  10:45  p.  M. 

S  17 

64 

76] 

Rain  — 

S.  W 

0.43 



Rain  before  day,  and  S:30 
to  11  A.  M.,  and  4  p,  M., 
rest  of  day  and  night. 

18 

67.] 

694 

Rain 

" 

S.W,S.E,N.E. 

3.27 



Heavy  rain  till  8:30  P.   M.r 

and  light  till  9:30  p.  M. ; 

19    604 

76 

Clear _- 

Clear  — 

W.,  N.  W— 





clear  10:15  p.  M. 

20    01 

75 

N.  E.,  S.    _ 

21  62J 

22  67 

78 

Cloudy 

ii 

S.    W 

Clear  9  A.  M. 

82 

ii 

s.  w. 

23    71 

83] 

Clear 

Cloudy 

S.  W 0.51 

Shower  7  P.  M. ;    heavy  till 

7:30  and  light  till  8:30. 

S24 

704 

76    C 

" 

S.  W.              0.05 

Clear    part     of    afternoon; 

shower  6:45  P.  M. ;  clear 
part  of  evening. 

25 

66 

70 

Rain  — 

N.  E. 

0.10 



Rain  at  intervals  after  5  P. 
M.,  and  steady  rain  after 
10  P.  M. 

26 

59 

67 

" 

Cloudy 

N.E.. 

0.82 



Rain     before    day ;      clear 

evening. 

27    56 J 

r.ci 

Hlonr 

Clear     !N.  E.  . 

Cloudv  Dart  of  al'lcmoon. 

28    56     "" 

"     -    N.  E  ,  S.  E 

Cloudv  Dart  of  evenine. 

29    «" 

784     " 

"       .  R.  W.    . 

30 

i;y] 

77] 

«       . 

<( 

N.W,N.E,SE. 





S  31 

.hi,1, 

77 

II 

ii 

7.30 
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September,  i87g. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

•a 

■c— ' 

g.a 

■S  1 

-a 
a 

O 

a 

33 

% 

o 

J3 

bo 

Morn- 
ing. 

After- 
noon. 

REMABKS. 

1 

65 
69 

67 

69 
63 

56* 

65" 

67* 

57 

54 
55 
523 
53j 

61 
59 

83 

80.1 

70 

79 
75* 
721 
79 

76 

69 

67 
694 
69 
69 

65 

67 

67 

72 

70* 

66" 

67 

62 

61 

70 
70* 

56* 

58" 

62 

66 

65 

73* 

Clear  _ - 
Cloudy 
Misty  1 
Rain   J 

Cloudy 
Clear _- 

C'y  m'st 

Cloudy 
Clear  _  _ 

Cloudy 
Rain  _- 

Clear  -- 

C'y  m'st 

Clear .. 
Cloudy 

Rain  .- 
Clear  — 
all  day. 

Clear -- 

Cloudy 
Clear -. 

S.  W. 

9 

S.  W. 

Clear  part  of  morning. 

Misty  rain  till  6  p.m.  &  then 
heavy  rain  till  9:15  .P.  M.; 
partly  clear  part  of  ev'ng. 

Clear  part  of  morning. 

3 

4 
5 

E.,  S.  E 

S.  W.,  W.— 
N.  W.  —     - 

0.88 



fi 

N.  E.,  S   E.- 

Cloudy  part  of  evening. 
Rain  before  day;  clear  8  A.M. 

to  4  p.m.  &  part  of  even'g; 

shower   10:50  P.  M.  with 

hail. 
Light  rain  till  6  A  M.;  clear 

part  of  morning. 
Partly  cloudy  4   p.  M.  with. 

light  sprinkle. 
Cloudy  parts  of  p.m.  &  ev'g. 

S    7 

8 

9 

10 
11 

N.  E.,  S.  E.. 

S.  W.,  N.  W. 

N.  W 

N.  W.,  N.  E. 
N.  E.,  S.  E._ 
S.E.-     -- 

0.28 
0.06 

1? 

13 
S  14 

15 

S.  W.,  S 

S.  W - 

N.W,SW,SE. 
N.  E.,  S.  E._ 
SW,NW,SW. 
s.  w 

NW,N  E..SE. 
N.  E- 

0.75 

—  " 

Partly  clear  part  of  morning;, 
rainy  after  6  P.  m. 

Rain  till  7  a.m.;  showers  8* 
to  9  A.M.  and  2:40  to  3  & 
6:15  to  7  p.  M. ;  clear  rest 
of  afternoon  and  evening- 

16  52 

17  60 

18   51* 
19'  58 

— - 

.... 

Cloudy  parts  p.m.  and  ev'g.. 

20   52 

Clear..  Clear.- 

Cloudy  part  of  evening. 

,S  <>1 

51* 
55 

50* 
60' 

47 
40.V 
42* 
47* 

ST.  E. 

22 

23 

24 

25 
26 

27 
S  28 

Clear 

Cloudy 

Clear _- 

Foggy  - 
Cloudy 

Clear .. 

N.  E 

N.  W.,S.  W. 
S.  W.,  K.  W. 

N.  W.,  N.  E. 
NW,jStE,SF 
S.E 

S.  E 

0.01 
o".02 

:::: 

Light  rain  before  day;  cloudy 

part  of  afternoon. 
Cloudy  part  of  afternoon. 
Clear  part  A.M.  &  cloudy  part 

P.M.,  with  shower  3:30  pm. 

Frost. 

Frost. 

Cloudy  part  of  evening. 

Cleared  off  6  p.  M. 

29  55 

30  57 

Cloudy 

s.  w 

S.  W.  - 

— 

2.00 
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October,  1879. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


58$ 

62 

64 

58£ 

53 

61 

59 

56 


10 
11 

S  12 
13 
14 
15 
16 

17 

18 
S  19 

20 
21 

22 

23 


24 

25 

.8  26 
27 

28 


29 
30 


81    Clear-. 

78  I  "  - 
83.i  Foggy  . 

72  Clear - 
76  ;  "  .. 
71jl  "  - 
70    Cloudy 

73  Clear - 


80 


741  "  .. 
67  Cloud  v 
71  I  "  " 
74.1  Clear  - 
691  •>  _. 
74 


F,gy   \ 
Cl'dy  / 

Cloudy 


Clear  .. 
Cloudy 


C'y  m'st 
Clear 


Cloudy 


Cloudy 
Clear  -. 


Cloudy 
Clear.. 


Cloudy 


Clear. 


Cloudy 
all  day 


All  points.  _. 

N.  E.,  S.  E.. 
N.  E,   S.  E.. 

S.  W. 

N.W.,N.E.,E 
All  points — 
S.  W.,  N.  W. 
N.  W.-.- 


s.  w. 


S.  W.,  S.  E, 
S.  W.,  N.  W. 
N.W.,  S.  W. 

S.  W.- 

All  points — 
N.  E.,  N.  W, 
S.  W 


S.  E. 


S.  W 

N.  W 


N.  W.,  S.  W. 
S.  W 


S.W.,  N.  W. 


N.W 

N.  W 

N.  E.,  8.  W. 
S.  W 


SE.SW,  NW, 


W.,8.  W.-~ 

S.  W.,  N.  W. 
N.  W.  - 


0.1] 


Warmest  day  since  October 
6,  1861. 

Clear  part  of  morning. 


Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  morning  and 

clear   part    of   afternoon 

and  evening. 
Cloudy  evening,  with  light 

rain  7  to  9  p.  11. 
Clouded  over  5  p.  M. 
Misty  part  of  afternoon. 

Cloudy  part  of  afternoon. 


Clear  part  of  morning ; 
cloudy  evening. 

Clear  part  of  morning. 

Light  rain  1:30  A.M.;  clear- 
ed 8  A.  M. 

Mistv  rain  after  8  p.  M.  to 

1L30  p.  M. 
Misty  rain  8  p.   m.  to  10:15 

p.  M. 
Clear     part     of    morning; 

cloudy  evening  with  light 

rain  7  p.  m. 


Bar.  30.64  7  A.  M. 

Clouded  over  10  A.  M.j  clear 

part    of    evening. 
.Shower   12:15   to   2   p.  M. ; 

clear   evening,  bar.  29.50 

4  p.  M  . 
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November,   i87g. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


1 

S    2 

3 

4 


35  '  47 
30J    45 


5    24 


Clear  -Clear  -  N.  W 

Cloudy   S.  W.,  S.  E. 


Cloudy 
Clear  - 


Clear -jW.,  N.  W. 
Cloudy   N.  W.. 


.  Clear. JN.W. 


6!  31  39    Cloudy   Cloudy  S.  E.,  N.  E.-  6.29 

7  35  48}  Clear  __  Clear-  N.  W.,  S.   E 

8  33ii  52  !     "    -ICloudy  JN.   E.,  S.  W.  - — 
S    9   50"  68*  Cloudy  Clear— |S.W 

10  561  66    Clear—      "     — i&  W,  N.  W 

11  44"  51    Cloudy  Cloudy   N.  E.,  S.  E.-  0.01 


49  !  71*.  Clear-  Clear-  S.  W.. 


57  ,  65*     "     -     "     ~  SW.N.W.S.E.  -— 
50*    58"  Cloudy  .Cloudy  S.    E :  0.04 


15!  55     711  Clear   - 


S  16|  53  61  "  —  Clear--  S.  W.,  N.  W. 
17141*  54*  "  -  "  -N.  W.,  S.  W. 
18    43"    46    Bain  —Cloudy   N.  E 


19  35 

20  321 

21  18* 
22!  19 

S  23  30 

24  28 

25  29 

26  30* 
27 I  31" 
28  39 


41  IClear — 
38*  Cloudy 
29  Clear - 
35  "  — 
50  Cloudy 
41  Clear  1- 

47  j  "  - 
45  I  "  - 

48  Cloudy 
60  J I   " 


Cloudy 


29|  45  48*  Rain  . 
S  30  29  361  Clear  . 


,  W.,  W. 

.  W 

.  W 

w. 

W.,  N. 

W 

W 

W 

,   E.,  S. 

,  S.  W. 


w. 


0.69 


N.    W. 
N.  W.- 


0.09 


Light  rain  10  p.  M. ;  clear 
part  of  evening. 

Rain  and  snow  before  day ; 
clear  part  a.m.:  cloudy  part 
P.  M.;  snow  squalls  2  P.  M. 

Cloudy  part  A.  M.;  clear  part 
.  M.  and  evening. 

Clouded  over  8  p.  M.,  and 
snow  11:30  p.  M. 

Snow  before  day  ;  rain  part 
p.  M.  and  evening, 

Cloudy  part  of  morning. 

Clear  part  of  morning. 

Cloudy  part  of  evening. 

Clear  part  of  morning ; 
"ght  rain  11  A.  M.  to  1  P. 
. ;  foggy  evening. 

Clear  part  of  morning,  and 
part  P.  M.  with  light  rain 

Cloudy  evening. 

Light  rain  before  day  ;  2  to 
2:20  p.  M. ;  clear  10  P  M. ; 
C.  home  fr.San  F.  3:30  P.M. 

Cloudy  part  of  morning; 
sprinkles  during  after- 
noon ;  cleared  8  P.  M. 

Cloudy  part  of  evening. 

Rain  till  11  A.M.;  2:30  to  5; 
6:30  to  7  p.  m.  ;  cleared 
10:30  P.M.;  first  heavy  rain 
since  Sept.  14 — 641  days. 

Cloudy   part   of    afternoon. 

Cloudy  part   of    afternoon. 

Cloudy  part  of  evening. 
Clear  part   of  morning,  and 
cloudy  part  of  afternoon. 
Cloudy  part  of  morning. 

Clear  part  of  morning. 
Light  rain  7:30  a.  M.  to  2  p. 

M.   at  intervals ;     steady 

rain  after  7  P.  M. 
Rain  before  day,  and  7  to  9 

A.  M. ;  clear  part  of  A.  M. 
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December,  i87g. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


1* 

™ 

%■=, 

j3 

H  o 

1  ° 

rt '"* 

n  * 

& 

i5x 

c 

CO 

24     42    Clear-Clear— S.  W 

32.V   49  '     "     —      "     —  8.  W 

36".  53*     "     -Jcioudy   S.  W 

46     60"  Cloudy   Clear—  S.  W.,  N.. 


10 
11 

12 
13 

S14 


15 
16 
17 
18 
19 

20 
S  21 


35 


46*  Clear  — ICloudy 
58*  Cloudy   Rain  _. 


N.  E.,   

N.  E.,  S.  E. 


50  55  'Clear  _.  Clear  -  W.,  S.  W.  — . 
42*  52*  C'y  m'st  all  day.  S.  W.,  N.  E.. 
36*    46". Clear -ICloudy   N.  E.,   S.  E.. 


54    Cloudy 
61 

41*!      " 
36    Clear - 
43    Rain  — 


40* 
29j 
31* 
23" 

27 

»  39»jtr} 

20  |  224  Clear  - 


47.!  Cloudy 
35  Clear  - 
45*  Cloudv 
33"  (Clear - 
32.',  Snow 


Snow  \ 
Rain    I 


Cloudy 
Rain  -- 


Clear- 
Cloudy 


24     39    Clear 
30.',    42    Cloudv 
39  j  48 


Rainy  - 
Clear-. 
Rain  -. 

Clear-. 
Cloudy 


Cloudy 


Clear 


Cloudy 

Clear.. 
Cloudy 


E.,  S.  E 

S.  W.,  N.  W. 

N.  W„  ST.— 
N.  E.,  S.  E.. 
N.  E 


S.  W.,  N.  W. 
W.   

S.  W.,  N.  W. 

N.,S.  W 

N.  E 


S.W.— 

N.  E.— 


N.  E.. 


0.08  . 


0.17. 
0.10 


S.  \V.,  N.  E. 
N.  E.,   S.  W. 

N 

N.  W.,  8.  W. 
W.,  S.W.— 

S.  W.,  N.  W. 
N.  W.,  S.  W. 
S.  W.,  N.  W. 

N.E.,   N.W. 


0.85. 
0.371 


0.29  . 
5.34. 


Cloudy  part  of  evening. 
Foggy  a.m.;  clear  part  p.  M. 
Clear  part  of  morning   and 

cloudy  part  of  evening. 
Cloudy  part  of  morning  and 

clear  part  of  afternoon. 
Light  rain  at  intervals  after 

6:30  A.  M.;   heavy  showers 

during  ev'g  till  10:30  p.m. 
Rain    before    day  ;     cloudy 

part  of  evening. 
Clouded  over  3  p.  M.  ;  light 

rain  10:30  p.  M. 
Light  sprinkles  part  of  ev'g. 
Light  rain  at  intervals  9  A.M. 

to  9  p.  M. 
Cleared  9:30  A.  M. 

Heavy  rain  till  12:30  p.  M. 

and  light  till  2  p.m.;   rest 

of  day  after  4  p.  M. 
Clear  part  of  morning. 
Cloudy  part  p.m.  and  even'g. 
Clear  part  of  A.  M. ;   cloud  y 

part  of  p.m.  and  evening. 
Snow  till  1  p.  M.  and   light 

snow  part  of  evening. 
Snow  and  rain  till  7:30  A.M. 

Ther.  20°  at  10  AM.;  22 J  °  at  1 

p.  M.  and  falling  all  day  ; 

cloudy  5  p.m.;  snow  9*  p.m. 
Snow  A,  rain  till  1  p.m.  about 

4  in.  of  snow  on  ground. 
Rain  9  P.  M. 
Rain  till  9  a.m.;  light   rain 

part  of  evening. 
Rain  till  noon;  snow  7:30  to 

9:30  p.  m. 
Cl'ar  part  of  morning;  cloudy 

part  of  evening. 
Clear  part  of  afternoon. 
Clear  part  of  morning. 
(  Hear  part  of  morning. 
Snow  9:15  to  11:45  a.m.;  sleet 

part  P.  M. ;  cleared  1 1  p.m. 


Balti  and  melted  i 


for  1879,48.57  Inches. 
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January,   1880. 


Ther- 
mometer. 


Weather. 


Morn- 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


9 

10 

S   11 


S  18 

19 
20 

21 

22 


24! 
S  25 
26! 
27| 
28 1 
29 
30 
31 


30.J 

:V2 

35 
37 

39 
344. 

39 
31 J 

37 

39* 

31 

43 

23* 

11 

17 

24 

31  I 

33 
37 
38 

35 
28*, 


39    Clear.. 
434  Cloudy 


44    Bain  — 


45    Clear  . 

44 


Clear- W 

"     -S.W 


Cloudy 


N.  E .,  S.  E„ 
S.  W 


N.  E.. 
N.  E, 


N.  E„ 
N.  E.- 


Misty 
Clear  _ 


Cloudy 


Misty  - 
Clear  - 
Cloudy 


N.  E 

W.,  N 

1ST.  E.,  E 

S.  W.,  N.  __. 


31.5  Snow  - 


30    Clear 
36        "     . 


Cloudy 


Clear- 
Cloudy 


Clear— N.  E.,  N.~ 
Cloudy 


iN.  W. 
S.  W.- 


N.  W. 


;  Clear - 
Cloudy 


S.  W.,  W.~- 

!S.  W.,  N.  W, 
W.,  S.  W— 

N.  E 


Clear--  Clear. 
Rain  . 


53    Cloudy 

46  j  Clear - 

44  "  - 
43       '<    - 

47  I  "  _. 
53*  Misty  _ 
614  Clear  — 
39       " 

48  Cloudy 
50    Rain  — 


N.  W 

N.  E,  S.  E.- 


Clear- W.,N.  W.— 
S.  W.,  N.  W. 


s.  w.. 


Rain  _. 
Clear  _. 

Cloudy 
Clear  -. 


W.,  S.  E.  — 
N.  E.,  S.  E- 
S.  W.,  N.  W. 

N.,  N.  E 

N.  E.,  S 

S.W.,  N.  W. 


Clear  part   of  morning   and 
cloudy  part  of  afternoon.- 

Cloudy  evening. 

[Cloudy  part  A.  M.,  and  clear 

part  of  afternoon. 
-  — ;Clear  part  of  afternoon. 

Light   rain    till  3  P.  II.,  and 

part  of  evening. 
Cloudy  part  A.  M.  and  p.  M. 
Cloudy     part   of    morning ; 
cloudy  evening. 

Light  rain  before  day. 
Clouded  over  3  p.  m.,  misty 

part  of  evening. 
Clear  part  of  morning ;  rain 

6  p.m. 
Snow  till  11   A.  M. ;  drifted 

very  much. 


Cloudy  part  morning  ;  light 

rain  part  of  evening. 
Cloudy     part   of    morning ; 

clouded  over  4  p.  M. 
Foggy  morning;  partly  clear 
part  of  afternoon. 

.Cleared  2  p.  M. 

iCloudy  part  of  evening. 

Light  rain  part  of  a.m.  and 

part  even'g;  cl'red  10  p.m. 

Partly   clear  part  of  morn- 
ing; rain  12  to  10   p.  M. 

Rain  before  day;  cloudy  part 

of  evening. 
1 Cloudy  part  of  morning. 

Cloudy  part  of  afternoon. 


Rain  11  A.  M.  to  11:30  P.  M. 
Cloudy  part  of  morning. 


0.10i Light    rain    till    10   A. 

cleared  2:30  P.  M. 

2.20  —  - 
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February,  1880. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S    1    32      40    Clear-  Clear _JS.  W.,  N.  W 
21  10  1  23  i     "    —      "     —  N.,  E 


3    18  ;  34  |"a^  J  I  Cloudy   N.  E,  N.  W 


14 
■S  15 

16 
17 

18 

19 
20 
21 

S  22 
23 


25.1    41 

20  ;  35 

27     35 
9     30 


44      60 


46  50 
32     36.] 

32  I  47 
32      56 

46  j  64 

35  39A 
22  34 
26  i  38 

291    43 

37"    47 


24  26 

25  31 

26  40 


27  38     63 

28  434   58 
S  29;  48  :  65 


Clear . 


Cloudy 

Clear  _. 
Rain  _. 


Clear - 
Cloudy 

Clear  .  . 

Cloudy 

Clear  — 

Cloudy 

Clear  — 
Cloudy 


Clear  - 

C'y  m'et  all  day- 

Cloudy   Cloudy 

Clear-.  Clear  — 
Cloudy   Rain  -- 

Cloudy 


Clear -S.  W.,  W. 


Cloudy 

Clear  _. 
Cloudy 


Clear-. 
Cloudy 

Clear-. 

Cloudy 


W.,   S.W.— 
W 

S.E,SW,NW. 


S.  W- 
N.  W. 
N.  E... 


N.  W.,  S.E- 
s.  w 

N.E.,  S..N.W. 


N.  W 

N.  E.,  N.W. 

W.,  S.  W.— 

s.  w 

s.  w 


N.  W 

N.  W.,  W.~ 
S.  W 

W.,  S.  W.~ 
W.,  N.  W.  - 

N.  W 

S.E 

All   points.-- 


S.  W 

S.E  

S.  W.,  N.  W. 


Cl'dy  eve'g;  bar.  30.34  9  a.m. 

0.22  6.00  Snow  till  9  a.  M.&  then  rain 
to  1  P.M.;  snow  drifted  very 
much;  clear  ev'g;  bar.  29. 
'      13-1  P.M. 

—  Cloudy   with    snow    squall 
j     4:15"  p.  M. 

—  Cloudy  part  of  evening. 


Cloudy  part   of  p.  M.,  with 
snow  squall  4:30  to  4:50  P.M. 


0.12 

0.88 


--  Clear  part  of  morning  and 

part  of  evening. 
--  Cloudy  part  of  p.m.  and  ev'g. 
--Light  rain  till   6:30   A.M.; 

partly  clear  part  of  p.m. 
--  Rain  till  8:30   A.M.;    partly 

clear   part   of  afternoon  ; 

rain  6:30  to  11:45  p.  M. 
--  Cloudy  part  of  morning. 
0.061 Snow  10:15  A.  M.  to  4  p.  M.; 

clear  part  of  evening. 


0.33 Clear  part  a.m.  and  part  p.m.; 

rain  4  to  10:30  p.  M.  at  in- 
1 tervals. 


0.08 


6.00 


[Snow  10:20  A.  M.  till  1:30 
p.m.;  cleared  2  p.  M. 

Cloudy  evening. 

Light  rain  7  to  7:30  A.  M.  ; 
clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Light  rain  part  of  evening; 
cleared  9:30  p.  M. 

Rain  after  4:30  P.  M. 
Rain  before  day;    clear  part 
of  afternoon. 

No  ice  crop  gathered  here 
this  winter. 


liy  Mr.  Whitehead's  (tfc 


-.1  this  baa  1 11  Hi.' 


iiCHt  winter  I  -I  'M  yen 
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March,   1880. 


Ther- 
mometer. 

0 

- 

W 

39 

46J 

32 

45 

33 

52.1 

44 

66 

51* 
is 

71 

49? 

Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


3  § 

c  P 
*■"■ 
c   == 

■3  ° 


6 
S  7 
8 
9 
10 
11 
12 
13 

S  14 


S  21 
22 
23 

24 
25 

26 
27 

S  28 


Cloudy 
Clear  .. 

Cloudy 
Rain  — 


49J  Clear-. 
40J  Cloudy 

Clear-. 

Cloudy 


Clear  „  N.  W 

-W.,S.  W.— 

Cloudy  S.  W 

Clear  -  S.  W.,  N.  W.. 

-  s.  w 


32     44 
32     5/S 

34     55i 


Snow  _ . 
Cloudy 


Rain  -. 
Clear- 
Cloudy 


Clear  . 


N.  W 

Rain--N.  E.,    S.  E.- 
Clear -N.W 

Cloudv   N.  E 

Clear--  N.  W 

JST.  E 

N.  W 

N.  E 


Cloudy 


Cleared  8  a.  m. 


0.18 


0.22 


Rain  4:45  to  10  p.  M. 
Clear  part  of  morning. 
Rain  till  6:30  a.m.,  and  7:45 
to  8:30  A.  M. ;    clear   part 
of  morning. 

1 Telephone  put  in  my  house. 

0.34! Rain  12:15  P.  M.  to  10  P.  M. 

1 Cloudy  part  of  morning. 

0.10 Snow  10:20  a.m.  to  3:45  p.m. 

Clear  part  of  morning. 

3.00  Snow  till  4:30  p.  m. 


N.  E.,  S.,  W.  0.10 


N.E..S.,  N.W. 

N.  E.,  N.W. 

N.W.- 

All  points.  __ 
Snow  -_  N.  E. 


0.87 


Clear'--  S.  W 


1.21  ... 
0.051  — 


—  N.  W 

-8.  W.,N.  W.1 
-8.  W 


..N.W 

—  iN.  W 

:  —  N.  W.,  8.  W. 
Rain  —  Rain  __  S.  W.,  N.  E. 
Cloudy  Cloudy   N.  E 


39 

47    Clear  . 
54 


1.23  — 
0.13  .... 


"     -N.   E.. 
Clear--  N. 

"     -  N 


Snow  squalls  part  of  after- 
noon and  evening. 

Light  snow  before  day,  and 
light  rain  part  of  morn- 
ing; clear  part  of  evening. 

Partly  clear  part  of  morn- 
ing ;  rainy  after  7:45  p.m. 

Rain  till  1:30  p.m.  ;  clear 
part  of  evening. 

Cloudy  evening. 

Ram  8:30  A.  M.  to  1    P.   M., 

and  then   snow   till   9:30 

p.  M. 
Cleared  7:30  A.  M. ;    cloudy 

part  of  evening  with  rain 

8:30  to  9:30  p.m. 

Cloudy   part    of    afternoon. 
Cloudy  part  of  evening  with 
shower  8:15  p.  M. 


Cloudy  part  of  evening. 

Rain  till  11  P.M. 

Rain   before  day,  and   mist 

and   rain    9:30  A.  M.  to  2 

p.   M. :     snow    after   6:15 

p.  M. 
Snow  before  day  and  part  of 

morning. 


286        Weather  Record  foe  New  Brunswick,  N.  J. 

April,   1880. 


Ther- 
mometer. 


K 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  £    .5 

lis I  .a 

a  *      S 

•-  o      o 

n  a     e 


37  J 
38" 


3 

51 

S  4 

54 

5 

53 

6 

45 

7 

37 

8 

31 

9 

32 

10 

37 

R  11 

40 

12 

28J 

13 

34 

14 

48 

15 

52.1 

16 

57 

17 

47 

S  18 

41* 

19 

41 

20 

55 

21 

39J 

22 

44 

23 

47* 

24 

40 

S  25 

41 

26 

44 

27 

50 

28 

14 

29 

47 

30 

54 

59  Clear-. 
61  "  -. 
66J  Cloud  v 


Clear  ~ 

Cloudy 
64    C'y  m'stall  day, 


69    Clear. 


58  :  Cloudy 


Clear  — 


N.  W.,  W.~ 

N.  E.,  S 

S.  W.,  S 

S.  W 

S.  W.,  N.  W, 

NW,SW,NW 


44  Clear. 

45  "  . 
50  "  . 
63  "  - 
45JI  •'  . 
45  '  "  . 
61 J  "  . 
75  J  "  . 
78  "  — .  Cloudy 
61  i  Cy  m'stall  day. 
56"|      " 


W.- 


59}  Clear  - 
57    Cloudy 


66.1  Clear  - 


Clear  - . 

Cloudy 

Clear -. 


N.  W. 
N.  W. 
S.W.— 

s.  w 

N.W. 

W 

S.  W 

S.  W 

s.  w 

N.  E.,   E— 
S.  E.,  N.  W. 

All  points.  - 
S.  E 


53    C'y  m'st  all  day. 
45    Cloudy   Cloudy 

52 

60 


N.  W.,  S.  W. 


Cloudy  evening. 

0.36 Shower  2  p.m.,  and  showers 

4:30  to  9  P.M. 
Rain  2  to  3  p.m.,  and  show- 
er 8  P.M. 
Cloudy    part  of    afternoon, 
with   sprinkle;   Ed.  Wal- 
dron  died  at  Macon,  Ga. 
Clear  part   of  morning  and 
cloudy  part  of  afternoon, 
with  shower  3:45  P.  M. 


0.05  . 
0.12  . 


0.08. 


Clouded  over  3  P.  M. 

Rain  before  day. 

Rain  before  day  with  light- 
ning. 

Cherries  flowered. 
.  Misty  rain   9  to   10   A.  M.  ; 
clear  part  of  afternoon. 

Light  rain  before  day  and  11 
a.m.  to  1  P.  M.;   cleared  3 


Clear--  Clear 


BT.W.,8.. 

S.  W 

N.  E.,  S.   E.  . 

N.  E.,  E.  —  I  0.26]  — 


N.  E.,  S.  E.- 
S.  E.,  S.W.- 


N.  W 

N.  W.,  S.  W, 

s.  w,  s. 


Rain  - 
.  Clear -IN.  W.  ... 


Snow  and  rain  11  P.  M 
Rain  before  day;  misty  part 

of  evening. 
Clear  part  of  morning;  misty 

evening. 
Rain  before  day  and  8  to  9 

a.m.;    foggy   A.  m.;   clear 

part  of  evening. 
Cloudy  part  of  P.M.  &  ev'g. 

.  Clouded  over  8  A.  m.;  rain 
;     3:30  p.  M. 

Rain  before  day;  cloudy  part 
of  afternoon  and  evening. 


Mv  pear  trera  railed  1 'orth 
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May,    1880. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  2 
3 
4 
5 


S  9 
10 
11 
12 

13 

14 

15 

S  16 

17 

18 
19 
20 
21 
22 
S  23 

24 
25 

26 
27 
28 
29 
S  30 


54      81 
55 


Clear-. 


Cloudy 
Clear-. 
C'y  m'st 
Clear  - 


Clear -N.  W.,  S.  W. 

-S.  W 

-S.  W - 

-S.  w 

Cloudy   N.  E.,  E 

Clear-  S.  W.,  N.  W. 
-  JsT.  E.,  S.  E.. 


"  __N.  E.,  S.  E._ 
"  __S.  E.,8.  W.- 
"    -  s.  w 

all  day_  S.  W.,   N.  W 
Clear  -  N.  W 


Cloudy     part    of   evening; 

frost  and  ice. 
Cloudy   part  A.  M.  and  P.  M. 


Cloudy    part    of  morning; 

clear  evening. 
Hazy  part  of  afternoon. 
N.  Y.  Coaching  Club  with 

"  Pioneer,"  to  Jobstown  ; 

cloud)'  part  of  morning. 
Cloudy  part  A.  M.  and  eve'g. 
A.M.;  clear  part  A.  M. 


...N.  W 

C'y  m'st  all  day.  N.  E 

Clear— :Clear-N.  E.,  N 

...N.  W.,  S.  W, 


Cloudy 
Clear - 


C'y  m'st 

83    Cloudy  Clear 
90    Clear— I     " 


"     -  S.  W.,  W.. 

Cloudy  N.  E.,  E.  . 

Clear— E.',S."W.- . 

"     -  S.  W 

Cloudy  S.  W 

all  day- S.  W 


72      91 


92 


—  S.  W 

-  s.  w.,  W.- 


"  -  "  -  N.W.,E.,S.W.  . 
"  -  "  __  W.,  S.W.— . 
"     -  Cloudy  S.  W.    N.  W. . 

"    -!      "      ,N.  E.,  S.  E._i 
Cloudy         "       S.  E.,   S.  W.-|  0.19,. 


76    Clear  —  Clear  -  N.  W ,  0.48 

0.67  . 


Sun    obscured      by    smoke 

during  afternoon. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  evening. 

Sun  obscured  by  smoke  part 
of  afternoon. 

Sun  obscured  by  smoke  part 
of  afternoon. 

Clouded  over  4  p.  M.;  sprin- 
kle 6:30  P.  M. 

Cleared  10  A.  M. 

Clear  part  of  afternoon. 
Sprinkle  before  day  and  6 

p.  M. 
Cleared  8  A.  M. 
Hottest  day  in  May  in  my 

records. 
Cloudy  part  of  evening. 

Sprinkle  4  p.  M. 

Clouded  over  4  p.  M. 

Rain   till   6:40   A.    M.   and 

showers  4  and  10  P.  M. ; 

clear  part  of  evening. 
Bain    before    day ;    cloudy 

part  of  morning. 


The  smallest  rain  fall  for  any  month  in  my  records  except  October.  1879,  (0.27)  and  Sep- 
tember, 1867,  (0.44>. 
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June,   1880. 


Ther- 
mometer 


Weather. 

Morn- 

After- 

ing. 

noon. 

Clear  — 
Rain  -- 

Cloudy 

Clear  -  - 

Clear  — 

"     — 

"     .. 

Prevailing 
Wind. 


Phco     oc 


REMARKS. 


S      6 


9 
10 

11 

1-2 
S  13 


14 
15 

16 
17 
18 
19 
S  20 
21 


72 

75  i      "     _.  Cloudy 

79    Cloudv   Clear-. 


63 

71 

79 

89.} 

72 

8(il 

67 

75* 

63 

66 

58 

73J 

57 

78 

59 

80 

58 

81 

63     84i 

66.1 

86 

83}  Clear  - 
69  I  "  _. 
69  Cloudy 
73  Clear- 
Cloudy 


S.  W.,  N.   E. 
N.  E 

N.E.,  S.,  S.W. 

All  points.— 

S 

S.  W 


Cloudy 


Clear .. 

Clear--  Cloudy 

"  -Clear- 
Cloudy  Rain  — 
Clear  —Clear  — 


S.  W,  W.— 

N.  E 

N.  E.,  S.  E- 

S.  W.,  S 

S.W 

N.  W.,  S.  W. 

N.W..W.— 


-  Cloudy 


22  68J  78  Cloudy 


23 
24 
25 

26 
S  27 
28 
29 
30 


82.1  Clear 
90 


73  901 


90 


Clear- . 
-.  Cloudy 


N.  W.,  N.  - 
E.,S.  E.,N.  E, 

N.  E.,  S.E.- 
N  E,  S.  E.- 
All  points — 
All  points.  -. 
S.  W.,  N.  W. 
N.  W.,  S.  W. 

N.  W.,  N.  - 

N.W..S.  W 
N.  W 

N.  W.,  S.  W. 


74 

'JO.1, 

74 

86 

74* 

84 

-I       "       N.  W 

-Clear--  S.  E 

-I     "     -8.  W 

__     "     _.;N.  W..  S.  W 
-     "    ..  N.  W.,  S.  W 


Rain  till  7:45   A.   M. ;    clear 

part  of  evening. 
Cloudy    part   of    afternoon, 

with  rain  5:30. 

Clouded  over  3  P.  M. 
Sprinkle  6i.1t.;  clear  part 

of     morning    and  cloudy 

part  of  evening. 


Clear  part  of  evening. 


Clear  part  of  afternoon  and 
evening ;  shower  8:20  p.m. 

Cloudy  part  of  morning, 
and  afternoon  with  show- 
er 4:55  to  5:10  with  gale. 

Cloudy  part  evening. 

Rain  6:15  to  7:15  A.  M.,  and 
11:30  A    M.    to  9:30   P.  M. 


Clouded  over  3  p.  M. ;  sprin- 
kle 5:15  p.  M. 

Light  rain  before  day;  part- 
ly clear  part  of  afternoon. 


---  Cloudy  part  of  morning,  and 

clear  part  of  afternoon. 
Clear  part  of  afternoon. 


Cloudy  part  of  afternoon. 
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July,  1880. 


Ther- 

Weather. 

I"3 

L2   tc  :     <£ 

mometer. 

s.s 

.5 

-• 

Prevailing. 

1  s 

c 

REMARKS. 

oi 

1 

J 

Morn- 

After- 

Wind. 

■S  0 

"i 

6 
h3 

£ 

ing. 

noon. 

fito 

a 
02 

1 

66 

86 

Clear..  Cloud v 

S.  W 

kles  after  5  p.  M. 

2 

66* 

78* 

Cloudy 

Clear.. 

All  points — 

0.42 

Rain   before    day  ;     cloudy 

3 

66* 

79* 

Clear _- 

"     _. 

N 





part  P.M.;  shower  10  P.M. 

S    4 

64 

82" 

" 

" 

N.,  S 

5 

67* 

82 

11 

Cloudy 

S.  W - 

Rain  2:50  to  7:30  p.m.  (1.66) 
clear  part  of  evening :  rain 

again  10:30  p.  m. 

6 

68* 

80 

C'y  m'st 

all  day. 

All  points 

2.98 



Rain  before  day  (1.30 ;)  light 

7 

70 

84 

Clear  — 

Clear .- 

N.  E. 

rain  3:30  p.  M.  (0.02.) 

8 

69 

85* 

S.  W 

9 

71 

87* 

i< 

11 

S.  W.—      - 

Cloudy  part  of  A.M.  and  p.m. 
Cloudy  part  of  evening  with 

10 

75 

88 

"     _ 

"     _ 

SW,  N  W,W. 

0.17 



shower  10  p.  M. 

S  11 

73 

85 

"     _. 

Cloudy 

All  points 

0.03 Clear  part  of  afternoon  and 

evening ;      showers    4:15 

and  6:15  P.  M. 

12 

68 

83* 

"     _- 

Clear  .  . 

N.  E.,  S.  E.  . 

0.11 



Cloudy  &rainy  after8:20  P.M. 

13 

73* 

89" 

"     

"     

a  W.,N.  W. 





Cloudy  before  day. 

14 

71 

85* 

15 

70 

78* 

C'y  m'st 

all  day. 

a  w. 

0.40 



Rain  7  to  9  A.  M. 

16 

72 

84 

s.  w. 

Sprinkle  7  P.  M 

17 

69 

66* 

83 

81* 

Clear _- 

Clear  — 

NW,SW,NW 
All  points. 

S  18 

19 

66" 
68* 

82* 

76" 

C'y  m'st 

all  day- 

S.   E. 

20 

S.  E. 

2.02 



Rain  5  to  7:15  A.  M.  (0.75,) 

and  part  of  morning(0.07) 

and  7:35  to  9:30  P.M.(1.20) 

1  inch  in  15  minutes. 

21 

66 

74 

Clear  .. 

Cloudy 

All  points.  _- 

0.02 

Clouded  over  9  A.  M. ;    rain 
9:30  to  10:30  A.  M. ;   clear 
part  of  evening. 

22 

67 

71 

Cloudy 

Rain  — 

N.  W.,  N.  E. 

2.38 

.... 

Light  rain  before   day  and 
part  of    morning   (0.02 ;) 
heavy  rain  1  to  9p.m.(2.36) 

23 

60 

72 

"     _. 

Cloudy 

NW.aW.S.E. 



Clear  part  of  afternoon. 

24 

67 

78 

— 

Clear . . 

S.  W 

0.01 

Light  rain  before  day  ;  clear 

part  a.m.  and  part  p.m. 

S  25 

68* 

82 

Cleai  — 

"     __ 

s.  w.,  s 



jCloudy  evening. 

26 

69" 

84 

Cloudy 

"     — 

s.  w 



Cleared   9    A.    M. ;     cloudy 

evening  with  sprinkles. 

27 

69 

82* 

Clear  - - 

"     -_ 

All  points.  -_ 

0.29 



Cloudy    part    of   afternoon 

28 

63 

75 

"     __ 

"     _- 

N.  E,  N.  W. 





with   showers  3   to   3:15 

29 

60 

74* 

" 

" 

N.  W 





(0.26,)  and  3.55  to  4  p.  m. 

30 

59 

76* 

"     .. 

"     _. 

N.  W 





(0.03.) 

31 

62 

80 

S.   W.  — 

8.83 
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August,   1880. 


S  1 
2 
3 


S  15 
1 

17 
18 
19 
20 
21 

S  22 
23 
24 
25 

26 

27 

28 

S  29 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


65*  834  Clear  -  Clear  -  S.  W. 
674  85" I  "  -|  "  -IS.  W.- 
71.1    73.]  Cloudy   Cloudy 

65J    74] 

64  I  74    Cv  m'st  all  day 
624.    75 

61  I  784,  Clear—  jClear 
63     80 

66  !  814 


71  i  804 


654    76 
63     80S 

644,  78 


C'y  m'st  all  day. 


Clear  — 
Cloudy 

Clear  - . 


C'y  m'st 
Clear 


684  Cloudy 
714  Clear  .. 
79"  Cloudy 
85    Clear - 


Cloudy 


all  day. 
Clear  - 


Cloudy 
Clear  — 


Cloudy 


Clear  - . 


N    W.,  N.E. 

SW.NW.NE. 

N.E.,  S 

N.  E.,S.  E— 
N.W,N.E.,S. 

S.  W 

S.  W 

S.  W.,  S.  E._ 

All  points.  -- 


N.  E.,  S.  E- 
N.  W .,  S.  W, 
S.  W.,  N.  W. 


N.  W.,N.- 
All  points. 

S.  W 

S.  W.,  S.  - 

s.  w 

s.  w 

S.  W.,  W.- 


N.  E,  S.  E.. 
N.  E.,  S.  E.. 
s.  w 

S.  W.,  N.  E.. 

N.  E.,  S.  E.. 
N.  E.,  S.  E.. 
S.  W 

S.  W.,  N.  W 


N.  E 

N.E.,  S.  E. 


Cloudy  part  of  evening. 
Showers  11  A.M.  to  4:15  p.m.; 

partly  clear  part  evening. 
Rain  before  day  and  7  A.M., 

and  12:30  to  2  p.  M. 
Eain  before  day. 


Cloudy     part   of  morning ; 

cloudy  evening. 
Shower    1:50   P.  M.    (0.04); 

shower  7:35  to  9:15  p.m. 

(0.78),  greater  part  in  10 

minutes. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  a.m.;  shower 
5:45  p.m.  (0.03);  clear  part 
of  evening. 


Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 
Shower  5:40  to  6  a.m.;  cloudy 
part  of  A.  M.  and  evening. 

Cloudy  part  of  afternoon. 

Foggy  morning. 

Shower  2  to  3:15  p.m.  (1.58), 

mostly  in  30  minutes. 
( loudy  part  of  afternoon. 
Cloudy  part  of  morning. 
Clear  part  of  morning. 
Cloudy  part  of  a.m.  and  clear 

part  of  afternoon  ;  shower 

5:15  to  7  P.  M. 
Rain   before  day  (0.02),  and 

11.30  to  1  p.  m.  (0.01). 
Clear  part  of  morning  and 

cloudy  part  of  evening. 
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September,     1880. 


Ther- 
mometer. 

Weather. 

% 

0 
i-l 

-a 

60 
S 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


11  53 

S  12  53 

13  58 

14  57 

15  53 


61  73*  Clear  ..  Clear  ..  E.,  S.  E 

64  78*  Cloudy  ;     "    ..  S.  E.,   S.  W.. 

67  82         "       ;     "     ..  S.  W.,  S 

72  87         "      I     "    —  S.  W 


73J    87.',  Clear . 


S.  W.. 


85  'C'ym'stall  day.  S.  W 

70    Cloudy   Cloudy   N.  E.,  S.- 


"        N.  E- 
Rain  —  N.  E._ 


0.11!. 
0.161- 


S  19 
20 
21 


55 


71    Clear - 

733 

75 

69 

66 

71 
76 
82 


63      7."> .1 

65*   78J  Cloudy 

65i    75 


22  55 

23  50 


69    Clear  _- 

65        "     - 

24  47ii  68J     "     __ 

25  j  58  !  70   Cloudy 
73  ;  Clear -- 


S  26!  54 
27;  65 
28   67 


Clear  -  N.  W. 


"    ..  N.W..S.W.. 
"    -S.  w 

Cloudy   S.  W.,  N.  W. 
Clear  -  N.  W 0.45 

"    -  'n.  w 


-  N.  W., 

-  S.  W.- 
--S.  W- 


s.  w. 


"    —  W.  E.,  S.  E 

Cloudy   S.  E 

Clear -N.  W.,  S.  W.I  0.01 


-  W.,  N.W.— I. 

-  N.  W.,  S.  W.  - 
-N.  E.,  S.  —  -!- 
-S.W.,  S.  E.J- 

-  N.  E.,  S.  E.-L 

76    C'ym'stall  day.  S.  W 

73    Cloudy   Clear!-  S.  W.,   N.  W.  0.02 


02.1 


.;  Clear  — 


..  S.  W.,  W.- 
-  W 


Cloudy  part  of  morning. 
Clear  9  A.  M. 
Clear  part  of  morning. 
Clear  part  of  morning. 
Cloudy  part  of  afternoon. 
Shower  7:15  to  8  A.  M. 
Bain  before  day  (0.02)  and 
,     8:30  to  11:30  A.  M.  (0.14.) 

Rain  part  of  morning  (0.01); 

rain  after  12:30  p.  M. 
Rain  before  dav  (1.04)   and 

7    to   8:30    A.  M.  (0.01)  ; 

cloudy  part  of  afternoon. 


Rain  6:30  p.  M. 
Rain  before  day. 
Cloudy  part  of  morning  and 
part  of  afternoon. 

Cloudy  part  of  morning. 

Saw  4  mile  heats  at  Sheeps- 
head  Bay;  Ferida  wins 
7.23J — 7.41  best  on  record 
(Glenmore  &  Irish  King.) 

Cloudy  evening. 

Clear  part  of  afternoon. 

Clear  part  of  morning  ;  rain 
before  day. 


Clear  part  of  morning. 
Cloudy  10:15  P.  M. 

Partly  clear  part  of  inorn'g; 
rain  10:15  to   11:15  A.  M. 

(0.02);  cleared  5:15  p.  M. 
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October,   1880. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing    l-c'" 

Wind.         «-" 
c  S 


Sx 


1  42* 

2  45 

3  47 

4  551 


6  544 

7  46 
8|  41 
9!  44 

S  10  454 
111  474 
12!  57 
13j  474. 

14  42 

15  46 

16  52 
S  17  65 


18  40 

191  334; 

20  41 

21  38 

22  53 

23  524 

S  24  42 

25  38 

26  35 


27  49 

28  37 

29  42 

30  444 

S  31  51 


604  Clear  _- 
65"!  "  - 
70  "  - 
754  Cloudy 


60    Rain  —  Cloudy 


Clear . 


62 

60 
64 
68 
73 

75 

604 ' 

62 

68 

764 

70" 


Clear  — 


Clear  - 


Cloudy 


N.  W.,  S.  W. 
N.  E  ,  S  E- 

N.  E.,  S 

s.  w 


N.  E.,  S  . 


S.  W.,  N.  W. 
W.,  N.  W.~ 
N.  E,  S.  E. 
N.  E,S.  E. 
All  points.  -_ 

S.  W 

S.  W.,  N.  W. 

N 

N.  E.,  S.  W. 
s.  w 

s.  e,  a  w.- 

S.  W  ,  N.  W. 


O.2.". 


Frost. 

Frost. 

Clear  part  of  A.  M.  ;  cloudy 
evening  with  rain  6:35  to 
8  p.  M.  and  11:30  p.  M. 

Rain  till  10:15  A.  M.;  partly 
clear  part  of  afternoon  ; 
clear  evening. 

Cloudy  part  of  morning. 


Foggy  morning. 

Cloudy  part  of  afternoon. 


524     "     -  Clear  -  S.  W.,  N.  W 

51       "    -.      "     -W. 

524      "        .      "     -  N.  W.,  S.  W, 

63"      "     -Cloudy   N.  E.,  S 

574  Rain  __  Rain  —  S.  E.,  N.  E 
564  Cloudy   Cloudy   S.  W.,  N.  W 

504  Clear-! Clear-  W.,  N.  W. 
50J  "  .  .  "  -  W.,  N.  W. 
574      "     __  Cloudv   8.    E,  S.   W. 


0.02 


Cloudy  part  of  morning. 
Cloudy  part  of  morning. 
Cloudy  part  of  morn'g;  light 
t     rain  at  intervals  11  A.  M. 
1     to  6:30  p.M.;clear'd  7  p.m. 

Cloudy  evening. 
Light  rain  before  day. 

Rain  5:30  A.  M.  to  6:15  p.  M. 

Rain  before  day  and   8  to  9 

A.M.  (0.03);  clear  part  ev'g. 


0.04 


564      "     -  Clear—  N.  W 

434  Cloudy    Cloudy    N.E.,  S.  E.  - 

«*       BSf}«~ 

614  Rain  —  Rain  —  ;N.  E.,  S.  E.- 
55    Cloudy  Clear -|  N.  W 


0.02 
0.06 ' 


0.64 

2.10 


Cloudy  part  of  morn'g;  rain 
at  intervals  4  to  8  p.  M.; 
clear  part  of  evening. 

Hail  and  rain  8:30  AM.  (0.02); 

sprinkles  part  of  aft'noon. 

Misty  rain  11:30  am.  to 8  p.m. 

Rain  7  A.  M.  to  noon   and  2 

p,  M.  rest  of  day. 
Rain    till   6:30   A.  M.;  clear 
•      part  of  morning. 
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November,    1880. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Previling 
AVind. 


9 
JO 

'I 

12 

13 

S  14 

15 
16 
17 
18 

19 
20 

S  21 
22 
23 
24 
25 


26 

27 

■S  28 

29 

30) 


38* 
36" 
45 
54 

53* 

45j, 

36 

42 

39.! 

52 

45 
39J 
36| 

35J 
32' 
33 
40 

25 
29 

27 
16 
16 
16 

27 


Clear-Clear- W.,  S.  W. 


Cloudy   Cloudy 
Rain  — 


Cloudy 
Clear.  . 


.N.W 

N.  E.,  S.  E. 
N.  E.,  S.  E. 
S.  E..S.W.—  0.47 


"     --  Cloudy 
Rain  —  Clear.. 

Clear -I  "  .. 
Cloudy  Cloudy 
" 

Clear-. 

Clear-.;     "     _. 
Cloudy   Cloudy 

Clear Clear  — 

Cloudy   Rain  . 

Clear  --Clear  - 


S.E.— 

N.  W 

N.  W.,  S.  W.  - 
s.  w 

All  points.  — 
,S.  E.,  W 

S.  W.,  N.  W. 
iw 

N.  W. - 


N.  W 

s.  w 

N.  E.,  E 

S.  W.,  N.  W. 

N.W.,  E.,  S.E. 
N.  E.,  N.  W.. 


33 

27 

30 

30 J     "    .-  Cloudy 

33    Snow 


Clear 


Cloudy   Clear.. 

"        Rain  _. 

"       Cloudy 
Clear  —  Clear -- 


o.xi 


i).-:; 


N.  W.,  S.  W. 
W.,  N.  W.  _ 

N.  W. 

All  points.-. 

N.  W I 3.00 


N.  E.. 


N.,  W.— 

N.  E 

S.  W.,  N.  W.  - 
N.W.,W.. 


Cloudy  part  of  evening  with 
sprinkle  8:30. 

Cloudy  part  of  evening. 
Sprinkles  p.m.  and  evening. 
Rain    5:45  A.   M.    till   noon 

(0.47);  clear  evening. 
Foggy  A.M.;  rain  part  eve'g. 
Rain  before  day. 


Cloudy  3  p.  m. 
Rain  till  9  A.M.;  heavy  rain 
before  day. 


Partly    clear  at   noon   and 

part  of  evening. 
Cloudy  part  of  evening. 

Clear  part  of  afternoon. 
Foggy  A.  M.;  cleared  5:30  P. 

M.;   rain  12:30  to  2  p.  M. 
Cloudy  part  of  evening. 
Rain  noon  to  5  p.m.;  cleared 

5:30  p.  m. 
Cloudy  part  of  morning. 
River  frozen  over  this  A.  M. 

Snow  10  p.  M. 

Snow  till  10  a.m.,  1  in.,  and 

1:15  to  5  p.  M.,  2  in.:  clear 

part  of  evening. 
Snow  5:30  p.m.  to  9  p.  M.  at 

intervals. 

Rain  10:30  A.  M.  to  7  p.  M. 
Clear  part  of  evening. 
Cloudy  10  p.  M. 
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December,  1880. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


27 


9 

10 

11 

S  12 

13 


16 

17 
18 
S  19 
20 
21 

22 
23 
24 
25 
S  26 

27 
28 


40 


{ixh^ 


35  41    Clear— Clear  — 

34*  40.',      "     —      "     — 

30.V  40       "     —      "     - 

34  47   Rain  — Cloudy 


44   Cloudy 

30A  Clear  —  Clear . 

30   Cloudy 


24}  Clear 
15  i     " 
24  I     " 
38VC'ym'st 


N.  E.,  N.  W. 

S.  W.,  N.  W. 
N.  W 

;N.  W.,  S.  W. 
All  points. 

S.W.,  ST.— 
.  W.,  N.  W.- 

.  W.,SW.,NW. 


0.02 


Snow  and  rain  till  11:45  A. 
M.  (0.64  ;)  clear  part  p.m. 

Cloudy  part  of  afternoon. 
—   Cloudy  part  of  evening. 

ICloudypart  of  evening. 

Rain  till  1:30  P.  M. ;    misty 

evening. 
Clear  evening. 


Snow  7:30  to  9:30  a.m.(0.02;) 
cleared  3  p.m. 


Cloudy 
all  day. 

40.',  Cloudv  Clear  - 
I 

421  C'ym'stallday. 

411  Clear- Cloudy 


N.  W.,  W. 

N.  W 

N.  W.,W.  — 

S.  W — - 

S.  W I  0.10 


40   Cloudy 

34  Clear - 
34  I  "  — 
36.',  "  ._ 
32  Cloudy 
34    Snow  -- 


S.    W.,  S.  E, 
s.  w 


Clear  -. 


Cloudy 


35.',  Clear  -  Clear - 

36  "     —I     ':     -. 

30  Cloudy    Cloudy 

35  Misty-- j       " 
34  Snow  -_  Snow  -- 

36  Cloudy   Cloudy 
20 


\i\.\  Snow  --  Snow  . 
6  Clear — Clear. 
11 


S.  W.,  N.  W. 


ST.  W 

N.  W 

N.  W 

N.  E 

N.  E 


N 

N.  W.,  S.  W. 

N.  E 

N.  E 

N.  E 

N.  W..W.— 

N.  W„  W.  -- 


0.06 


N.  W 

W 

W.,  S.  W 


1.00 

6.66 


i.00 


Coldest  10  A.  m. 
Clear  evening. 

.Snow  and  rain  before  day ; 
cleared  4  p.  M. 

Eain  5:30  p.m.  till  7  p.m. 

Cloudy  part  of  A.  M.,  and 
clear  part  of  afternoon ; 
snow  squalls  1:20  P.M. 

Clear  part  of  a.m.,  and  clear- 
ed 3  p.  M. 

Cloudy  part  A.  M.  and  p.  M. 

Light  snow  after  8:30  p.  M. 
Snow  till   10   A.  M.,  drifted, 
and  3  to  4:15  p.  M. 

Cloudy  part  of  afternoon. 
Snow  at  intervals  after  8:45 

A.  M.  till  midnight. 
Snow  till  4:15  p.  M.  (4  in.,) 

and  after  8:30  P.  M. 
Snow  before  day. 
Light     snow    before    day ; 

clear   part    of    morning ; 

snow  9  P.  M. 
Snow  till  9  p.m.;  cleared  10 


liniii  ;ui<l  Ih'l 


'  for  1880 — 37.17  Inches  ;  Binullest  in  my  records. 
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January,   1881. 


Ther- 
mometer. 

Weather. 

cu 

,3 

Morn- 

After- 

03 

p 

0 

w 

ing. 

noon. 

1 

-6i 

15 

Clear   . 

Clear.- 

S    2 

9 

24 

Cloudy 

« 

3 

13* 

34 

Clear-- 

"     

4 

19 

29 

Cloudy 

Snow  — 

5 

25 

34 

» 

Cloudy 

fi 

31* 

37 

Rain 

« 

7 

29 

39 

Clear  — 

Clear  — 

8 

17* 

28 

"     __ 

Cloudy 

S    9 

14 

24 

Cloudy 

Snow  1 
Rain   J 

10 

22 

39 

Rain  — 

Cloudy 

11 

25 

28 

Cloudy 

■■ 

12 

19 

26! 

Clear-- 

Clear   _ 

13 

17 

38 

"     

14 

34* 

38* 

Rain  — 

Cloudy 

15 

11 

19 

Clear - 

« 

S  16 

12 

26! 

C'y  m'st 

all  day  - 

17 

23 

38 

Cloudy 

Clear - 

18 

21 

30 

Clear - 

"     _ 

19 

24* 

33 

Cloudy 

20 

19 

34 

Clear  - 

21 

25 

35* 

Rain  — 

Rain  — 

22 

31 

38 

Cloudy 

Cloudy 

S  23 

30 

33 

Clear  — 

Clear - 

24 

22 

28 

"     _ 

25 

15 

24 

"     _ 

26 

17* 

30! 

" 

27 

15 

21 

"     _ 

28 

12 

24! 

"     _ 

" 

29 

16 

26 

"     _ 

S  30 

18* 

30 

Snow 

Cloudy 

31 

25 

30! 

Cloudy 

Prevailing 
Wind. 


S.  W.. 


N.  W.,  S.  W 
s.  w 

N.  E.,  E 


NE,NW,SW. 
S.  W.,  W.  — 
W.,  S.  W-  - 

N.E 

N.  E.,  N.  W. 


N.  E 

N.  W.,  S.  W. 

S.  W 

S.  W.,  N.  W. 


0.90 


N.  W.,N.-~ 
N.  E.,  N.  W. 
N.  W.,  N.  - 
N.  W.,  W.~ 
N.  W.,  S.  W. 
N.  W.,  N.E 
N.  E.,  S.  W._ 


S.  W.,  N.  W. 


W..N.W.— 
tf.W,W.-. 
N.W.,  W.— 
W.,  S.  W-- 

.  N.  W 

N.  W 

W 

S.E.,N.E.,W. 
N.,  W 


4.87  13.50 


Dec.  30,  31,  1880,  and  Jan. 
1,  1881,  coldest  "  spell  "  I 
ever  knew. 

Cloudy  part  of  morning. 

Snow  11:45  A.  M.  to  2  p.  M.r 
and  remainder  of  day  af- 
ter 4  p.  jr. 

Snow  before  day ;  rain  7:40 

P.  M. 

Rain  till  9  a.m.;  clear  part 

of  evening. 
Clear  evening. 

Snow  10:40  A.  M.  to  5  p.  M.r 
and  then  rain. 

Rain  till  8:30  A.  M.  (2.40)r 
and  9  to  10  A.  M.  (0.02);, 
clear  part  P.M.  and  eve'g. 

Snow  8:30  to  10:30  P.  M. 

Cloudy  part  of  A.  M.  &  P.  M. 
Rain  6  to  11:45  a.m.  (0.27), 

and  then  snow  till  1:30  p. 

M.  (0.05);  clear  evening. 
Clear  part  of  afternoon. 

Clear  part  of  morning. 
Cloudy  evening. 

Cloudy  evening  after  9. 
Rain  (freezing  as  it  fell)  till 

3  p.M.and  at  intervals  rest 

of  day  till  10:30  and  then 

snow  till  11:30  P.  M.;  bar. 

29.30. 
Partly  clear  part  P.   M.  and 

clear  part  of  evening. 
Cloudy  part  of  morning  and 

part   of  afternoon,    with 

snow  flurries. 
Cloudy    part    of    evening ; 

snow  squall  10:30  p.  M. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  morning. 
Snow  till  10  A.  M. 
Clear  part  of  evening. 
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February,   1881. 


Ther- 

Weather. 

i 

mometer. 

si 

rg 

m 

Prevailing 

REMARKS. 

qi 

% 

— 

be 

Morn- 

. r.                Wind. 
After- 

.s I 

z 

P 

0 

X 

ing. 

noon. 

'3  c 

Mm 

5 
s 

CO 

1 

10 

13 

Snow— Snow— N.  E 

4.00 

Snow  till  11:45  a.m.  and  rest 
of  dav  after  1:30  p.  M. 
(drift'g  badly)  till  1 H  P.M. 

2      0 

14 
21 

Clear.-  Clear   . 

N.  W 

3|     5J 

N.  W.  —    - 

4    11 

26 

"          "       In!w." 

Cloudy  part  of  morning. 

5I  m 

30J|     "             "       .iN.  "W. 

S    6    18 

311      "      _      "         N.E.    - 

Cloudy  part  of  morning. 

7    14 

34  J     "     —     "     ..Iff.  E.,  N.  W. 

8    20 

36    C'y  ni'st  all  day.  N.  E.,   E 

— ... 

44  days  sleighing. 

9   31 

41*  Olondv   Clondv  IN.  F  .    F. 

10 

38 

48A 

Rain  -  Foggy  _  S.  E.,  S.  W.- 

0.36 

Foggy  morning;  rain  6:30  A. 

M.  to  12:15  p.  M. 

11 

34 

47 

Clear  .-  Clear   - 

N.  W.,  S.  W. 

0.04 



Rain  before  day;  cloudy  part 

of  evening. 

12 

37 

53J 

Rain  — 

Foggy  _ 

S.  E.,  S.  W.- 

0.85 

Rain  6  to  11  a.m.  (0.SO)  with 
thunder  and  lightning  ; 
shower  11:50  a.m.  (0.03); 
5  p.m.  (0.02);  clear  part  of 

S  13 

29 

35 

Clear   - 

Clear  — 

W.  -     _  . 

Cloudy  part  A.M.  &  part  ev'g. 
Cloudy  part  of  morning. 

14 

23.1 

31 

N.  W 

" 

15 

22j 

34 

" 

"     __ 

N.  W.,  S.  E. 





Cloudy  part  of  evening. 

16    27 

40! 

Snow  -  -      "     . 

N.E.,S.W.,W. 



3.00 

Snow  till  6:30  A.  M.;    cloudy 

part   of  P.  M.  with   snow 

squall  5:20  p.m. 

17    26 

37 

Clear   . 

" 

N.  W,  W... 





18    27 

42 

Cloudy 

Cloudy 

Clear  part  P.M  ;  rain  6:30  pm. 

19   35*. 

42 

Rain  __ 

Clear  . 

N.  E.,  N.  W 

1.53 



Rain  till  7  A.  M. 

S  20 

25 

34J 

Clear   - 

Cloudy 

N  E.,  E. 

Clouded  over  4  P.  M.;  partly 

clear  part  of  evening. 
Rain  and  sleet  till  8:45  A  M. 

21 

31 

40J 

Rain  \ 
Snow  j* 

Clear  — 

N.  E.,  N.  W. 

0.20 

and  then  snow   till  noon; 

cloudy  part  of  afternoon. 

22    31 

42 

Clear   . 

"     __ 

X.  W  ,  S.  w 



lloudy  part  of  evening. 

23i  341 

40 

"     _- 

"     _- 

S.  W.,  N.  W. 

0.08 

Clouded  over  7:30  a.m.;  rain 

&  snow  8:10  to  10:30  a.m.; 

cloudy  part  of  afternoon. 

24 

11 

22 

"     __ 

"     __ 

Iff.  W 



Cloudy  evening. 

25 

18 

32J 

Snow  -_ 

"     -" 

N.  W 

2"  66 

Snow  till  '.)  A.  M.j  clear  part 
of  morning. 

26 

15 

30 

Clear    _ 

" 

N.  E.,  S.  JO.  _ 

.... 

— - 

Jartly  cloudy  part  of  morn- 
ing; cloudy  evening. 

S  27 

27 

10 

( lloudy 

lloudy 

N.E.,  8.  E.- 

_. 

lain  7  i\  M. 

28 

35 

53 

1'oKgy  - 

" 

S.  W 

1.15 

tain  before  dav  (0.75)  and 



— 

from  3:15  to  6  p.m.  (0.40), 

4.21 

9.00 

with  thunder  and  light'g. 
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March,    1881. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


T3    ^ 

Si  <u 

s.a 

-a 

_a 

B 

n  * 

^ 

«l 

a 

CO 

34 


Cloudy 


29  38 

30  43 
35     50 

8|  33  !  50 
9;  35 J    44 

10  39  !  49 

11  32  J  41. 

12  29J-   36 


32 

39    Clear 

Snow  1 
Rain  J 
Clear  - - 


41 


S  13 


32      42 


381  44 

33J  47 J- 

34*  58 

38  J  42J 

18!  35  1  42 

19.  36  42 

S  20   37  45 


341  42J 
32  46 
36 


Rain  -. 

Cloudy 
Clear  . 
Cloudy 


Clear  . 
Cloudv 


26  34  39.1  Cloudy 

:S  27  30J  44   Clear - 

28  32  49  i     " 

29  36.V  45J!Cloudy 

30  331  38    Rain  .. 


Cloudy 


Snow— W.,  N.  W... 


Cloudy   N.  W 

"       N.  E.,  S.  E.  - 

N.E.,S.,S.W. 


Clear   -  S.  W. 
N.  W. 
-N.  W. 
"     —  All  points.  -. 

Rain  —  N.  E 

Cloudy   N.  E.,  N.  W. 

Clear-  N.  W 

Rain  -  N.  E 


Cloudy 


All  points. 


Clear   ..  N.  W.,N 

N.  E.,  S.  E— 
S.  W.,N.  W. 

Cloudy   E 

N.  E 

N.  E.,  E 

N.  E.,  N.  W.- 


Rain  _. 
Cloudy 


Cloudy 
Clear  - . 


Cloudy 
Clear  _ . 


Cloudy 


Rainy 


S.  W.,  W.— 

S.  W.,  N.  W. 


N.  W 

S.  W.,  N.  W. 
S.W.,  N.  W. 


N.  W 

N.  W 

S.  W.,  N.  W 

N.  E 

N.  E 


N.  W.,  N.  E, 


0.20 
5  57  ■ 


Rain  and  snow  before  day, 
and  snow  10  A.M.  till  6  P.M. 
Clear  part  of  afternoon. 
Misty  part  of  evening. 

Snow  before  day,  and  rain 
till  11  A.M. ;  clear  part  of 
evening. 

Cloudy  evening. 
Rain  before  day. 

Light  rain  2:30  p.  M.,  and 
sleet  and  rain  after  5  P.M. 

Rain  before  day  (0.58,)  and 
from  5:15  to  6:30  p.  M.  ■ 
partly  clear  part  of  P.  M. 

Clear  part  of  morning,  and 
cleared  off  5  p.  M. 

Cloudy  part  of  afternoon. 

Sleet  &  rain  8  p.m.  to  11  P.M. 

Rain  10  A.  M. 

Rain  before  day  (1.72,)  and 

part  of    afternoon    (0  01,) 

and  part  of  evening  (0.01 .) 
Cloudy  part  of  evening. 
Cloudy  part  of  morning,  and 

part  of  evening. 
Cloudy  part  of  morning,  and 

part  of  evening. 
Snow   squall    12:20   P.    M.  ; 

clear  part  of  afternoon. 
Cloudy  part   of   A.  M.,  with 

light  snow  and  rain  10:35. 
Clear  part  of  evening. 
Cloudy  part  of  morning. 


Rain  5  to  8:30  A.  M.  (0.33,) 
and  9.40A.M  to  1  p.m.(0.16) 
and  misty  part  of  P.  M. 
(0.05;)  bar.  29.12. 

Snow  till  8:30  a.m.  (0.08,) 
and  rain  and  snow  12:30 
till  1  p.  M.  (0.03,)  and  at 
intervals  rest  of  day  (0.09.) 
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April,   1881. 


REMARKS. 


Clear  part  of  morning;  light 
rain  11  A.M.  and  4  p.  M.; 
clear  evening. 

Cloudy  part  a.m.  and  eve'g. 
Cloudy  part  of  afternoon. 
Snow  squall  5:30  a.m.;  cloudy 

part  of  evening. 
Snow  flurries  part  of  A.  m. 

Cloudy  part  of  afternoon. 


Cloudy  part  of  evening. 
Rain  at  intervals   till  noon 

(0.26). 
Eain  at    intervals  all   day 

till    7    P.M.;  partly   clear 

part  of  evening. 
Clear  part  of  morning;    rain 

8  to  11:30  P.  M. 
Cloudy  part  a.m.  and  eve'g. 


Light  rain  part  of  morning ; 
cloudy  part  of  afternoon. 


Cloudy  evening. 

Cloudy  part  A.  M.  and  P.  M. 


Cloudy  evening. 

Rain  before  day  (0.02),  and 

misty  8  to  9  A.  M.;  clear 

part  of  afternoon. 

Clear  9  A.  M.;  cherries  flow- 
ered. 

Cloudy  part  of  afternoon  ; 
light  sprinkles  during  A.M. 
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May,  1881. 


Ther- 
mometer. 


Weather. 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 

P    B 


x,'Z 


S    1 
2 


S  8 
9 
10 
11 
12 
13 
14 

S  15 


62    Clear— 'Clear  — 
64    Cloudy   Cloudy 


21 
S  22 

23 
24 

25 

26 

27 1 
28 

S  29 
30 
31 


N.  E.,  S.  E..I 

S.  W.,  W.—  0.11 


Rain  — 
Cloudy 
Clear  — 


Clear  — 
Cloudy 
Clear— IE,  S. 


N.  E,  S.  E.. 
S.E 

All  points.  _. 


O.Nl> 


80    Cloudy 
70*;C'ym'stallday 
77-i  Cloudy   Clear. 


Cloudy   N.  E 0.24 


Rain  _. 
Cloudy 


C'y  m'st  all  day 


S.  W 

a  w 

s.  w 

s.  w 

;n.  w 

a  e. 

a  e. 

a  W 0.50 


Frost. 

Rain  before  day  (0.01);  rain 

at  intervals  11   a.m.   to  4 

p.m.  (0.10);  clear  evening. 
Cloudy  part  of  morning  and 

part  p.  M.;  pears  flowered. 
Frost. 
Frost. 
Rain  till  9:30  A.M.  (0.80)  and 

2  to  2:30  p.m.  (0.02.) 
Clear  part   of  morning  and 

cloudy  part  of  afternoon. 


N.  E._ 

N.  E- 


70   Cloudy   Clear  . 

74    Clear  — 

72    Cloudy 

81  i -Clear  — 

75 


N.  E,  S.  E. 
S.  E 


N.  E,  S 

All  points.  — 

'N.  E,  S.  E- 
.  N.  E,  a  E.- 

.  a  e 

.  n.  e,  a  E- 
.  a  w 

.  S.W,&E— 


"     --  Cloudy 


S.  W.  - 

a  w. 

All  points. 


0.07 
2.30 


Cloudy  part  of  afternoon. 
Clear  part  of  morning. 

Showers  with  thunder  and 
lighi'ng  before  day  (0.50);. 
misty  part  of  morning. 

Sh'wer  before  day  (0.22);rain 
11:50  to  12:30  P.  M.  (0.02.) 

.Rain  2  P.  M.  to  10:45  p.  M. 

(0.24)  and  still  raining. 
.  Rain  before  day  (0.03);  clear 

part  of  afternoon. 
.  Rain  before  day  (0.12);  9  to 

10A.M.(0.01)and2:30p.M. 

(0.02.) 
.  Clear  part  of  afternoon. 
.  Shower  5:30   to  5:40  p.  M. 
(0.10)  &  6  to  6:30  p.m.  (0.03.) 
.  Shower  2:30  P.  M. 

.  Cloudy  part  of  evening. 
.  Clear  part  of  morning. 

.  Cloudy  part  of  morning  with 

sprinkle  9  a.m. 
.  Cloudy  part  of  morning. 
.  Cloudy  part  of  evening. 
.  Clear  part  of  P.  M.  and  part 
-I     ev'g;   rain  3:30  to  5  p.  m. 
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June,    1881. 


Ther- 
mometer. 


Weather. 


m      Morn- 


After- 
noon. 


Prevailing 
Wind. 


68 

77 

Cloudy 

59 
55 

68 
58 

« 

50 

66 

" 

544 

72 

Clear -- 

6    56      68    Cloudy 
7 1  50}   61}  Clear  - 

8   55     72  |Cloudy 


Cloudy   N.   E.,  S.   E. 


N.  E.,  S.  E.  - 
N.  E 

NE,  NW,  SW 


~  £ 


11 

S  12 

13 

11 

15 

16 

17 

18 

S  19 

20 

21 

22J 
23 
241 
25 
S  26 

27 
28 


58    Rain 


51  64    Cloudy 

53J  75.1  Clear  -. 

57  :  66    Cloudy 

56  70} 

59}  78  Clear  . 

57"  72 

57  654  < 


62  80 

63  844 
63}  80 
664  76 

55  71 

56  70 
55  701 

59  734 

60  74" 


82 


Cloudy 
Clear _. 


Cloudy 
Clear-. 


Rain  _. 
Cloudy 

Rain  - 

Cloudy 

Clear -. 

Cloudy 


Clear _. 
Cloudy 
Clear-. 

Cloudy 
Clear -- 


N.  W.,  S.  W. 
N.  E.,  S.-E- 
S.  E 

All  points.  -. 


E 

N.  E._- 


0.34 

0.07 


0.08  . 

I 

0.79. 


Cloudy   Cloudy 
Clear..  Clear ~ 


29  684    844  Cloudy 

30  66     79    Clear - 


N.  E.,  S.  E.-'O.Ol 
N.  E.,   S.  E._  — - 

All  points.--   0.24 

N.  W 

N.  W 

N.  E,  S.  E-  0.15 

N.  W.,W.~ 
S.  W 

N.,  S I-. 

N.  W 

N.  W 

All  points. ; 

All  points.  — 

All  points. 

N.  E.,   S.  E._  0.13 

X.  K.,   S.  E 

S.  VV 4.95 


—8.  VV.. 
-.  N.  W. 


Clear  part  of  afternoon;  rain 

~:45  p.  m.  to  12  a.  M. 
Clear  part  of  afternoon. 
Rain  before  dav  (0.02) ;  3  to 

6  (0.32);  rain  10:15  p.  M. 
Rain    before    day ;     cloud)' 

part  of  afternoon. 
Cloudy  evening. 
Cleared  9:30  A.  M. 
Cloudy  9  ;  rain  9:30  A.  M.  to 

3  p.  m.  (0.08)  :  rain  7:30. 
Rain  before  day  (0.77);  cleat- 
part     of   morning  ;    rain 

3  to  6  p.  m.  (0.02). 
Rain  3  p.  M. 
Rain  till  7  a.m.  (1.65);  part 

of  morning  (0.02);  part  of 

afternoon  (0.02). 
Rain  before  day  ;  cleared  3 

p.  M. 
Clear  part  of  afternoon. 
Shower    5:30   a.  M.   (0.04); 

showers  4:35  to  6:30  p.  M. 

(0.20);  clear  part  of  p.  m. 
Clouded  over  4  p.  M. 
Rain  6  to  7  and  8  to  9:30  A. 

M    (0.14);  clear  part  P.  M.; 

rain  10  to  10:15  p.M.(O.Ol). 
Cloudy  part  A.  M,  and  ev'g. 
Clear  part  of  afternoon. 
Cleared  7  A.  M. 

Clear  part  of  afternoon. 
Cloudy  evening. 
Cloudy  part  of  afternoon. 
Partly  clear  A.   M.,   shower 

1:40;  clear  2:30  to  8:30  p.m. 
Rainy  evening  after  8. 
Rain     before    day     (0.85); 

shower   2:40   to   3  P.    M. 

(0.78);    3:25  P.   M.  (0.01); 

showers  9:30  to  10:45  P. 

M.  (0.31). 
Clear  part  A.  ,\i.  and    P.  M.J 

showers  7:10  A.  M.,  2  P.  M. 
Cloudy  part  of  evening. 
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July,     1881. 


Ther- 
mometer. 


1 

2 

S    3 

4 


9 

S  10 

11 


Clear--  Clear . 


Prevailing 
Wind. 


.  N.,  N.  E 

N.  E.,S.  E.- 

.  8.  W.-- 

All  points— 


Cloudy 
Clear  - 


Cloudy 

Cloudy       "     — 
"     — Clear  — 

C'y  m'st  all  day- 


12  643 

13:  67 

14  733 

15!  70" 

16  66 

S  171  71 

18  623 

19  65 

20  64 

21  72 

22  66 
23 :  66 

S  24   63 

25  67 

26  72 

27  69 
28,  65 

64 


•  Cloudy  Clear  -- 
C'y  m'st  all  day. 
Clear  __  Clear  — 

--  Cloudy 

_  -  Clear  _  - 


S.  W 

N.  W 

N.  E.,  S.  E. 

All  points.  _ 
N.  E,  S.  E._ 

S.   E 

All  points.  _ 


N.  E.,  S.  E.  - 
All  points — 
N.  W.,  N.  E. 
N.  E.,  S.  E.  - 
S.  W 


~.  a 


N.  W 


Cloudy  part  of  evening. 

Cloudy  part  of  morning. 

Cloudy   part  of    p.  M.   and 
evening,   with  light  rain 
6:50  to  7:15  P.  M.  (0.01.) 
.Clear  part  of  morning. 


Clouded  over  4   p.  M.   and 
rain  8:30  to  11:30  p.  M. 


30 


66 


C'y  m'st  all  day. 
Clear  _  _  Clear  _  _ 
"  -  Cloudy 
Cloudy  Clear  — 
Clear--      "     — 


Clear  part  of  morning. 

Shower  11:45  A.  M.  (0.01)  & 
12:15  to  1:30  p.m.  (0.09)  & 
8:45  to  9:30  p.m.  (0.20) 

Cloudy  part  of  afternoon. 


Cloudy  evening 

( 'loudy  part  of  afternoon. 

Cloudy  part  of  morning  and 
clear  part  of  evening. 

Cloudy  part  of  morning. 

N.  W. Cloudy  part  of  afternoon. 

N.  W 0.22 ' Showers  4:25  &  4:45  to  5  p.m. 

S.  W - 


S.  W.,  N.  "W.l— - 
W - — 

N !  — 

All  points.  — 

86  i  "     —IS.  W I 

84   C'y  m'st  all  day.  S.  W.,  W.— 

80  '  "       "      "       "  I All  points— I 

79    Clear--  Clear --All  points ! 

78    C'y  m'st  all  day.,N.  E.,  S.  E.  J 

Cloudy  Cloudy  N.  E.,  E \  0.07 


N.  E- 


0.20 


Cloudy  part  of  afternoon. 

Rain  4  to  6  p.m.  and  rest  of 
evening  after  8  P.  M. 

Rain  before  dav  (0.17)  and 
2:30  p.  m.  (0.02)  and  8  P. 
M.  (0.01.) 
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August,  1881. 


Ther- 
mometer. 


Wind. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind, 


si 


8  67 

9  63 


•S  14 
15 
16 
17 
18 
19 


20 

S  21 


22 
23 
24 
25 
26 
27  63 
S  28   64 

29  66 

30  68 

31  70 


82   Cloudy 
83J 

85i  Clear  - 


Clear . 


C'y  m'st  all  dav 
Cloudy   Cloudy 


Clear--  Clear-. 
„  Cloudy 
_.  Clear-. 


--  Cloudy 
Cy  m'st  all  day- 
Clear  __  Cloudy 
Cloudy 


S.  W 

S.  W.,  N.  W. 


All  points.  _. 
AH  points--. 
All  points.  -. 

iS.  W 

Is.  w 


N.  W 

S.  W 

S.  W.,  N.  W 
NW,N  E,S  E. 

S.  W 

S.  W 


Clear . 


Clear -- 


N.. 


N.  W. 
N.E.— 

N.E 

N.E.,8... 
N.  E.— 
N.  W.,  N.  E. 


N.E 

N 


N.  W.,N..-_ 
N.  W.,  N.— 
N.  E.,  S.  E.- 

S.  E 

S.  W 

S.  W„  S.  E._ 

s.  w 

S.  W.,  S.  E- 
S.,N.  E.,  S.W. 
s.  w 


0.01 
0.01 
0.02 


0.1' 


Clear  part  of  morning. 
Cleared  8  a.m.  ;  shower  7:45 

)  8:45  p.m. 
Foggy  morning. 
Cloudy  part  of  evening. 
Cloudy  evening. 

Light  rain  7  to  8  a.m.  (0.01;) 
show'r*ltol:15PM.(0.26;) 
6  to  7  P.M.  (0.47  ;)  7:30'to 
8  p.m.  (0.35  ;)  clear  part 
of  afternoon. 

Cloudy  part  of  morning. 

Clear  part  of  afternoon. 


Cloudy  part  of  afternoon. 

Cloudy  evening ;  hottest 
day  since  July  20,  1876, 
and  hottest  dav  in  August 
since  1854  ;  bar.  29.61. 

Clear  part  of  afternoon. 

Sprinkles  during  afternoon. 

Kain  before  day  (0.01.) 

Clear  part  of  morning  ;  rain 

5  to  6   A.  m.   (0.01,)   and 

•11:30  A.M.  to  2  p.M.(O.OL) 

Cloudy  part  of  morning ; 
cloudy  evening  with  rain 
8:10  to  9,  and  10  to  10:30 

P.M. 


Cloudy  part  of  morning. 
Foggy  morning. 


1.73 


iiu  7'h  whieb  deponlled  0.26  in.  ut  my  house  did  110I  extend  eoutli  beyond  New 
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September,  1881. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


"S  •• 

. 

p,  ? 

a 

Prevailing. 

"°'Z 

.5 

Wind. 

s 

& 

! 

0 

02 

•  S  11 
12 

13 
14 
15 


86    Clear-. 
80    Cloudy 


Cloudy 


Clear  — 

Cloudy 
Clear  — 


S.  W 

N.  E.,  S.  E. 

N.  E.,  S.E.. 
S.  E 

s.  w 

s.  w 


Cloudy  part  of  morning. 
Partly  clear  parts  of  morn- 
ing and  afternoon. 
Cloudy  part  of  evening. 


17 

S  18 
19 
20 
21 
22 
23 

24 

.  S  25 

26 

27 


97*  Clear  - 
90  i  "  - 
79  Cloudy 
78  :      " 


79 
77 

78*  Clear - 

74*|     "    - 
70    Cloudy 


76 J  Clear  — 
82*  "  - 
81  !     "     — 

72*i  "  - 
73    Cloudy 


Hazy  - . 
Cloudy 


Clear - 


Cloudy 


Clear - 


Cloudy 
Clear  - 


S.  W.,  N.  W. 
N.W.,E.,S.E. 
NE,  SW,  SE. 
N.  E - 


N.E.,S.  E— 
N.  E.,N.  — 

ST.  W.,S.  W.| 

N.  E,  S.  E.J 
N.  E.,  S.  E.J 


N.  E.,  S.  E.. 

N.  E.,  S.  E. 
N.  E.,_N.— . 
All  points--. 
N.  E.,  8.  E. 

N.  E.,  8 

S.  W 


Clear  part  of  morning. 
Clear  part  of  morning;  hot- 
test day  in  Sept.  since 
Sept.  13,  1851. 
Hottest  day  since  July  17, 
1866,  and  hottest  day  in 
Sept.  in  my  records. 

0.34 Rain  at  intervals  7:45  to  11 

A.  M.  (0.06)  and  5:20  to  8 
p.  M.  (0.28). 
---  Clear  part  P.M.;rain  9:40  P.M. 
---  Rain  before  day  (0.23);  clear 
part  of  morning. 


0.23 


Clear 


69  87 
70*  90 
71*    89 


74 


87i!     "     - 

73       "     - 
86    Cloudy 


.  S.  W.- 
S.  W- 
.8.  W- 
.  S.  W.. 


S.  W.,  N.W. 


Cloudy 
Clear  - _ 


N.  E.,S.  E— 

N.E,  S.   W. 


0.94 


Partly  clear  part  afternoon  ; 

showers  part  of  evening. 

Rain  11  a.m  to  1  p.m.  (0.09); 

I     sprinkle  2  to  5  p.m.  (0.01); 

partly  clear  part  of  eve'g. 
Clear  part  of  morning  and 

cloudy  part  of  afternoon. 


Clear  part  of  evening. 
Clear  part  of  morning  and 
j     cloudy  part  of  evening. 


—  Cloudy  part  of  morning  and 

part    of   afternoon    with 
sprinkle  4:30  P.  M. 

—  Cloudy  part  of  morning  and 

evening,  with  rain  8  to  9 
p.  M. 

—  Clear    part     of    afternoon ; 

misty  part  of  evening. 

—  Clear  part  of  morning. 
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October,   1881. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


E  B 
rt  — 
E   i 

X7. 


S    2 
3 

4 
5 
6 
7 
8 
S    9 


65 


Clear-.  Clear  -. 

Cloudy   Cloudy 
"        Clear  — 


S.W.. 


N.  E.,  S.  E- 
N.  W.,  S.  W. 


661    78    C'v  m'st  all  dav-  S.  W.,  N.  W. 

38.',    511  Clear--  Clear-.  N. 

37'    60"  i     "     -i     "     -N.W.,  S.  W. 

431    671  C'y  m'st  all  day.lS.  W 

56" I  77    Clear-  Clear  -  S.  W. 
67      70    Cloudy   Rainy  -  N.  W 


10  52      661- Clear. 

11  351,  521 
12>  37     59 


'Rainy 


N.  W 

N.E.,  S.E.. 
S.  W 


13  54  71    C'y  m'st'all  day- S.   W 

14  49  571lClear -Clear- N.   E.,  S.  E. 

15  491  70"  .Cloudy       "     -  S.  W 

S  16    60  ■  76i'Clear-      "     -.  S.W..N.,  N.E, 

17    58  64"  Cloudy   Cloudy   N.  E 

181621  781  Clear-        "        S.  W 


19;  48 


58 


.Clear— N. 


20  47  581  Cloudy 

21  43  63"  Clear - 

22  421  651      "     -. 
S  23  47"  67"      "     -. 

24  56  58    Rainv  - 


25 

54 

. 

Cloudy 

26 

48* 

551 

Clear  — 

27 

35 

58 

"     _ 

28 

41 

57 

"     _ 

29 

54. 

62 

Rainy  - 

Misty 
Clear  - 


JN.  E.,  S.  E 

.-N.W 

..S.W". 

-  S.  W. 

-  S.W.,N.,N.E. 


0.21 


S.  W.,  N.  W.  0.02 


"     -N.W 

"    -  W.,  S.  W. - 

Cloudy"  8.  E.',  S.'."."'- 


S  30   59     68   Cloudy  i      "       All  pointK_- 


31    65 


"        S.  W. 


Cloudy  part  of  A  M.;  hottest 
day  in  Oct.  in  my  records. 

Partly  clear  part  of  A.  M. 

Rain  5  to  8:45  A.  M.;  cloudy 
part  of  evening. 

Frost. 
Frost. 

Cloudy  part  of  afternoon. 

Partly  clear  part  of  morn- 
ing; rain  1  to  6  p.  M.; 
cleared  7:45  p.m. 


Cloudy  part  of  morning;  rain 
1  to  6  p.  M. 

Cloudy  part  of  evening. 
Cloudy  part  of  evening. 
Cloudy  part  p.  M.  and  eve'g. 
Clear  part  of  morning. 
Cloudy  part  of  morning  and 

clear  part  of  evening. 
Cloudy  part  of  afternoon. 


Cloudy  part  A.M.;  cl'dv  ev'g. 
Rain  till  6  a.m.  (0.08)"&  8:15 

A.M.)  till  12:15  p.m.  (0.13.) 
Rain     betore    day    (0.02)  ; 

cloudy  part  of  evening. 


0.50 
2.25 


Cloudy  part  a.m  ;  cl'dy  ev'g. 
Rain  5  to  6:45  A.M.  (0"08)  91 

to  10  A.M.  (0.02J  11:15  a. 

m.  to   12:15  P.  M.   (0.07) 

7:30  to  9  P.  M.  (0.15.) 
Rain  before  day  (0.64);  clear 

part  of  A.  M.;  rain  3:50  to 

4:50  p.m.  (0.04)  7:15  to  9 

p.  M.  (0.06.) 
Rain  before  day  (0.22),  8:30 

toll  a.m.  (0.21)  and  8  to 

11  P.  M.  (0.07.) 
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November,   1881. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


<-,  p 

~  'Z 
a  - 

es  * 

a  i= 


2  53 

3  564 

m 

5|  36 
6    45 


57* 
CO.1 

48 

58. 
59 

71  42  !  52 
50     61 

58* 


S  20  38^ 

21;  33^ 

22  41 

23  26 

24  35 


25  26 

26  27 

S  27  J  33^ 

28  29 

29  27 


Cloudy 


Clear __ 

Cloudy 
Rain  — 

Cloudy 


Clear  - 
C'y  m'st 
Cloudy 


Cloudy 


Cloudy 

Rain  _. 
Clear  -. 

Cloudy 


Clear  - . 
all  day. 
Rain  _. 


Clear . 


Cloudy 


N.  E 

S.  W,  N.  W. 

S.  W.,  W.— 

s.  w.,  s 

S.  W.,  N.  W. 
N.  E.,  S.  E.. 
N.  E 

a  w.,  n.  w. 


N.  W 

N.  W.,  N.  E. 
S.  E.,  S.  W- 


S.  W.,  N.  W. 
S.  W.,  N.  W. 

N.  W 

W 

s.  w 

s.  w. 

S.  W.,  N.  W. 


45  Clear  _-  Clear  — 

46  J      "     —Cloudy 
42    Cloudy  Clear  — 

Rain  — 

Clear  — 


34 
43 
494. 
37 
50 
30   354.    53 


Foggy  . 


N.  W. . 
S.  W-. 
N.W. 

N.  E. . 

N.  W. 


Cloudy 


-  w.,  a  w.  - 
..  a  w 

-is.  w 

N.  E.,  S.  E. 
NE,NW,SW. 
s.  w 


0.10 


Shower  6:30  A.  M.,  0.03,  and 
rain  8:30  to  9:30  a.m.,  0.03.. 

Rain  before  day,  0.03;  raini 
4:15  p.  M. 

Rain  before  day,  0.58;  clear- 
ed 9  A.  M. 

Cloudy  part  of  afternoon. 

Clear  part  a.m.;  rain  54.  pjvi.. 

Rain  till  6  A.  M.,  0.41,  and 
10:30  to  11  A.M.,  0.02. 

Rain  before  day,  0.06;  10  A. 
M  ,  0.04,  11  A.  M.,  0.03, 
5:05  to  5:45  p.m.,  0.43. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 

Misty  7  to  11  a.m.,  and  then. 
rain  tiil  6  p.  M.,  0.52,  and 
8:30  to  10  p.m.,  0.08. 


Cloudy  evening. 

Partly  clear  part  of  morn- 
ing; rain  5  to  9  P.  M. 

Cloudy  part  of  morning. 
Rain  before  day,  0.03. 
Snow  flurry  8:45  a.m.;   rain 

and  sleet  11  A.  M. 
Rain  before  day,  0.73;   clear 

part  of  morning  and  cl'dy 

part  of  afternoon. 


Cloudy  part  of  evening. 

Cloudy  part  of  afternoon. 
Clear  part  of  aft'noon;  misty 
rain  part  of  evening. 
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December,  1881. 


Ther- 
mometer. 


Weather. 

Morn- 
ing. 

After- 
noon. 

Rain  — 

Cloudy 

Clear  — 

Cloudy 

Clear  — 
Cloudy 

Rain  — 

Rain  — 

Clear  — 

Clear  — 
Cloudy 

Rain  _- 

Clear  — 

Clear - 
C'y  m'st 
Clear  — 

Cloudy 

all  day. 
Clear  _ - 
Cloudy 

Clear-- 

Clear  - - 

"  :: 

«  :: 

Prevailing 
Wind. 


S  I 


2 
3 

S    4 


9 

10 

s  11 

12 

13 
14 


15 

16 
17 
S  18 
19 
20 
21 
22 

23 

24 
S  25 


11 


46 


S.  W.,  W.— 


All   points.. 
N.  E 


0.63 


0.30 


33     394 
314    45 

30  I  35 
23  j  34 
30}    44* 


N.  E 

All   points.— 

S.  W.,  W.— 

N.  W.,W— 
S.  W.,  W.  — 
N. 

N.  W.,  S.W. 
S.  E,  S.  W.  - 


S.W 

S.  W.,  N.  W. 


36}        "       Clear-  N.  W 

33"  Clear-      "    —  N., S.  W 

42       "    -     "    -S.W 

48       "    -     "     -  S.  W 

45       "     -     "     -  N.  W.,  S.  W, 

47    C'ym'stall  day.  S.  W 

45    Cloudy  Cloudy   N.  E.,  S.  E.- 
57    Rain  -  Rain  -  S.  E 


56.',  Cloudy 
36i  Clear - 
45        "     — 

47    Cloudy 

59  jRain  — 

50.',  Cloudy 
56" 


41 

33j  Clear  - 


Cloudy 
Clear _. 


Cloudy 


Clear . 


S.  W,N._ 
N.  W.  — 

s.  w 


S.  W.- 


8.  E 

S.  E.,  S.  W.. 

s.  1-:.,  s.  \v. 


N.  W.,  W.. 
W.,  S.  W.. 


0.32 
0.05 
0.66 


Foggy  a.m.;  light  rain  till  7 
a.m.,  0.04;  8  to  11:15  am., 
0.50,  and  1  to  2  p.m.,  0.09; 
clear  evening. 

Partly  clear  part  of  morn- 
ing ;  misty  evening. 

Rain  at  intervals  till  7:30 
p.  M. 

Cloudy  part  of  evening. 

Cloudy  part  of  morning  and 
clear  part  of  evening. 

Rain  till  9:10  a.m.,  0.27  and 
12:20  to  1  p.  M.,  0.04; 
cleared  3  p.  M. 


Clear  part  of  evening. 
Rain  at  intervals  5  to  10  p. 

M.,  0.08. 
Clear  part  p.  M.  and  even'g. 
Rain  8  to  S:30  a.m.,  0.01,  and 

12   to   12:30   p.  M.,   0.01 ; 

steady  rain  5  p.  m. 
Rain  and  snow  before  day, 

0.80. 


Clear  part  of  A.M.;misty  ev'g. 

Rain  till  2  p.  M.,  0.26;  rain 
after  7  p.  M. 

Rain  before  day,  0.43;  clear 
part  A.  M.;  4:30  to  6:30  P. 
M.,  0.04;  7  to  8  P.  it,  0.02; 
cleared  10  p.  M. 

Partly  clear  part  of  morn- 
ing ;  rainy  evening. 

Rain  till  10:30  a.m.,  0.32. 

Rain  before  day,  0.05. 

Rain  12  to  4:30  P.  M  ,  0.65, 
and  part  eve'g,0.01 ;  partly 
clear  part  of  evening. 

Cleared  8  a.m.;  cloudy  eve'g. 

Cloudy  evening. 


3.92 


Bain  : l ■  ••  1  melted  Bnow  for  1881,88.46  IncheB. 
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January,  1882. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

C    S 

.5 
0 

s 
CD 

o5 
Q 

%■ 
0 

S 

Morn- 
ing. 

After- 
noon. 

REMARKS. 

S    1 
2 
3 
4 
5 

26 
16 
15 
123 
11 

24 

34 
33 

39 

33 

25 
32 
224- 

25| 

37J 
41 

483 
41 
423 
44 

42 

423 
40 

47 

313 

32 
39 

333 

40" 
40 
19 
13 

29 

383 

47 
37 

32 
30 

283 

Clear  - 

Cloudy 
Misty  _ 

Cloudy 

Cloudy 
Clear - 

Cloudy 

f  M'sty 
\  Rain 

Clear  _  _ 

Clnnrlv 

S.  W.,   N.  E. 

N.  W 

s.  w 

N.  W.,  N.  E._ 
N.  E.     _      - 

— 

— - 

Cloudy  part    of    morning ; 
light  snow  during  even'g. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 

6 

7 
S    8 

9 
10 

N.  E—     _. 

S.  W.,  K  W. 
S.  E.,  N.  E._ 

S.  W.,  N.  W. 

N.  W. - 

0.08 
0.11 

snow  squalls  A.M.and  p.m. 

Light  snow  before  day ; 
foggy  part  of  afternoon 
and  rainy  eve'g  till  10. 

Clear  evening. 

Rain  7:30  to  8:30  A.M.,  0.01, 
&  rainy  ev'g  till  10:30,0.10 

Foggy  morning. 
Snow'  8:30  P.  M. 

111  33 

12    -W 

Rain iCIear 

All  points.  -_ 
N.  W. 

0.86 

— 

Snow    before  dav,  and   rain 
till  10  A.  M.,  0"86. 

13 

14 
S  15 

333; 

36 
26 
37 

29 

17 
31 

23J 
32" 
37 
14 

1 

8 

33J 

37 
312 

29 
18 
23 

/  Snow 
\Rain 

Clear  — 

Clear  — 

S.  E.,   S.   W. 
N.  W 

s.  w. 

0.80 

Snow   till    10:30   A.  M.,  and 
then  raiu  till  3  p.m.,  0.80. 

Violent  snow  squall  2:40  P.M. 

16 
17 
18 

Cloudy  !       " 

f  Rain         „ 
\Snow 

Cloudy 

"        Clear  — 

"        Cloudy 
Rain  —        " 
Clear —  Clear  — 

([          J  Snow 

s.w 

N.  W 

N.  E.- 

0.05 
0.33 

— 

Rain  before  day  ;  clear  part 
a.m  ;  rain  p.m.  and  ev'g. 

Rain  before   day  ;  snow  till 
10:30  a.m.;  clear  part  p.m. 

19 
20 

N.  W 

n.  e 

0.38 

— 

Rain  before  day,  0.38  ;  clear 

part  of  morning.  ' 
Partly  clear  part  of  A.  M. 
Rain  till  4:30  p.m.  and  ev'g. 
Cloudy   part  of  A.  M.;  snow 

squalls  6  to  7  p.  M. 
Bar.  10  A.  M.,  30.75. 

Light  snow  1:30   to  6  P.  M., 
and  then  rain. 

Rain  before  day,  0.92,  and 
10  A.  M.  to  4  P.    M.,  0.05. 

Rain  before  day,  0.02. 

Snow  8:30  A.  M.  to  2  P.  M., 
0.37,  and  rain  part  p.  m. 

Cleared  8  a.  m. 

Snow  7:45  a.m.  to  10  p.m. 

21 

S  22 

23 

24 

25 

N.  E,- 

W.,  N.  W.— 

N.  W 

N.  W 

N.  E.,  E 

0.59 

1.00 

26 

27 
28 

S  29 
30 
31 

Cloudy 

Clear  — 
Cloudy 

Clear" 

Cloudy 

(.riain 

Cloudy 

Clear  - 
Cloudy 

Clear  — 

Snow  -  . 

S.W 

S.  W.,  N.  W. 
N.  E 

N.  W 

W.,  S.  W— 
S.  W.,  N.  E- 

0.97 

0.02 
0.40 

4.59 

s'.oo 

9.00 
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February,  1882. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


SS 


•-  o 
A-r. 


S    5 

6 

7 


9 

10 

11 

S  12 

13 

14 
15 

16 

17 

18 

S  19 

20 

21 


23 

24 
25 
S  26 
27 
28 


36  ,  Clear  . 

39 

39 


Cloudy   Snow  — 
"'       Clear  - 


Cloudy 


S.  W 

Kain  —IN.    E 

Clear— IClear -IN.  Wr.— 

All  points 
C'ym'stallday-S.W.,   N.  W 
Cloudy   Rain  -  S.  W.— 


41.',  49 

35  52 

36  J  50 
44 i  51 
19"  29 J 
21  36 

35  461 

361  39 


36 


29     351 

22  32 

23  37 
29  ,  441 
32$  54 
35     46 


N.  W.,  S.  W. 

S.  W 

W.,  N.  W.  - 

N.  E 

W 

S.  W.,  N.  W 
All  points.- - 


Clear  _. 
Cloudy 
Clear _. 


Clear  _  - 

Cloudy 
Clear - 


Cloudv   Kain  — 


Rain 


Cloudy 


C'y  m'st 
Clear 


Cloudy 
Rain  _. 


all  day 
Clear  - 


-  Cloudy 


N.  W.,  W— 

s.  w. 

S.  W.,  E 

N.  W 

N.  E 

E.,  S.  E 

S.W.,N.,N.E. 

S.  E.,   N.  E.. 


N.  W 

N.W..  N.~- 
N.,N.W.,SW 

8.  W 

S.W 

E 


...    ISnow  10  A.  M. 

...12. 00  Snow   before  day;    drifted 
badly;  cleared  8  A.  M. 


! Cloudy  part  of  morning  and 

part  of  evening. 

0.02 Rain  before  day. 

0.83J Rain  10  A.  M.  to  10  P.  M. 

. Cloudy  part  of  morning. 


0.29 


Rain  part  of  morning,  0.03, 
J  and  12:15  to  7  P.  M.,  0.26. 
Clear  part  of  morning. 

Rain  7  p.  M. 

Rain  before  day,  0.54. 


l.io 


Sleet  10:30  A.  M.  to  2  p.  M., 
and  rain  till  5:30  p.  M. 

Clear  11  A.M.  to  2  p.M  ;  rain 
7  P.  M. 

Rain  till  6:30  p  M.,  1.08,  9  to 
10  p.  M.,  0.02;   at   5  p.  M. 

1     shower  from   N.  W.  with 
thunder  and  lightning. 

Clear  part  of  morning  and 
cloudy   part    of   evening 
with  snow  (lurries. 
—  Snow  squalls  part  of  aft'noon. 


12.00 


Cloudy    part   of    morning  ; 
light  rain  part  of  evening. 
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March,   1882. 


Ther- 
mometer 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


KEMABKS. 


10 
11 

S  12 


49* 

46" 

39 

36 

42 

40 
25J 

30 

49 
36* 


li 

S  19 


23 

'  24 
25 

S  26 
27 


Rain  __ 

Cloudy 
Clear  -  _ 


Clear  - 

Snow  \ 
Rain  j 
Cy  m'st 

Cloudy 


Clear -- 
Snow  -_ 
Clear ._ 

Cloudy" 

Rain  — 
Clear-. 


43 

44A  Cloudy 
37    Clear -. 


Cloudy 


47  Clear-. 
57  !  Cloudy 
42    Clear.. 


Cloudy 
Clear  — 


Cloudy 
Clear  _. 


Cloudy 
all  day 

Clear _- 


Cloudy 

Clear -. 

Cloudy 

Clear  ... 

Cloudy 
Clear -- 


Cloudy 
Clear- 


ly.   

N.  W 

N.  W 

All  points.- 
All  points.- 

N.  W 

All   points. - 

N.  E.,  S.  E. 

W.,  N.  W.  - 

N.  W 

S.  E.,  S.  W. 


N.  W 

N.  W 

N.  E.,  S.  E. 
N.  E 


0.01 
0.14 


N.  E 

N.  E  ,  S.  E- 
S.  W.,  N.  W. 

N.  W.,  S.  W. 
S.  E 


N.  W.,  S.  W, 
S.  W.,  N.  W, 

N.  W 

S.  W 

S.  W 


.  N.  E.,  S.  E- 
.  S.  W.,  N.  W. 
.  N.  W 


0.28. 
0.29. 


Rain  till  3  p.  M.,  0.70  ;  part 

of  evening,  0.02. 
Cleared  9  A.  M. 


Light  rain  5  to  6  p.  M. 
Rain  till  12:30  p.m.;   cloudy 

part  of  afternoon. 
Cloudy  part  of  morning. 

Rain  till  12:30  p.  M.,  0.27  ; 
part  of  afternoon,  0.09 ; 
part  of  evening,  0.05. 

Light  sprinkle  part  of  a.m.; 

cloudy  evening  and  light 

rain  after  10  p.  m. 
Rain  before  day;  clear  part 

a.m.;  Dr.  C.Morrogh  died. 

Snow  till  8  A.  M.;  clear  part 

of  A.  M.;  clear  evening. 
Mrs.M.  K.  How,  widow  Rev. 

D.  S.  B.  How,  died. 
Clear  part  of  afternoon. 
Rain   before  day;  cleared  9 

A.  M. 
Cle^r  part  of  morning. 
Rain  till  10  a.m.,  0.28,  part 

of  evening,  0.09. 
Rain  before  day,  0.01;  snow 

squall  2:40  p.  M.  and  4  p. 

M.,  0.01,  and  7  p.  m. 
Cloudy  part  of  morning. 
Clear  part  of  morning  and 

cloudy  part  of  afternoon. 
Clear  part  of  morning. 
Rain  7:30  A.  m.  to  1  p.  M., 

0.27;  2:30  to  3  p.m.,  0.01 ; 

rainy  after  10  P.  M. 
Rain   before  day,   0.24,  and 

6:45  to  9  a.m.,  0.05;  clear 

part  of  morning. 
Cloudy  part  of  afternoon. 
Rain  9:20  to  10:40  a.m.,  0.04. 
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April,    1882. 


Ther- 
mometer, 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


1  = 

OS   " 


REMARKS. 


S    9 

10 


12 
13 

14 
15 

S  16 
17 
18 
19 


20 
21 
22 
8  23 
24 
25 
26 
27 


28 


36 


Cloudy 
Clear  _ . 


Cloudy 


Clear  — 
Cloudy 
f  Kain 
t  Snow 


Clear  — 

Cloudy 
Clear  — 
Cloudy 


S.  W 

S.W 


N.E.,  S.  E.. 

S.  W.— 

N.  E.,  S.  E.. 


N.  E,  S.  E.  . 
NJE,E.,S.W. 

N.E.,E.,S.W. 
S.W.,S.  E— 

N.E 


29      39    Clear- Clear 


56J 


Cloudy 


C'y  m'st 


N.  W. 


S.  W.,  N.  W 

—  N.  W 

N.  W 

N.  W 

N.W 

N.  W 

N.  W 

S.  W 0.15 


Cloudy 


Clear -S.W.,  N.  W. 
Cloudy   N.W. 
Clear-  N.  W. 

—  All  points.- 
..  N 

—  jAll  points.. 
Cloudy  IN.  E.,  S.  E. 

N.E 


all  day. 


N.  E.,8.  E.  . 


N.  W.,  8.  W 
N.E,   N.W. 


LOO 


0.02 


Cloudy  evening. 

Cloudy    part    of    morning, 

and  part  of  afternoon  with 

shower  3:30  to  4  p.  M. 
Cloudy  part  of  afternoon. 
Cloudy  evening. 
Rain  8:30  to  11:40  a.m.,0.04, 

and  1  to  3:30  p.  M.,  0.05. 
Eain  till  8:30  A.  M. 
Rain  till  8   A.  M. ;    cloudy 

parts  of  afternoon  and  ev'g 

Rain  7  p.  M. 

Rain  and  snow  till  6:30  a.m., 

0.31 ;  snow  squalls  all  day,. 

0.01,  to  5  P.  M. 

Snow  before  day,  0.01  ; 
cloudy  part  of  afternoon 
with  snow  flurries. 


Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 
Northern  lights  11  p.m. 


Shower  3:10  to  6:30  p.  M., 
0.15;  thunder  shower  after 
10  p.  m.  with  hail. 

Rain  before  day,  1.00. 


Cloudy  part  of  afternoon. 


Rain  5:30  P.M. 

Rain  before  day,  0.98;    rain 

part    of    evening,    0.02 ; 

cleared  10  p.  m. 
Clear  part  of  morning;  rain 

6    to    6:30    p.    M.,  0.02 ; 

cleared  8  P.  M. 
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May,   1882. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-a  — 
p  c 


1.-.   o       o 

\S  a      a 

Was     cc 


12 

13 

S  14 


15 
16 
17 
18 
19 
20 
S  21 
22 
23 

24 
25 
26 
27 

S  28 

29 

30 
31 


Clear  -  S.  W . 

"    -  S.  W.,  N.  W. 


Rain  _. 
Cloudy 


"     „N.  W..  S.W.I 

Cloudy   S.  W.,  W 

"       VS.  E 0.22  . 

Eain  -N.   E 0.41  . 


561- Clear-. 
60*  "  _. 
71*!  "  -. 
61    Cloudy 


Eain  _. 
Misty  - 
Cloudy 


Clear—  N.  E.,  S.  E 

Cloudy  S.  W 0.15. 

S.  W.,  N.  W 

N.  E.,  S.  E._  0.43 


N.  E 0.75' 

N.  E 0.02. 

N.  E i  0.08. 


56  C'y  m'st  all  day-  N.  E.,   S.  E.-j  1.00 
60    Clear  .-Clear-- All  points — 
63i  Cloudy   Cloudy   N.W,NE.,S.E 

57  jClear -Clear -!N.E. 

52  jC'ym'stlallday-lN.  E.,  E 

67*lClear  — ;Clear-_!W.,  S.  W. — 

Cloudy  S.  W. 


74 

« 

74  'C'ym'st 

67 

Cloudy 

65 

Clear  — 

53 

Bain  __ 

63 

Clear  — 

69 

C'y  m'st 

78 

" 

71 

Cloudy 

70J- 

Clear  — 

79* 

all  day-  E. 0.06 

Clear -,N.W 0.1S 


-N.  W 

Cloudy   S.  E.,  N.  E.- 
Clear __!n.  w.,  s.  w. 

all  day- S!  W.,  S.  E.- 
-  S.  W.    N.  W. 


Clear . 


X. 


W.,  S.  W.. 
S.  W 


0.84 


Cloudy  part  of  morning  • 
cherries  flowered. 

Frost. 

Pears  flowered. 

Kain  till  2  p.  M.;  clear  part 
of  evening. 

Eain  10:30  A.M.  to  10  P.  M.; 
clear  part  of  evening. 

Cloudy  part  of  A.  M.  ;  frost.. 

Eain  7  to  10:30  P.  M. ;  frost- 
Clear  part  of  P.M.;  rain  7  P.M. 

Bain  before  day,  0.42;  clear- 
ed 7:30  a.m.;  rain  part  of 
afternoon,  0.01. 

Bain  5:30  to  7  A.  m.,  0.14  ; 
rainy  after  9  P.  M. 

Bain  till  2  p.m.;  misty  ev'g. 

Misty  till  7  a.m.;  misty  ev'g.. 

Bain  before  day,  0.04  ;  part 
of  morning,  0.04  ;  steady 
rain  after  11:45  A.  m. 

Bain  before  day,  1.00. 

Clear  part  of  morning. 
Cloudy  part  of  morning. 


Partly  clear  part  of  evening. 
Thunder  shower  3:05  P.  M. 
Bain  before  day;  cleared  7:30 


Bain  till  4  p.  M. 

Foggy  early  morning. 

Bain  10:45  P.  M. 

Bain  before  day,  0.55;  show- 
er after  8:30  p.  M. 

Bain  before  day,  0.46;  clear- 
ed 8:30  A.  M. 


Cloudy  evening. 
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June,  1882. 


S  4 
5 

6 

7 


S  11 
12 
13 
14 
15 

16 

17 

S  18 

19 


20 
21 
22 
23 
24 
S  25 

26 

27 
28 
29 
30 


Ther- 
mometer. 

j 

0) 

# 

i-l 

W 

65 

73 

52 

693 

54 

76 

64 

743; 

Weather. 


543  663 


54  70 

52   773 


633  80 
60  68 


61  71 

55  71 

553  76 

563  7S 

58"  83 

69  ;  82 
66  833 
653  82 

70  883 


Rain  — 
Clear  — 

Cloudy 
Clear - 


Cloudy 
Clear-. 


Cloudy 
Clear - 


74 

753  Cloudy 

793  Clear 


63 

84 

70 

883 

75 

'.>■■!, 

74J 

873 

67 

83 

633 

81 

68 

79 

60 

74 

After- 
noon. 


Clear - 


Cloudy 
Clear -. 


Cloudy 


Clear . 


Prevailing 
Wind. 


3  c 


S.  W.,  N 

N.  W.,  S.  W 
s.  w 


S.  W.,  N.  W. 
W.,  N.  W.— 


N.  W 

w.,  S.  W.— 

s.  w 

s.  w 

N.  E.,  S.  E._ 


N.  E,  S.  E. 
N.  E.,  S.  E. 
S.E.,S.W.,S.E 

S.  W 

S.  W.,  N.  W. 


S.W.,  N.  W 
N.  E.,  S.-'- .- 
S.  E„  S.  W.  - 
All  points.— 


N 

W.,  N._  W.. 
All  points. - 

S.  W 

S.  W 

S.W -. 


Cloudy 


8.  W.,  N.  W, 


N.  W 

All  points.  - 
N 

N.  E.,  S.  E.. 


Rain  till  11  A.  M.;  cleared  3 
p.  M. 

Cloudy  part  of  A.  M.;  cloudy 

evening. 
Showers  8:30  and  10  A.  M.  ; 

clear  part  of  morning. 
Cloudy   part  of   afternoon, 

with  sprinkles. 
Cloudy  part  of  afternoon. 


Cloudy  part  of  morning. 

Cloudy  part  of  A.  St.,  with 
ain  10:30,  0.02,  and  part 
•.M.  and  evening,  0.02. 


Cloudy  part  of  evening. 
Cloudy  part  of  evening, with 

shower  8.35. 
Cloudy  part  of  evening. 
Hazy  evening. 
Rain  before  day,  0.14 
Shower  1:30  p.  m.,  0.22;  3:15 

to  4:15  P.M.,  0.17,  and  9:30 

to   11   p.  m.,  0.10;    clear 

part  of  evening. 

Cleared  8  A. M. 


Cloudy  part  of  evening, with 

sprinkles  9:45. 
Shower  2:40  to  3  P.M.,  0.03  ; 

3:30  to  4  p.  M.,  0.12. 

Cloudy  part  of  morning. 

Cloudy  part  of  a.m.;  showers 
9:40  to  midnight  and  still 
raining. 
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July,   1882. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  2 
3 
4 


S  9 
10 
11 
12 
13 
14 
15 

•S  16 


20  7H 

21  68 
22 :  67 

:S  23  64.V 


Rain  _- 

Clear  

Cloudy" 


Clear - 


Cloudy 
Rain  _. 


Cloudy 


Clear --  Clear 


Cloudy 


Clear  - 

C'y  m'st 
Clear  _ 


29   74     87  iC'ym'st 

S  30    69  >  83    Clear - 

31    69     79* 


all  day 
Clear-- 


all  day. 
Clear  _- 


s.  w.. 


0.U4 


N.  W 

W.,  S.  W.- 
N.  E 


N.E.,  N 

N.W..S.  W 
All  points.  _. 

S.  W 

s.  w 

s.w 

s.  w 

S.W.,   S.  E.- 

W.  -  

All  points.  -. 
N.  E.,  S.  E.- 
N.  E.,  S.  E 


S.  E 


S.  E.  . 

s.  w.. 


N.  W.,  S.  W. 

N.  E.,  S 

N.  E.,  S 

N.  W.,  N.  - 

N.  W 

s.  w 

s.w 

s.w 

S.  W.,  N. 

All  points — 
N.  E.,  S.  E- 
E.,  S.  E 


Rain  till  7  A.  M.,  0.92,  and 
shower  7:20  P.  M.,  0.02. 

Partly  clear  part  of  evening. 

Clear  part  of  a.m.:  rain  1:30 
to  5:30  p.m.,  0.25,  and  part 
of  evening,  0.06  ;  coolest 
4th  of  July  since  1859. 

Rain  till  7  A.  m.,  0.72  ;  1  to 
5  p.m.,  0.21. 


Cloudy  part  of  morning. 
Cloudy  part  a.m.  and  eve'g. 


Showers  9  to  10:30  P.  M. 
Rain  before  day. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  morning. 
Foggy  morning;  cleared  9:30 

A.  M. 
Cleared  8  A.  M.;  cloudy  part 

of  evening. 
Cleared  7:30  A.  M. 
Rain  before  day;  cloudy  part 

of  afternoon. 


Shower  5:30  to  5:45  P.  ] 
cloudy  part  of  evening 
Shower  8  p.  M. 

Cloudy  part  of  morning. 
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August,     1882. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


-e 

-^    OJ 

V 

a  Yi 

Prevailing 

^"a 

Wind. 

£ 

tfcc 

9 

10 
11 
12 

S  13 
14| 
15: 
16 
17 
18 
19 

S  20 
21 
22 

23 
24 
25 

26 

S  27 
28 

29 
30 
31 


651 


C'y  m'st  all  day, 
Rain  --Cloudy 


N.  E.,  S.  E.  _ 
N.  E.,  S.E.- 


79  Cloudy   Clear  -  N.  E.,  S.  E._ 

80  Clear -|     "     -  N.  E 

83    Cloudy  I     "     —  N.  E.,  S.E.- 


S.  E. 


C'y  m'st  all  day. 


Clear . 


Clear . 


All  points 

S.  W 


Cloudy 
Clear-- 


s:; 

81 

79 

75 

82 

s:-;1, 

85J 

81 

86 

79 

75* 

77| 

77. V 

72    Cloudy 


771  C'y  m'st  all  day. 
84  [Clear--  Clear-- 
83  "  -1  "  - 
78  'C'y  m'st  all  day. 
69  ;Rain  --  Rain  -- 
701  Cloudy   Clear  ... 


—  S.  W 

-S.  W. — 

-  N.  W.,  S.  W. 

Cloudy   Cloudy   S.  W 

Clear  -  Clear "-  S.W,  N.,N.  E. 

—  N.E.,  8 

..  S.W 

-|N.E.,S,S.W. 

-  S.  W.,  N.  W. 

N.  W 

N 


Clear  — 


-  Cloudy 


N.  E.,  S.  E._ 
N.  E.,  S.  E._ 
S.  W.,  S.  E.  - 

All  points.  _- 

N.  W.  - 

All  points.  -_ 
N.  E.,  S.  E— 

E. 

N.E.,  S.E.- 

X.  E.,   S.  E._ 

S.  W.,S.  E,  S. 

s.  w.,  a  E- 


Rain  till   12:45  p.   m.,  0.48, 

2:25  to  3:40  P.   M.,   0.15, 

and  8   p.  M.,   0.01;   clear 

part  of  evening. 
Clear  part  of  morning. 
Northern  lights  8:30  p.m. 
Clear  part  of  morning. 
Foggy  morning ;    clear  part 

of  morning. 
Shower   3:42  to  4:20  P.   M  , 

0.34     in    10   minutes. 
Cloudy    part    of   afternoon 

and  evening,  with   rain  5 

to  6  p.  M. 

Cloudy  part  of  afternoon. 
Clear  evening. 


Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 
Partly  cloudy  part  of  A.   M. 


Sprinkle  6  to  8  a.m.  ;  cloudy 
part  of  afternoon. 


Com.  raining  before  day. 
Rain  before  day  ;  cleared  11 
A.  M. 


Sprinkles  part  of  evening. 
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September,  1882. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


SS 


i=x 


1 

2 

S    3 


S  10 
11 


67 
69 
71 

72 

66* 
65* 

62 
63 

63 
63 
63 


13 
14 

15 
16 
S  17 
18 
19 
20 
21 

22 

23 

S  24 

25 

26 

271 
28 

29 
30 


79*  Cloudy 
83  I  Clear-. 
83*  Cloudy 

81 

80  Clear-. 
75*|Cloudy 

76J  Clear - 


Clear-- 


S.E.,S.W.,W. 

All  points 

S 


All  points — 

N.  W.,  N.  E. 
N.  E.,E 


N.  W.,  S.  W. 
s.w. 


Cloudy 
Rain  -- 

Cloudy 
Clear  -  - 


Cloudy 
Clear  — 

Cloudy 

Rain  -. 


Clear  . . 
Cloudy 


Cloudy 
Rain  -- 


Clear-. 


N.  E.,  S.  E. 

N.  E 

N.  E 


2.40 


N.  E.,  S.  E._ 
S.  W 

N.  W 

N.  W 

N.  W.,  S.  W. 

s.  w 

s.  w 

SW,NW,N.E 
N.  E 


Cloudy 

Rain  -_  All  points 

N..E 

Clear  -  N.,  N.   E. 
Cloudy  ;N.  E.— 
"       N.  E... . 


1ST.  E._ 
N.  E.. 


0.62 
0.61 


4.12 
6.49 


Rain  2  to  5:30  a.m. 
Cloudy  part  of  evening. 
Cleared  8  a.m.;   cloudy  part 

of  evening. 
Rain  before  day,  0.31;  clear 

part  of  morning. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Cloudv  evening  with  shower 
10:30  P.  M.,  0.01. 

Clear  part  of  evening. 

Clear  part  of  morning. 

Rain  before  day,  0.70;  7:15 
a.  m.  to  1:30  p.  m.,  0.87  ; 
partly  clear  part  of  after- 
noon; rain  again  5:30  p.m. 

Rain  before  day,  0.83;  clear- 
ed 8  A.  m. 

Cloudy  part  of  evening. 

Cloudy  part  of  morning  and 
cloudy  part  of  evening, 
with  shower  9  P.  M. 


Clear  part  of  morning 


Clear  - _ 


N.  E.- 

.|N.  W. 


Rain  8:20  to  10:40  p.m.,  0.62. 

Rain  before  day,  0.60;  light 

rain  part  of  evening,  0.01. 
Rain  till  3:30  p.m.,  3.90,  and 

9  to  10:15  p.  M.,  0.22. 
Rain  before  day,  0.04;  7  a.m^ 

to  11:30  P.  M.,  6:45. 
Cloudy  even'g;  great  freshet; 

no  trains  till  10  P.  M. 
Rain   10:45  to   11:15  a.m., 

0.04,  and  part  of  ev'g,  0.05. 
Rain    before   day,  0.06,  and 

8:30  to  10:30  A.M.,  0.11. 

Partly  clear  part  of  even'g. 

Sun  sets   clear  with   a   per- 
fect rainbow;  rain  6:30  PM. 

Rain  before  day,  0.11;   clear 

part  of  morning. 
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October,  18S2. 


Ther- 

Weather. 

-0    . 

i 

mometer. 

Prevailing 

a 

c  c 

_c 

REMARKS. 

<u 

8 

V 

Morn-     After- 

Wind. 

c  S 

S 

s 

.!? 

•-    O 

03 

0 

ing. 

noon. 

c 

B 

h3 

5 

«3B 

QD 

S    1    53 

73 

Clear _. 

Clear 

N.  W 

2    52 

71 

N.  W.,  S.  W 



Great  comet,  largest  since 

1843,  4  to  5  A.M.  in  the 

E.  ;  cloudy  part  evening. 

3    521 

62* 

Cloudy 

"     __ 

N.  E.,S.  E.- 



Clear  part  of  morning. 

4    49 

661 

Clear -_ 

Saw  comet  second  time. 

5    52 

72.1 

"     ' 

S.  W.,  S.  E._ 



Foggy  A.  M.;  cloudy  even'g. 

6   61 

68" 

Cloudv 

Cloudy 

S.  E.,   N.  E 

Clear  part  of  A.  M.  and  ev'g. 

7    58 

69  J 

« 

Clear  __ 

S.  W. - 

Foggy  morning. 

Saw  comet  third  time. 

■  S    8    561 

73" 

72 

Clear - 

a.  w.  -- 

9i  57" 

s.  w 



Foggy  and  cloudy  part  A.M.; 

saw  comet  fourth  time. 

10   59 

69 

"" 

-- 

N.  W 



Cloudy  10  P.M.;  at  4:30  A.M. 
a  rarely  clear  sky,  wind 
N.W.,    no   moon,    comet 

unequalled  in  my  time. 

11 

48 

50 

Cloudy 

Rain  — 

N.  E 

0.18 

.... 

Rain  before  day,  0.04;  misty 
rain  9  a.m.  till  noon,  0.02; 
3:30  to  10:45  p.  M  ,  0.12. 

12 

46 

53 

" 

Cloudy 

N.  E 

0.02 



Rain  before  day,  0.02. 

13 

51 

60 

" 

" 

N.  E.,E 





Clear  part  A.  M,;  misty  ev'g. 

14 

52 

69 

" 

Clear - 

N.  E 

0.04 



Rain  before  day;  clear  9  A.M. 

S  15 

50.1 

69 

Clear .. 

» 

N.  W.,  N.  E. 

Saw  comet  sixth  time. 

la 

58" 

65 

Cloudy 

Cloudy 

N.  E.~ 

Misty  rain  after  6:30  P.  M. 

17 

61 

68 

" 

N.E,  E 

0.11 



Rain  before  day  ;  foggy. 

18 

62 

69 

N.  E.,  S.E.- 

Foggy  A.M.;partly  clear  part 
of  p.  M.  and  evening. 

19 

63 

67 

Rain  -- 

S.W.,N.  W. 

0.20 



Rain  before  day,  0.05;  partly 
clear  part  A.M.;  rain  12:30 

20 

48 

55J 

C'y  m'st 

all  day. 

N.,  N.  E.,  E. 





to  5:30  P.  M.,  0.15. 

21 

42 

55 

Cloudy 

Clear -- 

N.E.,  E.-J- 





Clear  part  of  morning. 

S  22 

44 

53 

Cloudv 

N.  E 

Misty  evening. 

Misty  rain  10  A  M.to  2  p.m. 

23 

50 

55 

a         ~~~u~J 

N.  E.,  S.  E.- 

0.04 

24 

52 

60 

"        Clear -- 

N.  E.,  N.  W. 

0.01 



Rain  before  day,  0.01. 

25 

444 

58 

Clear  —      " 

N.  W.,  W.~ 





Comet  merely  visible. 

26 

45" 

(if!! 

Cloudy       "     -- 

S.  W.,  N.  W. 





Cleared  8  A.  M. 

27 

42 

56 

Clear  _.  Cloudv 

NW.,SW.,SE 

Rain  5:30  p.m.;  thunder  and 

lightning  at  midnight. 

28 

45 

54 

Cloudy 

N.  E.,  S.  E.- 

0.63 

.... 

Rain  before  day  ;  clear  part 
of  afternoon. 

S  29 

51 

62 

S.  W 

0.01 



Rain  before  day,  0.01 ;  foggy 
A.  m.;  clear  part  evening; 
rain  10:30  p.  M. 

30 

55      ( 

" 

Clear  - 

All  points  ... 

0.18 

Rain  before  day;  foggy  A.M.; 

clear  part  A.  M.  and  p.  M. 

31 

49 

62J 

Foggy  . 

Cloudy 

3.  E.,  S.  W.- 

.... 

Partly  clear  part  afternoon. 

1.42 
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November,   1882. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


§  m 

a 

%  — 

JS 

a  = 

a 

-5  e 

a 

.5  - 

a 

'02 

1   59*    70 


23 

24 

25 

S  26 


Cloudy 


7 

37' 

8 

40* 

9 

41* 

10 

47* 

11 

51 

S  12 

51 

13 

51 

14 

38 

15 

35 

16 

35 

17 

39* 

18 

32 

S  19 

26* 

20 

28 

21 

27* 

22 

31* 

58 

454  Clear 

47    Cloudy 

43    Clear  — 

44*      "     - 

46*  Cloudy 

50  '     "     - 

57*      "     - 

52" 

59 

59 
68 


47 

50  Clear _ 
41*  Rain  _. 
37"  Cloudy 


Clear  _ . 


Cloudy 
Clear - 

Cloudy 


S.  W.,  N.  W 


N.W. 

N.,  S.  E 

N.  E 

N.  E 

N.  E.,  S.  E._ 

N.  E 

N.  E,  N.  W. 
S.  W 

All  points.  _- 
N.  E.,  S.   E. 


S.  W 

S.  W.,  N.  W. 


W.,  N.  W. 


Rain  - 
Clear  _ 


.IN.  W.,  W.~ 
.  W,  S.  W.— 

.  All  points. 

.N.E 


38    Clear—  "  —  !N. ' . 

41  I  "  -  "  -  N.  W 

41  !  "  —  "  -N.W,  S.  W 

44*  "  —  "  -N.  W.,  W— 

47"  "  -  "  -SW .... 

44  "  —  "  -S.  W.,  N.  W 

43  "  -  "  -N.W „_. 

37  :  "  —  Snow  —  S.  W.,  S.  E.  _  0.37 


3S   Cloudy  Clear—  W.,  N.W. 0.02  - 


31  Clear  — 

32  Snow  — 
31    Cloudy 


Cloudy 
Snow  _ . 
Clear  _ . 


N.  W.,   N.E.'  —  :. 

N.E,  N j—J. 

N.W 0.47 


Cleared    8    A.   M. ;    cloudy 

part  of  evening. 
Rain  before  day. 
First  frost. 


Cloudy  part  of  evening. 
Partly  clear  part  of  P.  M. 

Cloudy  evening. 
Rain  part  of  morning. 
Clear  part  of  afternoon;  clear 

evening. 
Clear  part  of  evening. 
Foggy  morning  ;    clear  part 

of  afternoon ;     rain    5    to 

8:30  p.  M. 
Clear  part  of  morning ;  and 

part  of   evening ,    comet 

still  visible. 
Cleared  8  A.  M. 

Snow  part  of  evening. 
Rain     before     day,     0. 40 ; 

cleared  8  a.   m.  ;    cloudy 

part  of  afternoon. 


Cloudy  part  of  afternoon. 


Clouded     over    10    A.    M„; 

snow  12:45  to  7  to  P.  M. ; 

over  3  inches  on   ground. 
Snow  7:15  to  9  A.  M.,  0.02  ; 

clear  10  A.  M. 
Cloudy  part  of  morning. 

Snow  before  day  ;  clear  8  A. 
M  ;  over  4  inches  snow 
on  ground. 
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December,   1882. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


9 

S  10 


12 
13 

14 
15 
16 

.8  17 
18 

19 
20 
21 

22 
23 

S  24 

25 
26 

27 
28 
2'.) 
30 
S  31 


23 

22.! 
25" 
11 
24 
37  ! 

34! 

12"  I 
13i; 


37    C'y  m'st 

40   Clear  — 

29    Cloudy 

35  !  Clear - 

41 

48}  Cloudy 


Clear . 


Snow 
Rain 


Rain  -- 

Clear  - 

Cloudy 

Clear  — 


Cloudy 

Clear  — 

Cloudy 

Rain  — 
Cloudy 


C'y  m'st 
Clear  — 


44J 

42l 

40 

37 

37 

35J  Cloudy 

38*  Clear' 


all  day. 
Clear _ . 


Cloudy 
Clear-. 


Cloudy 


Clear  — 


Cloudy 
Clear  — 


Cloudy 
Rain  _. 


Cloudy 


Clear  - 
all  day 
Clear - 


S.  W 

S.  W.,  N.  W 

N.  W 

All  points.  - 
S.   W.,  N.  E. 
W 


S.  W.,  N.  W. 

N.  W 

s.  w 

N.  E.,  S 


S.W.,  N.  W. 


N.  W 

E.,  S,  S.  W. 

W 

W.,  N.  W.~ 
N.  W 


0.47 


N.  W. 
N.  W., 


N.- 


N.,  N.  E.  - 
N.  E.,   ~ 
N.  E., 


E. 

S.  E. 


N.  E... 
N.  W.  . 


0.65  ... 
0.41  ... 


N.  W. 


S.  W.,  N.  W. 
S.  W 

W.,   N.  W— 

N.  W 

S.  W 

N.  W.,  N.  E. 
N.W.,8.  W. 


Cloudy  evening. 
Cleared  8  A.  M. 
Cloudy  evening. 
Light  snow  before  day. 
Rain  before  day,  0.04;  clear- 
ed 8  A.  M. 
Cleared  3  p.  M. 

Cloudy  evening. 

Snow  before  day  and  rain  8 
to  11:45  A.  M.,  0.24,  and 
part  of  evening,  0.03. 

Rain  till  8:45  a.  M.,  0.07  ; 
cloudy  part  of  evening. 

Rain  8:30  A.  M.  to  1  P.  M., 
0.47  ;  clear  evening. 

Cloudy  evening. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  afternoon, 
with  snow  squalls. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 


Light  snow  before  day;  rain 

at  noon. 
Rain  till  7:15  a.m.;  rain  3pm. 
Rain  before  day;    clear  part 

of  morning. 
Clear  part  of  morning;  clear 

part  of  evening. 
Clear  part  of  morning. 

Cloudy  part  of  morning. 


Cloudy  evening. 


Kul n  inn]  melted  hiiow  I'or  18M1— IH.iiH  limine. 
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January,   1883. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


—    . 

r« 

S  r 

a 

OS—1 

a  fc 

fe 

X-Z 

a 

OQ 

REMARKS. 


S      7 


13:      6 


S  28   34 


27 
37 

33 

27 
19 

20 

24£ 

35 

38 

27 

27J 

37 

40i 

27" 

38 
42 


Cloudy 
Snow  -. 
Cloudy 

Clear   . 

Snow  -_ 

Cloudy 
Clear - 


Eain  -- 
Clear __ 
Cloudy 


Clear  - 


Cloudy 


Cloudy 
Clear-- 
Cloudy 


Clear - 
Cloudy 


Clear    _ 

Sleet  1 
Eain    f 

Clear - 

Cloudy 
Rain  _- 

Clear  - 

Cloudy 

Bain  _- 

Cloudy 


Clear  - 

Cloudy 
Misty  - 
Cloudy 


N.  W.,  S.  W. 
S.W.,N.W._ 
W.,  S.  W.— 

N.  W 


N.  E.. 
S.  W._ 


N.,  E.. 
N.  E.. 
N.  E. 


32J 
34  j 


42    Clear-. 
47    Cloudy 


N.  E.,  N  . 
N  W._. 

S.  W 


S.  W.,  N.W. 
N.  W.,  S.  W. 

N.  E 

N.  E.,E- 

N.  W 

N.  E 


0.70 


0.06 

0.44 


N.  E 

S.  W..  N.  W. 


N.W I  — 

N.W |  — 

N.  W.,  S.  W.  — 
N.  W.,  N.  E.  0.02 

N.  E 

S.  E.,  S.  W.  -  ( 

S.  W.,  N.  E. 


0.-J0 


N.  W.,  S.  W 

S.  E.,  S.  W—  0.19 


1 
0.50  Snow  8:15  to  11:30  P.  M. 

Cloudy  part  of  morning. 

Cloudy    part    of   morning; 

clear  evening. 

Clear      part     of    morning; 

I     snow  10:30  p.  M. 
3.50  Snow   till   noon  ;  snow  part 
of  evening. 
Misty  part  of  evening. 
Rain    before    day ;    cloudy 
part  of  afternoon. 

Cloudy  part  of  morning. 
Snow  till  noon,  drifted  very 

much;  clear  part  of  p.  M. ; 

snow  part  of  evening. 

Cloudy  part  A.  M.;  sleet  and 

rain  3:40  P.  M. 
Rain  till  8  A.  M. ;  cleared  at 

noon. 
Snow  7:30  till  noon. 
Rain  8  a.m.  to  6  p.  M.,  with 

sleet  part  of  morning. 
Clear  part  A.  M.;  hazy  eve'g. 
Snow  8:40  A.  M.  to  1  P.  M. ; 

misty  part  of  afternoon. 
Rain  1:30  P.  M. 
Rain  before  day,  0.80  ;  clear 

part  afternoon  and  partly 

clear  part  of  evening. 
Cloudy  part  of  afternoon. 


Cloudy  evening. 
Light  snow  part  of  even'g. 
Light  snow  part  of  morning 
Misty  afternoon  and  light 

rain  part  evening,  0.06. 
Rain  before  day,  0.04 ;  rain 
10  A.  M.  to  3  p.  M.,  0.21  ; 
part  of  evening,  0.01. 
Snow  squalls  part  of  morn- 
ing and  evening. 
Clouded  over  10:30  p.  M. 

Rain  before  day,  0.01,  and 

1     8:45  to  10:45  A.  M.,  0.18  ; 

10.00     cleared  2  P.  M. 
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February,  1883. 


Tl 

er- 

Weather. 

"S    . 

i 

mometer. 

Prevailing 

1  Me 
incl 

inch 

C    C         c 

EEMARKS. 

a 

0> 

-=>     Morn-     After- 

Wind. 

c  S      > 

la 

0 

K       ing' 

noon . 

"Z  °       0 

£  a     c 

PntB      tB 

1    27 J    33* 'Clear   . 

Clear  — 

N.  W 

— 1— 

Cloudy  part  of  morning. 

2 

17 

28  |     "     - 

"     __ 

N.  W.,  S.  E. 

__ 

Cloudy  part  A.M.  and  P.M. 

3 

24 

38    Rain  - 

Cloudy 

N.E 

0.08— - 

Misty  rain  till  10  a.m.,  0.07, 
partly  clear  part  of  after- 
noon ;  rain  part  p.m.,  0.01. 

S    4 

344 

55    Cloudy 

S.  W.,  N.  W. 

0.03— 

Rain  8:30  to  9  A.  M.,  0.03 ; 

partly  clear  part  of  ev'g. 

5    29 

344  Snow  — 

S.  W.,  W.— 

0.16 

Snow  till  11:30  a.m.  ;   clear- 
ed 6:30  p.  M. 

6\  15 

30    Clear   _ 
44    Rain  _. 

Clear  — 

S.  W.-     -- 

Rain  and  sleet  9  p.  M. 

7    28 

S.  W 

1.04 

..... 

Rain  till    10:30  A.  M.,  1.04  ; 

8!  28 

354  Clear   _ 

" 

W.   



cleared  2  p.  M. 

9j  28 

39" 

" 

« 

S.  W.—     

10   224 

30 

"      _. 

« 

N.,N.E.,S.E. 

Clouded  over  5  p.m.  :   snow 

S  11    25 

41 

( Snow 
\  Rain 

Rain  — 

N.E,S.E,SW. 

1.02 

— 

9:30  P.  M. 
Snow  til!  day,then  rain  (5  in. 
snow  on  ground  7  A.M.)  till 

3  p.M.,0.99,  part  P.M..0.03. 

121  324 

364  Clear   - 

Clear   - 

N.  W 





Cloudy  part  of  morning. 

13    23 

324  Cloiirlv 

« 

N.  W  ,  S.  W. 

Clear  part  of  A.M.,  and  cl'dy 
part  of  afternoon. 

14 

224 

34 

" 

Rain  __ 

S.  W.,  S.  E.  - 

0.23 



Sleet  9:30  a.m.  to  7  P.M. 

15 

32" 

35 

Rain  — 

"" 

N.  E 

0.83 

— 

Rain  till  7  a.m.,  0.24;  12.30 
to   5   p.  M.,   0.58,  part  of 
evening,  0.01. 

16 

314 

37 

Fogpy  - 

Cloudy 

N.E.,S.  E... 

0.05 

..... 

Rain  before  day,  0.01 ;   part 
ev'g,   0.04 ;  foggy  even'g. 

17 

34 

46 

-- 

N.  W.,  S.  W. 

0.07 

.... 

Misty  rain  till  10  a.m.,  0.06, 
4:20   to     4:30  p.m.,   0.01,. 

S  18    27 

32J 

J  Rain 
\  Snow 

Clear   - 

N.  W.,  W.~ 

0.16 

.... 

rain  11  p.  M 
Rain  before  day  and  snow  5 
tolOA.M.,016,crd2p.M. 

19    18J 

374  Clear  — 

"     __ 

N.  W.,  S.  W. 





Cloudy  part  of  morning. 

20   264. 

38       "     - 

Cloudy 

N.E,S.E.,SW 





Cloudy  part  of  morning. 

■1\    29 

344     "     - 

Clear  — 

N.  W.—      - 

22    294 

374  Cloudy 

Cloudy 

s.  w 

Partly  clear  part  of  A.  M. 

23    29 

35    Clear   . 

Clear  — 

N.  W 

24    16 

33  |     "     - 

Cloudy 

N.  E.,  S.  E.- 





Snow  8  p.m.,  and  rain  10p.m. 

S  25   32 

46    Rain  X 
40    Fog     1 

Clear  — 

S.  W.,  N.  W. 

0.94 

Heavy  rain    before  day,  and 

misty  till  noon  ;  cleared '4 

p.  M. 

26 

32 

36    Clear  - 

" 

N.  W 

0.06 

Cloudy  part  evening;   snow 

squalls  7:15, 0.02 ;  10  p.m., 

0.04. 
Cloudy  pari  of  evening. 
Clear  part  of  morning. 

27 

IS 

27 

« 

u 

N.  W 

281  24J 

40   Cloudy 

"    - 

S.  W.,  N.  W. 

.... 

4.67 
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March,    1883. 


Cloudy  part  of  morning. 

Cleared  10  A.  M. ;  clouded 
over  9  p.  M. 

Clear  part  of  a.  m.  &  cloudy 
part  of  afternoon,  with 
snow  2  to  3  p.  M  ,  0.02. 

Snow  6  a.m.  to  2  p.  M.,  0.25 

and  then  rain  till   6  p.  M. 

0.26 ;    partly     clear    part 

of  evening. 
Clear  part  of  of  morning. 
Cloudy  part  of  evening. 
Bar.  3  p.  M.  30.23° 
Eain  till  1p.m.,  0.42  &  part 

of  p.  m  ,  0.03  ;    cleared  7 

p.m.    Bar.  2  p.m.  29.28° 
Cl'dy  at  intervals  from  10:15 

a.m.  till  2  p.m.  with  snow 

squalls. 
Cl'dy  part  p.m.  &  part  ev'g. 

Cloudy  part  of  morning. 
Cloudy    part    of    morning ; 
cloudy  evening. 

Cloudy  part  of  morning  and 
parts  of  p  M.  and  evening. 

Clouded  over  4  p.  m.  &  rain 
9:30  p.m.  to  11:30  p.  M. 

Cloudy  part  of  morning. 


Light  snow  part  of  evening. 


Clouded  over  3  p.  M. 
Light  rain  till  11  A.  M  ,  0.04; 
clear  parts  p.  M.  and  ev'g. 
Cloudy  part  of  evening. 

Snow  till  3  p.m.;  cleared  7:15 
p.m.;  6  inches  snow  on 
ground  at  noon. 

Clear  part  of  evening. 
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April,   1883. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S£ 


REMARKS. 


I  I  I 

1|  24}    38    Clear -I Clear -NE,JSTW,SW. 

2  29"i  42  ICloudy  [     "     —  N.  E.,  S.  E._ 

3  33      48.5  Clear--      "     —  N.  W 

4  33.1    534      "     -      "     -  N.  W.,    S.  W, 

5  434    67i  Cloudy  i     "     —  S.  W 

6  08      614  C'ym'st  all  day- 1  All  points — 

7|  424    455  Rain  ..  Cloudy  IN.E j  0.09 

S  37.1    514  Clear— Clear— N. ! 

9  38      60        "     -      "     —  S.  W i 

10  45      574  Cloudy   Cloudy  S.  W.,  S.  E.  -  0.02 


11  48   58 

12  42.1  49 


13  45.1  60  Clear- 

14  42  56  j  "  - 
S  15  40  '  56  Cloudy 

16  44  50 


N.  E.,  E 

E.,  N.  E.—  0.39 


17  46  56 


18  474    654  Clear  - 

19  46"    68       "     - 

20  47.1    53.1  Cloudy 


Clear -:N.  E.,S.E.. 
N.  E.,  S.  E- 


Cloudy 


Clear  . 


21    41      59.1  Clear-      "     -- 
S  22    424    48    Cloudy   Rain  — 

23    37"    39   Kain.-fc} 


S.  W.,S.  E.-l  — 
N.  E 0.81 


N.  E 0.20 

N.W.,N.E.,E 
S.  W 

S.W.,N.W.,N  0.12 


N.  W.,  S.  W. 
E.,   N.  E— 

N.  E 


24    33      434  Cloudy   Cloudy   N.W.,  S.  W.|  0. 


25  33J    47    Clear - 

26  ■■■■<:■    521      "     - 

27  404    63        "     - 


Clear--  N.  W.,  N. 

"     __  S.  W.,  S.  E 

"     -  S.  W.,  N.  W.  0.10 


28  464.    61        "     --Cloudy    All  points---  0.50 

29  :w     46   fZ}  Clear.. 

30  37     55    Clear    -      "     -- 


N.  E 0.55 

N.,  S.E.,  SW 

4.03 


Cloudy  part  of  evening. 

Cloudy  evening. 

Cleared  9  A.M.;  cloudy  ev'g. 

Rain  till  7  A.  M.  ;  clear  part 
of  evening. 

Cloudy  part  of  evening. 

Partly  clear  part  P.M.;  misty 
rain  10  to  11  p.  M. 

Clear  part  of  afternoon. 

Shower  8  A.  M.,  0.02;  10  to 
11  a.m.,  0.31,  with  thun- 

i     der   and   lightning;  noon, 

I     0.02,  and  7  p.  M.,  0.04. 

Cloudy  part  of  evening. 

Cloudy  part  of  evening. 

Foggy  A.M.;  mist}'  rain  part 
P.M.  and  eve'g,  and  heavy 
showers  9  to  11  P.  M. 

Rain  before  day,  0.02 ;  7:30 
to  10  A.  M.,  0.17;  2  p.  M., 
0.01;  cloudy  part  p.  M. 

Cloudy  parts  p.m.  and  eve'g. 

Thunder  showers  5:30  A.M., 
0.05;  rain  7:45  till  11  A.M., 
0.07;  cloudy  part  aftern'n 

Rain  8:30  A.  M. 

Rain  before  day,  0.56;  rain  8 
A.  M.,  all  day  with  hail ; 
snow  after  lO  P.  M. 

Snow  and  rain  before  day, 
0.59;  roofs  covered  with 
snow;  rain  and  hail  part 
P.M.;  0.10;  cleared  8  P.  M.; 
Northern  lights. 

Cloudy  evening. 

Cloudy  part  of  evening. 

Hazy  part  A.M.:  cloudy  part 
of  evening,  with  shower. 

Showers  2: 10  to  7  I'.M.;  clear 
part  of  evening. 

Rain  till  8:30  A.M.,0:40,  and 
then  hail  and  heavy  snow 
(0,14)  till  1:30;  light  rain 
till  1  p.m.,0.01  ;  cl'rd  4  p.m. 
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May,  1883. 


Ther- 

<£ 

mometer. 

S  8 

Q 

ni 

% 

J3 

Morn- 

After- 

Wind. 

r.  fe 

S= 

0 

ing- 

noon. 

H 

t-i 

X 

P^QQ 

-A 

39.5-  554  Clear  —  Cloudy  S.  E 

44   584   "  —  Clear-- S.  E.,  E 

48  67|  Cloudy  I  "  —  N.  E.,  S.  E.- 


Cloudy  S.  W.,S.  E 

E 0.02. 

Clear--  N. 0.04. 


48  644  Clear-  Cloudy  N.  W.,  S.  W.  . 

534,  78 

55  69 

484  66 

54  68-J 


12  47 

S  13  50 

14  43 

15  48 

16  51 

17  44 

18  474 


19  48  70 
S  20  55 


—  Clear—  All  points.  —  0.47  . 

"     -I     "     -N.  E.,  S.  E.J 

Cloudy)     "     —  E 0.06. 

Clear— Cloudy   All  points.  —  0.03  . 


"     — IClear—  N.E.,8.,  S.W. 

"    -i     "     -N 1 

"    -Cloudy   N.  E,   S.  E.-  0.06 
Cloudy   Clear--  All  points.  —  I  0.45 

Clear-      "     -  N.  W — 

"     -      "     __  NE,NW,S.W.j 

"     "     All  points.  — 

—  NW.,N.E,SE 

—  S.  E. ' 


22    56 


4  Cloudy 

—  Cloudy  S.  E. 


Rain  —  Clear— S.  E. 


25  51 

26  57 

S  27    64 


28  58* 

29  614 


23  554    60    Cloudy   Cloudy  S.  W.,  W.- 

24  514    72    Clear— Clear— N.  W.  , — 
76       "     -      "     -  S.  W„ 
81       "    -     "    —  .8.  W- 
744  Rain  —      "     -  S.  W. 


30  53 

31  60      724 


Clear  _- 
Cloudy 


Clear 
C'y  m'st 


Cloudy 
all  day. 


N.  W.,  S.  W. 
S.  W.,  N.  W. 

N  W.,NE,SE. 

S.  W.,  W.— 


0.23  . 

0.01  . 

0.03 
0.18 
2.82 


Clear  part  of  afternoon. 
Cloudy  parts  A.  M.  and  ev'g. 
Clear    part     of     morning  ; 
cloudy  part  of  evening. 
.  Clear  8  A.  M.  to  4  p.  M. 
Light  showers  6  to  7  P.  M.  ; 

cherries  flowered. 
Rain  before  day,  0.04;  clear- 
ed 9  A.  M. 
.  Cloudy  part  of  morning. 
.  Thunder  showers  with   hail 
4:50  to  7  p.m.,  0.33   in  10 
min.  ;  pears   flowered. 
.  Th'ndershow'r24A.  M.  0.06. 
Clouded  over  7  A.  M.;    light 
rain  parts   of  day  ;  clear 
I     part  of  evening. 
.  Cloudy  part  of  evening. 

.  Cl'y  part  A.M.;  rain  part  P.M. 

.  Rain  before  dav,  0.04;  9  to 

.      11    A.     M.,    6.02;    cloudy 

.      even'gwith  rain  7  to  7:30 

.      p.  m.,  0.3S -,9  p.m.,  0.01. 

.  Cloudy  part  of  evening. 

.  Partly  clear  part  of  morn- 
ing; cloudy  evening. 

.  Thunder  showers  after  6:45 
p.m.  (at  104  a.m.  0.97  had 
fallen)  and"  still  raining  ; 
bar.  29.50°  10  P.  M. 

_  Heavy  rain  after   midnight 

1     and  then  light  till  6  A.M.; 

c'y  ev'g;  bar.  29.45°all  day. 

.A.  B.  V. 

-  Cloudy  part  of  morning. 

Cl'd'd  over  5  pm.;  rain  10  pm. 
.  Rain  till  5:30    A.  M.,  0  23  ; 

j     cleared  8  a.  I. 
-Cloudy  evening. 
-Clear  part  A.  m  ;  light  rain 
11:15  A.M.;  cl'dy  part  p.m. 
_  Cloudy  part  A.M.;   light  rain 

about  noon;  cl'r  part  P.  M. 
.  Rain  before  day. 
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June,    1883. 


Ther- 
mometer. 

Weather. 

is 
0 

— 

a 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


'O    . 

« 

a 

a  £ 

c 

c  e 

s 

s  S 

is 
0 

Mdd 

m 

1  54     72    Clear— Clear— N.W 

2  53     72       "    —I     "    —  N.  E.,  S.  E. 
S    3    511    64    Cloudv   Cloudy   N.  E.,  S.  fl- 


ee.1,   84    Clear. 

71     87 


8    68i    8U 
9,  65  I  82 


11 

72 

12 

62 

13 

66 

14 

59* 

15 

54 

16 

65i 

S  17 

m 

18 

63J 

19 

63 

20    65 
2i:  65 

22  63.1    78 

23  64" 


Cloudy 


78.V  Clear  - 
77 


S  24 
25 


8U 
66  83" 
64     80 


26    08      74 


Cloudy 


27    67      70    Rain 


28    63J    SO 

2:1  ml  80 


Clear.. 
Cloudy 


30    071    70    Clear - 


Clear-  S.W. 


-S.  W 

-  S.  W 0.07 


Cloudy   S.  W.,  W.—  0.29 


Clear- S.  W._ 

"    -S 

"    -IS.  W.- 


"     -  S.  W.,  N.  W. 

"  -|W.,  S.  W.— 
Cloudy  S.  W.,N.  W. 
Clear-  N.  E 

"  -,NW.,N.E,SE 
Cloudy   S.W,  S.  E. 


S.  E 

S.  E.  — 


Clear  — 


S.  E.,   S.W. 


"  -  N.  W.,  S.  W 

"  ..  W,  S.W.— 

"  -N.  E.,  N 

"  -IN.   E 

"  —  All  points... 

"  -S.  E. 

Cloudy    S.  E. 


Rain  __S.  E.,  N.  E.. 


Clear -JS.W. 

"    _.S.  E.,S.  W.- 

"     ..[All  points.  -- 


0.50 
0~36  . 


Sprinkles  p.m.  and  evening; 

partly  clear  part  evening; 

rain  11  p.  m. 
Rain  before  day;   clear  part 

of  morning. 
Cloudy  part  A.M.  and  eve'g. 
Cloudy  part  A.  M.  and  p.  M., 

with  showers  4:15  P.  M. 
Clouded  over  3  p.  M  ;  rain 

6  to  10  p.  M. 
Cloudy  part  of  morning. 
Cloudy  part  of  evening. 
Cloudy   part   A.  M.  ;  cloudy 

eve'g;  rain  10:45  p.  M. 
Rain  before  day,0.46;  cloudy 

part  A.M;sh'w'r  2  p.m., 0.04 
Shower  1:30  P.M.,0.30;  light 

rain  6  to  10  P.  M.,  0.06. 

Clear    part    of    afternoon ; 

shower  10  P.  M.,  0.10. 
Clear  part  P.M.  and  even'g. 
Rain    11:30  A.  M.  to  3  p.  M., 

0.30;shower  4:30p.M.,0.01; 

partly  clear  part  of  eve'g. 
Rain   till  5:30  A.  M,  1.43; 

clear    part    of  morning; 

cloudy  part  of  afternoon. 
Cloudy  evening. 
Cloudy  part  A.M.  and  eve'g. 
Cloudy  part  of  afternoon. 


Foggy  morning. 

Sprinkle  about  noon;  partly 

1     clear  part  of  afternoon. 

Rain  before  day,  0.08;  at  in- 
tervals 8:30  "a.m.  to  6:40 

I  p.  M.  and  then  steadv  till 
10:30,  1. 82; cleared  if  P.M. 

Clear  part  a.m.;  shower  1:30 
P.M.,  0.04;  6:30  P.M.,  0.02. 

Shower  11:15  A.  M.,  0.02; 
■1     cloudy  part  of  afternoon. 
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July,  1883. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


•2  o      o 

„5  e      s 


13 

14 

S  15 

16 
17 
18 
19 
20 
21 

S  22 

23 

24 

25  i 
26 

27 


28: 

S  29 

30 

31 


73*. 


73 
85 

Clear -_ 

85 
90 
87* 

"  :: 

89 

"     - 

Clear- NE.,NW,S.W 

-S.  W.,  N 

-  All  points.  -- 

-IS.  W 

-S.  w 


Cloudy 


71  Cloudy 
77  I  "  - 
81  Clear - 
79*     "     - 


S.  W.  — 
H.  W.,  N. 


,N.  E.,  S.E.. 
Is.  W 

a  w 

S.  W.,  S.— 


82* 
81* 


Cloudy 
Clear  -. 


C'y  m'st 


66      70    Rain  _ 


76    Clear  — 

79        "     - 
81  i  Cloudy 


Cloudy 
Cleai - 


Cloudy 
all  day. 

Cloudy 
Clear  — 


IS.  W. 

N.,W—. 
S.W.,8. 


N.  W 

s.  w. 

K.  W 

:N.  W.,N. - 

N.  W 

S.  W.,  S.— . 


83  Clear— Cloudy 
77  "  -  Clear - 
75*  "  -  "  _- 
79       "     -      "     - 


S.  W 

N.  W.,  S.  W 

N.  W  ,  N.  E. 

N.  E.,  S.  E._ 
All  points — 
All  points--. 

S.  W 


EEMARKS. 


Cloudy  part  of  p.    M.,  with 

shower  6:20  p.  M. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  a.m.  ;  cloudy 
part  of  P.M.,  with  shower 
6:45  to  7:10  p.m. 

Cloudy  part  of  p.m.,  with 
sprinkle  8:30. 

Showers  7:10  and  7:35  P.  M. 

Cloudy  part  of  a.m.  ;  shower 
at  noon.  0.03;  12:40  to 
1:30  p.m.,  0.45 ;  steady 
rain  6  to  11:30  P  M. 

Clear  part  of  morning. 

Light  rain  10:15  to  11:30  A. 

M.,  0.03;  shower  2:20   to 

2:25  p  M.,  0.20. 
Cloudy  part  A.M.;  cloudyp.M. 

Clouded  over  2  p.m.  ;  rain 
7:30  to  9:15  P  M. 


0.03, Cloudy  part   of   afternoon; 

light  rain  4:30  to  5:30  P.M. 


0.19 


0.41 


-  Clear  part  afternoon ;    rain 
10:45  p.m.  to  11:45  P.M. 

0.45 Shower  4   p.m.,  0.07,  and   6 

to  6:20  p.m.,  0.38. 

0.13 Shower  3:15    to   4  p.m.  ;  a 

gale  with  little  rain. 
Eain  till  8:45  a.m.,  0.37,  and 

5  to  6  p.  M.,  0.04. 
Cloudy  part  of  morning. 
Shower  5:20  P.  M. 
Clear  part  of  morning,  and 
cloudy  part  of    afternoon 
with  rain  6:15  to  6:45  P.M. 
Cloudy  3  P.M. :  shower  4:45 
N  ,  N.  W.~-  to   5:10   p.m.,    0.04;    and 

N.  W ! 7:10  to  7:30  p.m.,  0.02. 

W.,S.  W.  —  L ' 

3.44  .... 


0.04 
0.05 


0.06 
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August,  1883. 


Ther- 
mometer. 

Weather. 

Prevailin 

% 

0 

►J 

Morn- 

After- 

Wind. 

ing. 

noon. 

=.s  .s 

08         I 

a  £  S 

^  c  a 


REMARKS. 


63 

78*  Clear - 

60 

74* 

'■     

58* 

76 

"     __ 

59 

76 

"     

57      76 

"     __ 

58  1  76 

" 

58*    77 

" 

62.V    73.5 

Cloudy 

60 

77 

Clea* — 

63*    83.1  Clear—  Clear-  S.  W. 

71   Cloudy  Cloudy   SW,S.E,N.E.  3.50 


Clear— S.  W.,  W.. 


S  12 

60 

79 

13    621 

84 

14 

65.1 

76 

15 

60 

70 

16 

59 

65 

-  S.W,NW,SW 

-  W.,N.W.,  W. 

-  N.  W.,  W.- 

-  N.  W.,  N.E.|. 

-  All  points.  _ 
-■N.  E.,S.  E.- 

-  N.  E,  E— 
_N.  E,   S.  E. 

"    -  N..  E 

.  "  -S.  W.,  W._ 
.  "  -  N.  W.,  N— 
Cloudy  N.  E.,   E— 


N.  E 


Cloudy  part  of  morning. 
Rain  8:20  a.m.  till  3  p.  M.  ; 

mostly  from  10:30  A.  M.  to 

1:30  P.  M. 
Cloudy  part  of  morning. 


57      75    Clear  -  Clear  —  jN.W.,  S.  W 
Cloudy 


20  68  i  86* 

21  72*!  85| 

22  65  85.'. 
23!  66  si;.1, 
24!  69.1  79 
<ir,  58*.  77 

S  26  59 

27,  56.1  73 

28  53  I  72 

29  59J 

30  60 

31  54* 


80* 


s.  w, 

N.  W.,  S.  W 


s.  w 

N.  W.,  S.  W. 
N.  W.,S.W,S. 

-  S.  W 

-|N 

-  N.  W 

__  W,S.W.,NW. 

-  NW,NE.,SE. 
..  N.  E.,  S.  E- 

72    Cloudy   Cloudy   N.    E 

72,1        "        Clear- N.  E.,  S.  E. 
771  Clear-      "     -  N.  E.,   S.  E.- 


0.11 


Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 

Cloudy  part  of  morning  ; 
light  rain  3  to  7  P.  M., 
0.04  ;  rain  10  p.  M. 

Bain  till  11  A.  M.;  clear 
part  of  evening. 

Foggy  morning;  cloudy  ev'g 
dth  shower  7:50  P.  M. 

Cloudy  part  of  morning  and 
cloudy  part  of  afternoon 
with  shower  2:35  p.  M. 

Shower  1:35  A.  M. 

Cloudy  evening. 

Cloudy  part  of  afternoon. 

Cloudy  evening. 

Clear  part  of  afternoon. 

Cloudy  part  of  afternoon. 
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September,     1883. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


1    57  !  76  ; Clear  — 'Clear - 
S    2,  58  :  81       "    -Cloudy 


3  64.1    70 

4  48  I  71 

5  60      73 

6  48     70 

7  49     74 

8  57*;  78 


S    9   51     65 

10  43  !  63* 

11  48  !  63   Cloudy 


Cloudy 


12    53* !  61 


13 

14 

15 

S  16 

17 


59 


67* 


63*|  77 
66  77 
61     74* 

79*iCloudy 


18    55 
191  52 

20  53 

21  55* 
22.  55 

S  23    55 
24    60 


29 

S  30 


— I  Clear- 

Cloudy 
Rain  — 


C'y  m'st 
Clear  - 


Cloudy 

all  day. 
Clear  ~ 

Cloudv 


Clear  -- 


C'y  m'st 
Cloudy 


71*  Hazy  __ 

59*  C'v  m'st 
70    Cloudy 


Prevailing 
Wind. 


S.S 


N.  E.,  S.  E. 

S.  W 0.12  . 


N ,- 

N.W.,E.,S.W|- —  . 

W.,  H —  -|. 

N.W.E.S.E . 

S.  W.,S 

s.  w :  0.12  . 

N.W.,  N 0.10 

N.E.,  S.  E 

N.  E 


N.  E 0.07 


S.  E.,  S.W.-I0.77— - 


s.  w 

All  points.  — 

N.  E.,  S.E.J—. 
S.W.,N.,N.E.  0.0! 


0.41 


Clear  .  -  N.  E.,  S.  E, 

.N.E..E 

-iN.E.,  S.  E.-L 
JN.  E.,  S.  E._  ._ 

all  day.lN.  E.,  S   E-  „ 

Cloudy  |N.  E.,   S.  E.-L. 

Rain-!N.E.,S.,S.W.  0. 


Clear  . 


all  day- 
Cloudy 


S  W.,W. 

N.  W.  — 
S.  W 


S.  W.- 


N.E.,  S.E.-  0.16;. 
S.AV.,N.,IST.E.I0.49. 


Clouded  over  3  p.  M.,  and 
rain  7:45  p.  M.  to  10:45 
p.  M. 


Cloudy  part  of  morning 


Cloudy  part  A.M.;  clear  part 

P.M.;rain  5:45  to  6:20  p.m. 
Rain  before  day,  0.10. 
Cloudy  part  p.m.;  light  frost. 
Partly  clear  part  A.  m.;  rain 

8:15  P.  M. 
Rain  before  day,  0.07;  misty 

rain   3   to   10  p.   M.,  and 

then  heavy  rain. 
Rain  before  day,  0.76;   light 

rain  parts  A.  M.  and  p.  M. 

Cloudy  part  of  morning. 

Cloudy  evening. 

Clear  part  p.m.;  shower  6:40 

p.  M.,  0.08;  rain  9  P.  M. 
Rain  before  day. 
Cloudy  part  of  afternoon. 
Cloudy  parts  A.  M.  and  p.  M. 
Cloudy  evening. 

Partly  clear  part  afternoon. 
Rain  6  to  10:30  A.M.,  0.11; 
11:30  a.m.  to  10p.m.,0.88. 
Cloudy  part  of  afternoon. 

Cloudy  part  of  morning ; 
cloudy  evening. 

Foggy  A.  M. ;  cloudy  even- 
ing with  showers,  0.04. 

Rain  before  day. 

Clear  part  p.  M.;  showers 
after  6:30  p.  M;  and  rain- 
ing at  midnight. 
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October,  1883. 


Ther- 
mometer. 


50 


S    7 


70£ 


431-,  55 
38"    55 


S    42i 
9;  46.1 

10  45 

11  49 


59.' 


60.',    70.1 


S  14    69 
15|  48 

16  35 

17  34.1 

18  35 

19  48J 
201  58 


S  21    41 

22:  40  49. 

23  43.',!  45 

24  40  !  49* 


27  43.',  54J 

S  28  471  55 

29  52J  65J 

30  55  64 


31    47 i    65^      " 


Morn- 
ing. 


Cloudy 
Rain  — 
Clear-- 

Cloudy 
Clear  — 

Misty  _ 


After- 
noon. 


Prevailing    -3  — ' 

CO 

Wind.         « ■" 


Clear— NE,NW,SW. 
"     -S.E,S.W,NW 


"     -W 

"     — iN.  W 

"    -N.  W 

Rain  -  N.E,S.E,N.E 

Clear -N.E.,  8.E.— 

"  -N.  E.,  S.  B.- 
"  __N.  E,  S.  E.  - 
"  -  N.  E.,  S.  E.  - 
N.W,N.E,S.E 
N.E.,S.E,N.E 


N.  E.,  E  — 


Misty 


Cloudy   Clear— S.W,  N.  W 

Clear--,     "     „  N,  N.  E 

N.  E,  S.  E.- 
N.  E,  S.  E.  - 
N.  E,  S.  E.  - 
S.  W 


Cloudy 
f  M'sty 
\  Rain 


Cloudy 


Cloudy 


Rain  — 
Cloudy 


Clear-.  Clear  -. 
Rain  --ICloudy 


S.  W,  N.  W. 


N.  E. 
N.  E- 
N.  E.- 
N.  E. 


N.W,  N.  E. 
N.E.,  E— 


C'v  ni'st  all  clay    X.  \V. 
Cloudy  Cloudy   N.  E,  S.  E. 
Rain  ..        "        S,    S. 
Clear      Clear— W.-- 


W. 


8.  W,  N.  w. 


0.33 
0.61. 


REMARKS. 


0.18 


(1.7(1 


Rain  before  day  ;  clear  part 

of  morning. 
Rain  till  12:15    P.  M,  0.61; 

cloudy  part  ot  evening. 


Frost. 

Clouded  over  11  A.M.;  rain 
2  P.  M.      * 

Rain  before  day,  0.46  ;  clear- 
ed 8  A.  M. 


Cloudy  10:30  p.  m. 

Rain  before  day,  and  rainy 
at  intervals  all  day. 

Misty  and  foggy,  with  show- 
ers at  intervals. 

Rain  before  day,  0.08 ;  clear- 
ed 10  A.  M. ;  warmest 
since  October  10,  1865. 

Cloudy  5  P.  M. 

Clear  part  of  afternoon. 

Mistv  before  day  and  rain  8 
a.m.  to  12:30  p.  m,  0.18; 
partly  clear  part  of  after- 
noon. 

Partly  clear  about  noon. 
Rain!)  A.M. 

Rain  before  day;  cleared  5 
P.  M. 

Cloudy  part  of  morning. 
Rain  till  12:30  P.  M. ;    clear 
part  of  evening. 


Rain  6  to  11:45  A.M.,  0.41  ; 
2  to  2:40  p.  m,  0.13;  7  to 
9  p.  m,  0.16;   cleared   10 


Cloudy  part  of  afternoon. 
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November,    1883. 


Th 

er- 

mometer. 

^ 

S 

X 

Weather. 


Morn-    After- 
ing.        noon. 


Previling      —  • 
Wind.         §■ 


1 

42 

2 

39 

3 

34 

8  4 

39 

5 

384 

6 

444 

7 

47 

8 

37 

9 

49 

10 

53 

S  11 

49 

12 

384. 

13 

32J. 

14 

39 

IS 

26 

lfi 

23 

17 

21.! 

S  18 

28 

19 

32 

20 

33 

21 

45 

22 

52 

23 

61 

24 

47 

S  25 

43 

26 

39 

27 

404 1 

28 

30.1 

29 

30 

30 

33  J 

52  Clear  - 
47  1  "  . 
47Ji  "  - 
58  i  "  - 
62  !     "     . 


Cloudy 


55    Rain  -. 

55    Cloudy 

41  !  Clear - 

404-      "     -. 

47  Cloudy 
384  Clear  _. 
35  "  - 
384  "  - 
474!     "     - 

53.1  "  -- 
53"  "  - 
554  Foggy  - 

68  C'ym'st 
64  Cloudy 
534 

504  Cv  m'st 
48"  Cloudy 
434  Clear . 
46  "  - 
374  "  _. 
45   C'y  m'st 


Clear -S.  W.,  N.  W. 
"  -iW.,  N.  W. - 
"    __N.  W.,  S.  W. 

"     _.S.W 

"    __S.  W 

Cloudy   S.  W 


Clear  _  . 
Cloudy 


N.W 

N.  W.,  S.  W. 
S.,  S.  W..- 


Cloudy 
Clear  __ 
Cloudy 
Clear 


All  points.  -. 

All  points — 

N.W 

W.,  S.  W._— 

S.  W.,  N.  W. 
S.  W 

N.  W 

.Js.  W 

.-8.W 


-  s.  w 

Cloudy  !S.  W.,S.  E.- 
;'       IS.  E.,  E.-._ 


allday-  S.  W 0.01 

Cloudy   S.W.,N.,N.  E. - 
Clear  __  N.E.,  N.,W.  0.09 


0.25. 
0.15L 


all  day- 'N.  E._ 
Rain  _.|N.  E  - 


all  day- 


N. 

NW,SW,NW 
N.  W.,  S.  W. 
S.  W.,  N.  W. 


0.60 
0.01 


Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 


Cloudy  part  of  morning  and 
clear  parts  of  afternoon 
and  evening;  rain  11  P.  M. 

Rain  before  day. 

Cloudy  evening. 

Rain  9  to  10  a.m.,  0.04,  12:15 
to  2  p.m.,  0.11;  partly  clear 
parts  of  aft'rnoon  &  eve'g. 

Rain  at  intervals  till  4  P  M.; 
clear  part  of  evening  and 
foggy  afterwards. 

Rain  part  of  afternoon,  0.01, 
and  part  of  evening,  0.06. 

Snow  squalls  9:15  and  10:30 
A.  M.  and  2:30  P.  M. 

Cloudy  part  of  morning  and 
clear  part  of  evening. 


At  noon  clocks  set  back  3 
min.  584  sec. 

Clear  part  of  afternoon. 

Rain  12:20  to  1:30  P.  M.  ; 
clear  part  of  evening. 

Light  rain  9  A.  M. 

Light  rain  after  9:40  P.  M. 

Rain  before  day,  0.09;  clear- 
ed 3  P.  M. 

Rain  9:40  A.  M.  to  10  p.  M. 
Rain  before  day. 
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December,  1883. 


Ther- 
mometer. 

Weather. 

% 

0 

"Si 

Morn- 
ing. 

After- 
noon. 

Prevailing. 
Wind. 


10 
11 

12 

13 

14 

15 

S  16 
17 

18 
19 
20 
21 

22 

S  23 


2SA 
33 


28.1 
23 I 
35  . 

37 
33 
45 


37    Clear Clear  . 

45   Cloudy       "     . 


N.  E.,  S.  E. 
N.E.,S.,N.W.I0.02 


TJ      . 

3* 

a 

'tfo 

a 

is 

X,X 

02 

36  Clear—      "     — 

45  "  -  "  - 
48  Cloudy   Cloudy 

46  Clear-  Clear  - 
51  Cloudy  Cloudy 
55  "        Rain  — 


X.  W 

N.E..S.,  S.W.  — - 
W 0.15 

XW.,XE.,SE  ..-_- 

S.W,.,  RE.,8 

S.  W 0.45 


48 

49  Clear - 

40  "     - 

43  ;     "     ... 

47.',  "  - 
51 1  Cloudy 

26.',  Clear  — 
29"  "  - 
32 J  Cloudy 

38         " 
32    Snow  — 
26.1  Cloudy 
30    Snow__ 


Clear . 


Cloudy 
Clear  _. 


Cloudy 

Clear  _  _ 
Cloudy 
Clear-. 

Cloudy 


Clear 


N.,  X.  W 

S.  W.- 

N.  W.,  S.  W 

N.W.— ■ 


S.  AV 

S.  W.,  N.  W. 

N.  W 

s:w 

N.  E.,  X.  W. 


24     5      32 


26    Clear-      "     - 
10        "     -  Cloudy 

Snow  1         „ 

Sleet  J 


S.W 

N.  E 

X.  E 

XE,XW,SW. 

N.  W 

N.  E 


0.06 


Clouded  over  S  p.  M.;    light 

sleet  9  p.  M. 
Light  rain  parts  a.m.,  0.02; 
I     cloudy  part  even'g,  with 

snow  squall. 

Cloudy  part  of  evening. 
Rain  before  day;  clear  even- 
ing. 

Partly  clear  parts  a.m. &  p.m. 

Rain 'before  day,  0.01;  10:30 
A.M.to  12:15  P.M.,0.11,and 
1  to  11  P.  M.,  0.33. 


Cloudy  part  p.m.  and  eve'g. 

—  Clear  part  p.  M.  and  eve'g. 
Light      rain      before     day; 
cloudy  part  of  afternoon. 
Cloudy  part  of  evening. 
Shower  7  A.  M.,  0.02;    light 
shower  during  eve'g,  0.04. 


6.00 
3.00 


28 

29 

S  30 

31 


26 
23 
16.1 
32l 


32  Cloudy  Snow — 
32J  Clear— Cloudy 

45  Cloudy  .   " 


31 J  Clear-  Clear  - 
33j  "  -  "  - 
36  "  -  "  - 
39  Cloudy  Cloudy 


NE.,  N.,  S.W 10.00 

N.  E I  5.00 

N.  W.,  N.  E 

N.E.,S„  S.W.  0.41  — 


N.  W.,  W.— I  — 
N.  W.,  S.W.  — - 

N.K.,\V.,S.W 

N.  E 0.02 


Light  snow  10  p.  M. 
1.00  Snow   before   day,    1    inch  ; 

cleared  9  A.  M. 
Light  snow  part  morning. 
Snow  5:30  a.m.  to  3  p.m.,  6  in. 
Light  snow  after  6:30  P.  M. 
Snow  till  8:45  a.m.,  3  inches; 

cloudy  part  of  evening. 


Snow  7  P.  M. 

Heavy  snow  and  light  sleet 
before  day,  4  inches. 

Snow  2  p.  M.to  8  p.  M.,  5  in.. 

Partly  clear  part  evening. 

Rain  2:40  to  5  p.  M.,  0.41 ; 
heavy  fog  part  afternoon; 
partly  clear  part  of  eve'g. 


Cloudy  evening. 
Rain  before  day,  0.02. 


1.1125.00 


fur  1888—48.01  inchc 
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Ther- 
mometer. 

Weather. 

1 

0 

Hi 

60 

X 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


I                                        i         i         ' 
33  J  351  Cloudy  Cloudy   N.  E 0.18 Rain  before  day  and  part  of 

a.   jr.,   0.18;   rainy   ev'g. 

N.  E.,S.,N.W.  0.80 Rain  till  1   p.  M.,  cleared  5 

S.  W p.  M. 

w 

N.  W. ] Cleared  5  p.  si. 

W .... 

N.  W.,  S.  W 


2  33.',    40    Rain 

3  23l    30    Clear 


4 

16 

24 

"       _.!        " 

5^ 

13 

18* 

Cloudy   Cloudy 

6 

9 

1'/, 

Clear.-  Clear  — 

7 

8 

20 

"              " 

8 

134 

*40 

c^'IZ} 

N.  E  ,  S.  E. 


9f26   J45J 


Cloudy  S.,  S.  W.,  W. 


23  '  31    Clear -Clear - 
29      38    Rain  ..  Rain  .. 


12    234    274  Clear. 


S  13    22 
14|  31 

•  15  234 
16  12 
17|  5 
18    22 


36  "  -. 
434  "  - 
27  Snow.. 
21  Clear  . 
254  "  -. 
38    Cloudy 


19    304    34    Snow. 


S  20'  174  24  I     "     — 

21  8  21    Clear  - 

22  7  31        "     — 

23  21  37        "     -_ 

24;  22J  36    Cloudy 


Clear - 

Cloudy 


Snow_. 
Clear- 


Cloudy 


W.,S.  W.. 

s.  w 


N.W.,  W.— 

s.  w 

S.  W.,N  ... 

N.  E 

N.  W.,  S.  W 

S.  W 

s.  w 

N.E 


Snow  1  to   3:30  p.  M.,  0.17  ; 

and  then  rain ;  ther.  ris- 
ing all  day;  bar.7A.M.,30.31 

1.94 Rain  before  day,  1.77.;  clear- 
ed 6  P.M. ;  ther.  falling  all 
day  ;  bar.  7  a.m.,  29.14. 

Clouded  over  5  p.m.  ;   sleet 

8:30  P   M. 

0.41 Rain  before  day,  0.04.,  and 

7  A.  M.  to  7  p.  M.,  and 
snow  till  9  P.  M.,  0.37. 

Cloudy  part  of  morning. 

Clear  part  of  evening. 


4.50  I 


25  17 

26  10 
S  27  13 

28  21 

29  26 


23 

24  Clear - 

27  "  - 
334  Cloudy 
324  Snow  .. 


Rain  — 
Cloudy 
Clear  — 

Snow  _- 
Cloudy 


N.  E.,  N.  W 
.  W.,  S.  W.— 

.  s.  w 

.  S.  W.,  N.  E.- 

N.  E 

N.  W 

N.  W.,W.— 
N.  W.,  N.  E. 
N.  E. 
N.  E. 


30  15     36   Cloudy 

31  35     41 


Rainy  .  S.  W. 

Cloudy   S!W 0.10 


Snow  till  8  A.  M,  3  in.,  and 
2  P.M.  to  11  p.m.,  1.50. 

Cloudy  part  of  evening. 

Clear  8  A.  M.  to  3  p.  M. 

Snow  and  sleet  8:15  A.  M., 
0.12 ;  heavy  snow  till 
noon,  0.15;  and  light  till 
3:30  p  M.,  0.01. 

Snow  till  2pm.,  0.10  ;  clear- 
ed 6  p.m. 

Cloudy  evening. 

Cloudy  part  P.  M.  and  part 
of  evening. 

Rain  7  a.m.  to  10  p  M. 

Clear  part  of  A.  M  ;  clear 
evening. 

Cloudy  evening. 
...  Snow  12:15  P.  M. 
—  3.00  Snow   till   7:30  A.  M.,  3.00  ; 
cleared  6:30  p.m. 

Foggy  morning  ;  rain  at  in- 
tervals after  4:40  p.m. 

Rain  before  day,  0.10 ;  foggy 
evening. 


flip.  M.  Sth       t'A.  m.  9th        Jll  p.  m.  Mb.. 
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February,    1884. 


Ther- 
mometer 


Morn-      Alter- 
ing,       noon. 


Prevailing 
Wind. 


•0 

V   — 

S  £ 

c  c 

c  S 

^ 

Sm 

a 

s  10 
11 


41    Cloudy   Clear -S.W.,  N.  W. 
36   Clear-      "     -  S.  W 


234 
32 


13 

35 

14 

43 

15 

25 

It) 

21 

R  17 

30 

18 

40 

19 

39 

20 

38 

21 

26 

22 

28 

23 

35 

S  24 

20.1 

25 

27.1 

26 

33* 

27 

36 

28 

33 

29 

6 

39i  "  —  "  —  N.W.,N.E.,E. 
34  Cloudy  Cloudy  N.  E 


41  Rain  — 
54  Cloudy 


N.  E.,  N.  W. 
All  points 


0.04 
0.43 


41      45    Rain  -  Rain  -  W.,  ST.,  N.  E. 
32     34.1      "     —  Misty--  N.  E 

32      38        "     —      "     --  All  points--- 


36      42    Clear-- Clear— N 

30     37J  Snow  —  Cloudv   >\  E 


34      41    Cloudy 


N.  E. 0.18 


57    Rain  „  Foggy  -  S.  W 

59    Cloudy   Cloudy   S.  W.,   N.  W. 


0.10 

(Ml 


34  "  Clear-  N.  E.,  N.— 
35.1  Clear-  "  -  N.  E.,  S.  E.- 
44    Cloudy    Rain  —  N.  E 

49 J        "        Cloudy   S.  W.,  N.  W. 


42         "  "        S.  E 

52J  Rain  -  Clear  ..  S.  W.,  N.  W. 


40  Clear-  "  -  N.  W.,  S.  W. 
II1,  "  -  "  -  N.  E.,  S.  E.- 
41.1  Rain  -.Cloudy    N.  E.,  N.  W. 

30    Clear-  Clear-  N.  W.,  S.  W. 

41  C'vm'stall  day.  S.  E.,  E 

39    Rain  _- Cloudy   N.  E 

43 J  Clear-  "  S.  W.,  N.  W. 
38  Snow  _.  "  E.,N.E.,N.W. 
16    Clear--  Clear--  N.  W. 


0.77 


0.21 
0~97 
4.88 


Rain  before  day,  0.02;  clear- 
ed 10:30  A.  M 
Cloudy   part    of  afternoon  ; 

45  days  sleighing. 

Cloudy  evening. 

Rain  before  day,  0.04;  rainy 

after  9:30  p.  M. 
Rain  till  8  a.m  ,  0:43;   clear 

part  of  evening. 
Partly  clear  part  afternoon; 

light    rain    at     intervals 

during  evening. 

Rain  all  day  at  intervals. 

Rain  till  7  a.m.,  0  38;  light 

rain  parts  of  p.  M.,  0.02. 
Rain   till  8  A   M.,  0  08,  and 

part   p    M.,   0  03;  partly 

clear  10:45  p.  m. 

Cloudy  part  of  evening. 

4.00  Snow  till  7:30  a.m.,  4  inches; 

rainy  evening. 
Rain    before  day,  0.18;    fog- 
gy A   M  ;  rainy  evening. 

Rain  parts  A    M.  and  P   M. 

Showers  part  of  A.  m.,  with 

thunder     and     lightning 

0.10;  part  P.  M.,  0.01. 

Cleared  about  noon. 

Cloudy  part  of  afternoon. 

Rain  9  A.  M. 

Rain  before  day,0.99;7  to  7:30 

A.M.,0.01;  sprinkle  7  P.  M. 

Rainy  evening. 

Rain  till  7  a.m.,0.53;9  to  9:30 

A.M.,0.01  ;cleared  11:15  A.M. 

Cloudy  part  of  morning. 

Clouded  over  5  p.  M. 

Rain  till  noon;  snow  squalls 

part  P.M.;  cleared  5  P.  M. 

Cloudy  part  of  evening. 

Rain  10:30  p.  M. 

Rain   with  light  snow  till  7 

A.M.,  0.17;  part  ev'g,  0.04. 

Clear  part  of  afternoon. 

Heavy   wet  snow    till  10  A. 

M.,  and  light  till  11:30  a. 

M.;  cleared  7:30  P.  M. 

4.00 
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Ther- 
mometer. 


Weather. 


Morn-      After- 
ing.     ,    noon. 


Prevailing 
Wind. 


-c     . 

S  - 

C 

«■- 

r.  '* 

== 

Mn33 

CO 

1  7 

2  15 
3|  13 


20}  Clear —  jClear. 
23  Snow  — Snow . 
28  jCloudy  Clear. 

22}.  Clear  —  "  . 
32  Cloudy  Snow  - 


W 

N.  E 

,N.  W 

W 


10  28 

11  27  i 

12  38} 

13!  38i' 

14  37 

15  35} 


S  16  33} 

17  30 

18  36 

19  37 

20  38 

21  38 

22  34 
S  23  39* 


24  49 

25:  41} 


Clear 
Cloudy 
Rain  __  Rain  — 
Cloudy   Cloudy 


Clear  — 

C'y  m'st 
Cloudy 


Rain  — 
Cloudy 


Clear  — 
Rain  — 


Clear - 
all  day. 
Cloudy 


Rain  - 
Clear . 


Cloudy 

Rain  — 

Cloudy 


SW,  SE,  NE 
NE,NW,SW. 

N.  E 

N.  E 

N.  E 


N.,  N.  W— 

S.  E.,  S 

S.  W 

S.  W.,  N.  W. 
N.  E 

N.,  N.  W.— 


Cloudy   Clear  -- 
Clear  —  Cloudy 


Cloudy         " 
Clear--  Clear . 


S.  W.,  N.  W. 

S.W.- 

All  points.  _- 
E 

N.  E,   N.W. 

N.  E.,   S.  E.- 
S.  W 

S.  W.,  S.   E.- 


River  frozen    over     again. 

1.00  Light  snow  all  day. 
-    .-  Clear  part  A.  M.  and  cloudy 
part   p.   M.   and  evening, 

_- with  heavy  snow  squalls. 

:  2.00  Snow  10:45  a.  m.  to  8  p.  M. 

Cloudy  part  of  afternoon. 

Rainy  evening. 

0.83 Rain  till  4  p.m.;  rainy  eve'g. 

0.51 Rain  before  day,  0.07;  11:45 

to   2,  0.29;    thunder  and 
lightning  12:30  p.m.;  rain 
and  snow  5  to  8  p.m.,  0.15. 
--  Cloudy  part  of  afternoon. 

0.02 Shower  between  8  and  9  p.m. 

0.05 Clear  part  of  i.M.  and  eve'g; 

sh'w'r  between  2  and  3  PM. 
-  Clear  part  of  morning. 


27  S  46 
28!  42 

29j  42  1 

S  30 '  25V 
31    27 


S.W.,N.W.,JST 

|N.E.,W.,S.E. 

E.,N.E.,N  W 

N.W ! 


56    Rain  —  Cloudy 
56  ICloudy  !Clear- 
59}! Clear-, Cloudy   N.  W.,  S.  W. 
—  Clear-  N.  E.,  N.  W. 


O.'.lti 
0.40 

0.03 

0.02 

0.11 

0.60 


Rain  before  day,  0.37;    rain 

and    snow    part   of  A.  M., 
0.01;  cleared  10:30  A.  M. 

Cleared  7:30  A.  M. 

Cloudy  part  of  morning. 

Clear  part  of  afternoon. 

—  Rain  6  A.  M.  to  8  p.  M. 
Rain  till  10:30  A.  M.,  0.37  ; 

part  of  evening,  0.03. 
Light  rain  till  7  A.  M.,  0.03. 
— -  Cleared  8  A.  m. 

Cloudy  part  of  A.  M.;  light 

i     rain  2  to   4  P.    M...    0.02 ; 
rainy  evening. 

Rain  before  day;  cl'rd  7  p.m. 

Cloudy   6   to  10  p.m.   and 

partly  clear  after. 

Rain  till  11.15  A.M.,  0.56; 

part  of  P.  M.,  0.04. 
Clear      part     of     morning. 

light 


---  Clouded  over  3  P.  M. 

rain  10:40  P.  M. 
—  Cloudy    part   of    morning; 

first  du.sty  day. 

-  N.  W .-! Violent  gale  set  in  on  29th 

-  N.  W. : at  8:30  P.M.,  and  continued 

until  Monday  morning. 

3.93  3.00J      .      • 
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April,   1884. 


Ther- 
mometer. 

Weather. 

Prevailing. 
Wind. 

1  d 

J= 

rt 

a 

Lowest. 
Highest. 

Morn- 
ing. 

After- 
noon. 

.5  ' 

i 
0 

o3 

REMARKS. 

i 

36     49 
37J   39J 

341    44 

38     521 

38     47 
341-   48 
351    51.1 

C'y  m'st 
Eain  — 

Cloudy 

Clear  — 

Cloudy 

C'y  m'st 
Clear  - 

Cloudy 
Eain  - 

Clear  — 

C'y  m'st 
Cloudy 

Clear  - 

Cloudy 

Clear  — 

all  day.  N.  W.,  S.  W. 
^aln    I  SR  TSTTH  NW. 

Eain    nearly   all    day    with 

? 

3 

4 

Snow  J 
Cloudy 

Clear  — 

N.  W 

N.  W 

N  W.  — 

0.81 

.... 

heavy  snow  4  to  6  p.  m. 

Eain  before  day ,0.81;  partly 

clear  part  a.m.  and  p.m. 
Cloudy  part  of  evening. 
Cloudy  part  of  evening. 

Cloudy  part  of  afternoon. 

Eain  3  to  8  p.  M. 

Eain  6:30  to  10:45  P.M.,0.19  ; 
noon  to  4  p.m.,  0.43,  with 
snow  and  hail. 

Eain  before  day,  0.03;  show- 
ers 5  to  5:20  p.m.,  0.03. 

■S    6 

7 

it 

Cloudy 
" 

all  day  _ 

N.  W 

N.  W 

.... 

.... 

8 
9 

10 

11 

36 
38 

36J 

42 

37  V 

41 

39.V 

42,1 

48 

51 

44 

52 
401 

52 

54J 

56" 

58 

611 

51 

68 

57 
58J 

61 

All  points.  -_ 
N.E..S.E.N.E 

N.  W 

N   W. 

0.05 
0.62 

0.06 

1*> 

W.,  S.  W.  - 

S  13 
14 
15 

N.  E.,  S.  E.  - 
s.  w 

E. 



.... 

Cloudy  part  A.  m.  and  eve'g. 

Cloudy  part  of  evening. 

Eainy  after  8:30  A.  m. 

Eain  before  day  and  show'rs 
5:50  to  7:30  A.  M.,  0.60, 
with  thunder ;  cleared  8 
A.  m.;  cloudy  evening. 

Cloudy  part  A,  m.  and  p.  M. 

Cloudy  part  of  morning, 
and  clear  part  afternoon. 

16 

17 

18 

Clear  — 

Cloudy 

all  day  - 
Clear  — 

Cloudy 
Clear  — 

S.   E.,  S.  W. 

N.  W 

N.  W.,  N 

0.60 

10 

48 

N.  E.,  S.  E.- 

s  -?n 

49      62 

Cloudy  evening. 

Cloudy  evening. 

Clear   part  of  A.  M.  ;   rainy 

part  of  evening. 
Eain  part  of  evening. 
Cloudy  part  of  afternoon. 

21 
22 

23 
24 

25 
26 

S  V 

50 
37 
41 
48 

47 

50.} 

48 

44 

44 

41 

591 
56" 
60 
,56 

56 
60 

67 
681 
56 
67 

n:  w.,  n.  e. 

All  points.  .._ 
N.  E.,   S.  E.- 
N.  E.,  S.  E- 

N.E,SE.,SW. 
N.  W.,  N.  E. 
S.  E - 

0.02 
0.04 

'-'-'-■ 

28 

SE,.8.W.,S.B. 

N.  E.,  N 

.... 

Cloudy  part  of  evening. 
Cloudy  part  of  morning. 

30 

X.  E.,  S.  E.  - 

2.20 

.... 
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May,  1884. 


Ther- 
mometer. 

Weather. 

% 

0 

i-5 

"Kb 
K 

Morn- 

After- 

Prevailing 
Wind. 

ing. 

noon. 

a  s 


REMARKS. 


1  503    67    Clear - 

2  50  ;  833      "     - 


.  Clear -S.   E 

"     ..  NE,S.W,NW 


3   51*   66}     "     -'     "     -N.W.,  S.  W 

S    4    54"    62"  Cloudy   Rainy  -  S.  W.,  S.  E.-  0.02  . 


5    51 


Cloudy  |S.  E.,  S.  W._  0.12  . 


6  53      55    Eain  -Rainy  .  E.,  N.  E 0.70 

7  47      50        "     -  Eain  -  N.  E 0.71 


8  443-   503  Misty  _ 

9  48|,  64    Cloudy 

10   53     63         " 


Cloudy  N.  E 0.01 

S.  E.,  S.W._  0.27 

Clear -S.W.,  N.  W.  0.07 


.S  111  48  67         "  "     -IS.  W.,  N.W.  - 

12  473  67    Clear-      "     —  IN.  W. . 

13  48j  69  ,     "     -'Cloudy   N.  W.,  S.  W.  0.11 

14  50  67    Cloudy   Clear  —  N.  W.,  W—  0.58 

15  493  70   Clear—,     "     —  S.  W - 

16  54  64    Cloudy 

17  47  65  :  Clear  — 
.S  18  48  70  :     "     .. 

19  533  76  Hazy- 

20  593  74  Cloudy 


21  58 

22  60 

23  66) 

24  68J 

.S  25 


26 


58 


773  Clear - 
81  "  - 
85  Cloudy 
85  Clear - 
78£  "  — 
67    Cloudy 

733        « 
58    Rain  __ 


29  45      55    Clear  — 

30  44     58        "     - 

31  47      653      "     - 


—  S.W.,  N.  W.  - — . 

—  !N.  W !----  . 

—  S.  W I-—. 

-S.  W.,  s — . 

__  S.  W. 0.03  . 

-N.W —  - . 

—  N.  W.,  S.  W.  — -  - 
__  S.  W . 

—  S.  W -—I. 

--  All  points ■ 

-IE — -  . 

—  N.   E.,  S.  E.   — -  . 

—  N.  E 0.55  . 

-N.  W 

—  N.  W.,  S.  W.  —  - 

-S.W.,  S — 


C'dy  part  of  A.  M    and  part 

P.M.;  during  ev'g  sky  hid 

by  smoke;  pears  flowered. 
Cloudy  part  of  afternoon. 
Light  rain  10:30  A.  M.    to  6 

p.  M.,  0.02. 
Thunder  showers  with   hail 

5:30  to  7  A.  M.;  clear  part 

of  morning. 
Rain   7:30  A.  M.   to  1  p.m., 

0.70;  misty  afternoon  and 

rainy  evening. 
Heavy  rain  before  day,  0.53, 

and   misty  rain   all    day, 

0.18,  till  11:15  p.  M." 
Light  rain  part  of  afternoon. 
Clear  part  of  afternoon;  rain 

8:45  to  10:45  p.  M. 
Rain  before  day,  0.07;   clear 

part  of  morning. 
Cleared  10  A.  M. 

Clouded  over  2  p  M.;  rainy 
evening  7:15  to  10  P.  M. 

Rain  before  dav,  0.58;  clear 
7:30  a.  m. 
■  Cleared  9  a.m.;   light  rain  7 


Cloudy  part  of  afternoon. 
Rain  before  day,  0.03;  clear- 
ed 8  A.M.;  cloudy  part  p.m. 

Cloudy  evening. 
.  Cleared  9  a.m.;  cloudy  ev'g. 
Cloudy  evening. 

Clear  part  of  morning,  and 
cloudy  part  p.m.  &  ev'g. 

Cleared  8  A. M. 

Rain  till  1  p.M,  0.50;  2  to3:15 
p.m.,  0.05;  cleared  4  p.  M. 

Cloudy  part  of  evening. 
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June,    1S84. 


Ther- 
mometer. 


Wind. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


aj 

B    E 

.5  i 


s    1 

48 

67 

Clear  — 

2 

19.1 

73 

"  _ 

3 

56* 

81* 

"  _ 

4 

63 

82 

"  _ 

5 

63 

84 

"  _ 

6 

63 

83 

* 

7 

65* 

84.', 

« 

S  8 

654 

83 

"  -- 

9 

64 

79 

Cloudy 

10 

64* 

73* 

11 

56.', 

61* 

"  __ 

12 

.57 

71 

13 

64* 

68 

« 

14 

541 

62 

C'y  m'st 

S  15 

45 

66 

Clear  — 

16 

46 

78 

"  

17 

60 

83* 

"  __. 

18 

63 

85* 

"  

19 

64 

88 

20 

69 

85 ', 

« 

21 

70 

89 

"  __ 

S  22 

72*. 

86.1 

"  -_ 

28 

60*  77 

"  

24 

1    87 

Cloudy 

25 

73 

83 

26 

56* 

64 

Rain  — 

27 

52*1  72 

Clear  — 

28 

56  !  74 

"  -- 

S  29 

55 

77J 

30 

62J 

79i 

Cloudy 

.  Clear.- S.  W.,  S.  E 

-_  All  points.  -- 

__  I  All  points. 

—  All  points — 

—  S —- 

-S.W 0.07 


S.  W.- 

s.  w. 


—  Cloudy 


.  all  day. 

Clear' 


E 

N.  E.,  S.  E.- 
All  points — 


NW,NE,SE. 

N.  E.,  S.  E.  _ 
N.  E.,  S.  E- 

W 

NW,  NE,SE. 
S.  W 

s.  w.,  s 


.  N.  E.,  S.  E, 
-  All  pointB. 

.  N.W,NE,S.E. 

E.,S.E 

.Is.  w 

Cloudy   SW.SE.N.E, 


Clear  — 


N.  E 


N.  E.,  E.~- . 
N.  E..E.— . 
N.  E.,  S.  E. 


S.W. 


0.25 


5.34 


Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 


Cloudy  part  of  morning 
and  part  of  afternoon  with 
shower  4:15  p.  M. 

Cloudy  2  to  5  P.  M.,  with 
shower  2:10  to  2:40  P.  M. 

Foggy  morning ;  clear  part 
of  morning. 

Clear  part  of  afternoon. 

Rainy  evening. 

Rain  before  day,  0.19  ;  clear 
part  of  afternoon ;  new 
town  clock  strikes  6:00 
p.  M.,  and  hands  all  plac- 
ed 11:30  a.m. 

Rain  8:40  to  10:15  a.m.,  0.24, 
and  part  of  evening,  0.01. 

Rain  before  day,  0.01. 

Coldest  A.  M.  since  June  11, 
1859. 


Cloudy    ev'g   with     shower 

8:50  p.m.,  0.08. 
Cloudy  part  of  morning. 
Cloudy  part  of  evening. 


Clear  part  of  morning. 
Shower  6:40  p.m., 0.03 ;  rainy 

after  9  P.M.  ;   very  heavy 

after  10:15  P.M. 
Very   heavy  rain   till   10:15 

A.  M.,  and  light  till  noon, 

4.29  mostly  in  12   hours; 

cleared  5  P. M. 
New   post-oflice    in    Opera 

House   building  open     9 

A.    M. 
Clear  part  A.M.;  cloudy  part 
of  afternoon  and  ev'g. 
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July,   1884. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  6 
7 


S  20  62 
21  j  59 
22 
23 


26 

S  27 


Cloudy 
Clear  _. 
Cloudy 


C'y  m'st 
Clear 


C'y  m'st 
Cloudy 
Clear  _ . 


Clear  . 


Cloudy 


all  day. 
Clear - 


all  day. 
Clear.- 


S.  W 

N.E.,S.  E.- 
N.  E.,  S.  E. 


a  w 


w 

N 

N 

N.,  N.  W.  - 
N.  W.,  S.  W. 
S  W,S  E,N  E. 
S.  W 


0.43 


77 

77i 

83    Hazy  - 

88 J  Clear. 


S.  W.,  N.  W. 


N.  W 

N.  W 

N.  W 

N.  W 

N.  W.,  S.  W. 
S.  W 


7.-,.', 


Cloudy 


Cloudy 

Clear-. 
Rain  _- 

Cloudy 


Clear  __ 
Cloudy 


N.  W 

N.  W 

JvT.  W.,  S.  W. 
S.  W 

All  points — 
S.  W.,  S.  E.  . 


E.,  S.E 

E.,N.  E 


0.42 


N.,  E.,  S.  E.  - 
N.  E 


N.W..S.  W. 
S.  W 


0.20 
4.80. 


Rain  before  day,  0.66  ;  clear- 
ed 7:30  a.  m.,  cloudy  part 
of  evening  with  shower 
5:10,  0.03. 

Clear  part  of  morning ; 
showers  11:15  a.  m. 
and  1  p.m.,  0.05 ;  clear 
part  of  afternoon. 

Rain  before  day,  0.44 ;  clear 
part  of  A.M. ;  cloudy  ev'g 
with  shower  8:45,  0.27. 

Rain  before  day,  0.43. 

Cloudy  part  of  afternoon. 

Shower  2  p.  M. 

Cloudy  part  of  afternoon. 
Showers  9:30   and   10:45  P. 

M.,  0.09. 
Rain   after   midnight,  1.18  ; 

7  A.  M.,  0.02. 


Cloudy  part  of  afternoon. 

Cloudy   part   of  a.  m  ,  and 
part  of  afternoon. 

Cloudy  evening. 

Showers  8  to  11:30  P.  M. 

Cloudy  evening. 

Rain  6   to  7:15   a.m.,  0.01  ; 

10  a.m.  to  2:30  p.m.,  0.20; 

clear  part  of  evening. 
Rain  before  day,  0.02;  10:10 

a.m.  to  9  p.m.,  0.52. 
Clear  parts  of  A.M.  and  P.M. 
Rain  before  day,  0.09 ;'  10:30 

to  11:30  A.M.,  0.02;    8  to 

9  p.m.,  0.01. 
Rain  before  day,  and  6:45  to 

7:45  a.m.,  0.11 ;  clear  part 

of  morning. 
Partlv  clear  part  a.m.  &  P.M; 

shower  2, 4  &  8:45  to  10:15 

P.M.,  0.20. 
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August,     1884. 


Ther- 
mometer. 


O    !  3 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


1|  64  79  ! Clear  —Clear—  N.  W.,  S.  W. 

2|  66  78*     "     -     "     -  N.  E.,  S.  E.  - 

3,  66  77J  Cloudy   Cloudy   S.  E. 

4    70*  83*        "        Bain  —  S.  .. 


5 

6 

7 

8 

9 
S  10 


68     76* 

66*    78 

65     71 


63     80 

63*   73 
61*    70 


11  61 

12  61 

13  60 

14i  61 
15'  65 
16  67 
171  66 
18'  67 
191  70 


Clear-.  Clear-. 
Cloudy    Cloudy 


Clear  _. 


Cloudy 


S.E..S.W,S.E 


N.  W.,  S.  W. 
S.  E.,  N.  E.- 


All  points.- 

N.  E 

N.E 


75    Clear--  Clear -. 
71*  Cloudy  {Cloudy 
Clear  --Clear  — 


C'v  m'st 


69*)  89j: 


67*    74* 
51     70 


Cloudy 


Clear-. 


76  ICloudy 
78  iClear- 

76*1     "    - 
74*  Rain  -- 


70      81* 
67J    78J 


all  day 
Clear __ 


Cloudy 
Clear  -  - 


Hazy  _. 

Cloudy 


Cloudy   Clear  . 


All  points 

N.  E.,  E 

N.  E.,S.E.~ 
All  points — 
All  points.  _- 
N.E.,  8.E.— 
N.  W.,  S.  W. 

S.  W 

All  points — 

S.  W 

S.  W 

S.W,  N.W..E. 


0.49 


S.  W 

N. 

N.  E.,S.  E.- 

S.  W 

All  points.. 
8.  W.,  8.  E. 
8.  W 

All  points- . 

N.  W 


Cloudy  part  of  evening. 
Partly  clear  parts  am.  &  pm. 
Clear,  part  of  A.  M.  and  part 

of  P.M.;  showers  11:25  A.M. 

to  6:30  p.  M  ,  0.63;  steady 

rain8toll  p.m.,  0.25. 
Clear  part  of  a.m.;  rain  11:45 

A.M.  to  3:30  P.M.,  1.33;  6 

p.  M..  0.01. 
Rain   6   to  7:30  A.  M.,  0.01; 

11:45  a.m.  to  2  p.  M.,  0.04; 

clear  evening. 
Clear  part  of  morn'g;  cloudy 

evening  with  rain  8:10  to 

8:40  P.  M. 
Clear  part  of  morning;   rain 

2:30  to  3:45  P.  M. 
Partly  clear  part  of  A.  M.  & 

part    of  evening  ;    earth- 
quake 2:07  p.  m. 
Rain  before  day,  0.02. 

Cloudy  part  of  morning. 


Cloudy  part  of  evening. 

Clear  parts  of  A.  M.   and  p. 

M.;  rain  4:40  to  7:30  p.m. 
Clear  part  of  morning. 

Cloudy  evening. 
Rain  6  to  10  A.  M. 


Showers  till  2  p.m.,  0.51;  part 
ev'g,  0.07;  clear  part  ev'g. 

Shower  5:40  to  6  p.  m  ,  0.14; 
rain  6:30  to  9  p.m.,  0.24. 

Rain  before  day,  0.11;  clear- 
ed 7:30»A.  M. 
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September,  1884. 


Th 

er- 

mometer. 

j 

V 

_= 

Morn- 

After- 

ft 

0 

w 

ing. 

noon. 

Prevailing 
Wind. 


Si 


"3  2 


75*  Clear--  Clear . 
76  "  -  "  . 
80*  "  —  "  - 
85"      "     _J     "     - 

87*  "  —1  "  - 
87        "     —I     "     . 


.  ST.  W 

.  All  points. - 

..S.W. 

.  s.  w 


9,  73 
10  74* 
11;  72 

12  65 

13  56 
S  14   48 

15  47 
16,  56 
17    63* 


62*. 
53 

57*J 


86 

"      " 

88 

« 

90 

"      _ 

88 

"      _ 

77 

"      _ 

70 

"      _ 

64* 

"      _. 

70 

" 

77* 

"      _ 

80 

1A 

rii         "i 

.  S.  W.  - — 
_  All  points. 
-JS.W 

-  s.  w 


S  2l|  50 

22;  49 

23  63 

24  61*. 


25 
26 

27 
S  28 

29 
30 


'4  iC'y  m'st  all  day . 
68*.  Clear  --Clear. 
71.1  Cloudy 


67*  Clear - 

73    C'y  m'st  all  day. 

73*    "    <■ 

81    Cloudy   Clear - 


81  Clear --Cloudy 
70*|  "'  —  Clear  - 
72    Cloudy       "     - 

81         "      I     "    - 

80  'Clear— j  "  - 
72    Cloudy   Cloudy 


S.  W 

All  points — 

S.  W 

N 

BT.  .... 

All  points.  — 
All  points. — 

S.  W 

s.  w 

N.  W.,  N.— 
All  points.- - 
S.  W.,  N.  W. 


N.  E.,  S.  E.- 
S.  W 

W.,  N.,  E.~ 

N.  E.,  S 


S.W.,N.W.,N 
N.  E.,   S.  E- 

E.,  S 

S.  W 


S.  W.,  N.  W. 
N.  E.,   S.  E.- 


Charles S.  Hill  died  about  6 


Mahlon  Bunyon  (suicide) 
between  9  and  10  A.  m.  ; 
bank  closed. 


Cloudy  part  of  evening. 
Cloudy  part  of  morning. 


Cloudy  part  of  evening. 
Cloudy  part  of  evening. 


Partly  clear  part  of  morn- 
ing and  cloudy  part  of 
afternoon. 


0.01; Shower  9:35  P.  M.,  0.01. 

! Cleared    7    A.    M. ;    cloudy 

1  part  of  afternoon ;  bank 
j     resumed. 

Clear  part  of  evening. 


Cleared  7:30  a.m.;  cloudy 

part  of  evening. 

0.21 Shower  before  day,  0.21. 

0.15 Rain  2:40  to  4  p.  M.,  0.15  ; 

clear  part  of  evening. 

0.37  — - 
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October,  18S4. 


Ther- 
mometer. 

Weather. 

0 

be 

s 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


-a 

Ss 

s 

1-9 

_c 

S 

«co 

02 

1    63* 
55 


79    Clear  . 

63  I     "    . 

58    Cloudy 

78 

75J  Clear  - 
79  I     "    . 
73 
71 


Clear  — 
Rain 

Cloudy 

Clear  — 


N.  W 

N.  E 


S.  W.,  N.  W. 

N.  W 

N. 

S.  W 

S.  W.,  N.  W. 


11 

45  1 

69 

" 

"     _ 

S  12 

60 

75 

"     -- 

Cloudy 

13 

61* 

76 

« 

Clear  — 

14 

48* 

56* 

"     

"     ._ 

15 

37 

52* 

"     _ 

"     _ 

16 

43 

60 

Cloudy 

Cloudy 

17 

53* 

68 

18 

49 

58 

« 

Clear - 

S  19 

39 

58 

Glear-- 

« 

20 

47 

69* 

"     __ 

"     __ 

21 

52* 

73 

"     __ 

"     __ 

22 

58* 

74* 

"     — 

Cloudy 

23 

51 

55 

» 

Clear  — 

24 

37* 

50 

"     

"     

25 

42 

53 

Cloudy 

"     -_ 

S  26 

33 

48 

Clear  -  - 

" 

27 

40 

59 

Cloudy 

Cloudy 

28 

57* 

6U 

" 

Rain  -- 

29 

41 

52 

Clear -- 

Cloudy 

30 

44 

49 

Rain  -_ 

Rain  -  - 

31 

44 

47 

Cloudy 

Cloudy 

Clouded    over   7:30   A.   m.  ; 
rain  11:45  A.  M. 
N.  E.,  S.  E._   0.38 Rain  before  day,  0.37;  8  to  9 

I     A.M.,  0.01;  misty  evening. 
S.  W 0.02 Rain     before     day,     0.02; 

i     cleared  9  A.  M. 

N.  W. Cloudy  part  of  morning. 

N.  W.,S.  W. Cloudy  part  of  morning. 

N.  ^Y. 

Cloudy  evening   with    rain 
7:30  to  8  p.  M. 

Cloudy  part  of  morning. 

Frost. 

Cloudy  at  noon. 

Light   rain   part   of    after- 
noon ;  clear  evening. 


N.E.,  S.,  S.W.  0.02  . 


.  N.  W.,  N.~. 
.  S.  E.,  S.  W.. 

.8.  W 

8.  W 


N.  W. 


N.  W.,  S.  W. 

S.  W 

S.W 

8.  W.,  N.  W 


N.  W 

N.  W 

S.  W.,  N.  W. 

All  points  — 

S.  E. 

S.  W.,  N.  W 

N.E.,  E 

N.  E 

N.  E 


0.02  .- 


0.04 


0.25 


Clear  part  of  afternoon. 
Rain  before  day,  0.01;  clear 

parts  A.  M.  and  p.  m.;  rain 

9  to  10  P.  M.,  0.03. 
Rain  7  A.  M.,  0.01;  cleared  8 


-  Cloudy  part  of  morning;  rain 

5:20"  P.  M.  to  10:40  P.  M. 
.  Cloudy  before  day. 
.  Cloudy  part  of  evening. 
_  Clear  part  of  morning. 

-  Cloudy  part  of  evening. 

.  Partly  clear  part  afternoon. 
.  Rain  8:30  A.  M.  to  5  P.  M. 
.  Rain  5:30  P.  M. 


...  Rain  before  day,  1.31;  misty 
parts  of  day,  0.02. 
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November,   1884. 


Ther- 
mometer. 


Weather. 


W  ! 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


■5  o 

Ma: 


1    44 

57*.  Cloudy   Clear  - 

S    2    52* 

545        "        Cloudy 

3    38 

52    Clear—.       " 

s.  w.. 


S.W,N.W.,N.  0.03 

NW,NE,S.E.'-.J. 


4  43 

5  45J 

6  37 

7  32 
8,  39 
9    31 

10;  31 
11    39 


12 
13 
14 
15 
S  16 


17    42 
18 !  34 


19  29 

20  33 


21  335 

22  32 
S  23   38* 


24  39J 

25  23 

26  34 

27  29 

28  37* 

29  41 
S  30  334 


60  Cloudy  Rain  - 
52  Clear-- Clear -. 
43*      "     —      "     .. 


54 
54 

53  J I 


57 

» 

53 

"     _. 

60 

"    __ 

39* 

"     - 

34 
42 

Cloudy 

48 

Clear  — 

51* 

" 

64 

Cloudy 

N.  E.,  S.   E. 

N.  W 

N.  W 

S  W ; 

N.  W. 

N.  E.,  S.  E._ 
N.  W.,  S.  W. 
S.  W.,  N.  W. 


N.  W 

N.  W.,  S.  W. 
N.  W.,  S.  W. 
S.W.,  N.,  S.E. 
N.  E 


Clear  part  of  morning  and 
cloudy  part  of  evening. 

Partly  clear  A.  M.;  rain  2  to 
2:30  p.m.;  cleared  6  p.  M. 

Clear  parts  of  afternoon  and 
evening. 

Rain  2  p.  M. 

Rain  before  day,  0.43. 

Cloudy  part  of  evening. 
Cloudy  part  of  morning. 


Foggy  morning;  cloudy  part 
■     of  ev'g;  W.  Coulter  died. 


Cloud  v 


Rain  . 
Clear . 


N.  W.. 
N.  E... 


N.  E 

N.  E.,  N.  W. 


S.  W 

S.W.,N.,N.E. 
Rain  —  S.  E.,  S 


42  Clear— Clear - 

36  "     --Cloudy 

46  Cloudy   Clear  — 

41  "       Cloudy 

46  "        Rain  — 

45  Rain  --Clear  — 

40  Cloudy   Cloudy 


N.  W 

s.  w 

S.  W.,  N.  W. 
S.  W.,  S.  E.  . 
N.  E 

N.  W 

S.W.,NW.,N. 


-  Cloudy   parts  of   afternoon 

and  evening. 

-  Cloudy    parts    of    morning 

and  evening. 

-  Cloudy    part   of   morning  ; 

rain  and  snow  10:30  p.  M. 

-  Snow  &  rainbefore  day,  0.08. 

-  Rain  before  day,  0.33;   clear 

part  of  morning  and  cl'dy 
part  of  afternoon. 


Partly  clear  part  a.m.;  misty 
parts  of  day;  heavy  rain 
during  evening;  7:30  to 
10  p.  m—  1  33  inches. 

1.83J Rain  before  day,  1.83. 

Cloudy  part  of  morning. 


I IRain  10  A.  M. 

0.87 i Rain  till  5  A.  M.,  0.87. 

0.03! Snow  4:10  p.m.  to  9:30  P.  M. 
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December,  1884. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


i 

» 

-a 

" 

£ 

— 
a 

c 

l« 

« 

B 
CO 

1 

2 
3 
4 
5 

6 

S    7 


27 
S  28 


29 


41    Cloudy 

39A  Clear  - 

44 

50 

52J 

63 


60 


35  1  43* 

39*  50 

34  36 

32  39 

30  34 


33 


48 


Cloudy 

Clear - 

Cloudy 
Clear  — 


Cloudy 
Rain  — 
Cloudy 
Clear  .. 

Rain  ._ 


Cloudv   W.,  N ! 

Clear-  N.  E 

■8.  W,.N.  W.  ;-..- 

W.,  S.  W. — - 

!s.  w 

Rain  __  N.  E.,   S.  E..  1.40 


40J  Clear  - 
40  Cloudy 
29*        " 


Clear  — 


/  Snow 
\  Rain 
Cloudy 


28 

28    Snow 

26   Clear - 


Cloudy 


Foggy  - 


Clear 

S.  W. 

"     ~ 

W 

S.  W.,  N.  W 

.... 

Cloudy 
11 

N.  W.,  S.  W 

s.  w. 

.... 

N.  E.                0.79 

N.  _                ' 



N.  E.,  S.  E.-  — 

— 

Clear- 8.  W.,  N.  W. 

1.25 

Cloudy 

Snow  — 

W  ,  s  w. 

N.W.,  N.— 



1.00 

Clear  - 

N.  W 

N.  W.,  N.  E. 

„„ 

Rain  — 

N.  E.,N.  W. 



3.50 

"     -- 

S.  W.,  N.  W.  1.29 

Cloudy 

N.  W.,W—  I  — 
N.  E — - 

N.  W.,  N.  E.— - 

i.60 

Clear  —  N.  E 

2.00 

Cloudy 

Foggy  - 

N.  E 

N.  E 

0.02 

.... 

Cloudy 

N.  W.,  S.  W.  0.02 
S.  W — 

— - 

u 

S.W 

0.01 

1.78 

K.50 

Clear  part  of  afternoon. 

Cloudy  part  of  A.  M.  and 
part  of  evening. 

Foggy  morning ;  rain  12:30 
p.m.  till  midnight,  1.40. 

Cloudy  part  of  afternoon, 
and  part  of  evening. 

Cloudy  with  snow  squall  3 
p.   M. 

Cloudy  evening. 

Rain  10  p.  M. 

Rain  till  3  p.  M.,  0.79. 

Clear  part  of  morning. 

Clouded  over  10  a.m.  ;  rain 
8:30  p.  M. 

Rain  till  7  a.m.,  1.25  ;  clear- 
ed 10  A.  M.  ;  cloudy  part 
of  evening. 


Snow  11:45  A.  M.  to  7  P.  M., 
1.00. 

Cloudy  evening  with  snow 
10:30. 

Snow  10  a.m.,  and  then  rain. 

Rain  before  day,  1.22;  part 
of  afternoon,  0.07,  and 
part  of  evening,  0.02. 

Clear  part  of  morning. 

Snow  till  11:20  A.M.,  2  in. 

Cloudy  before  day ;  clear 
part  of  afternoon. 

Snow  before  day,  2  inches  ; 
cleared  10  A.M. 

Mistv  rain  part  of  morning, 
0.02. 

Rain  before  day,  0.02;  part- 
ly clear  part  of  evening. 

Rain  before  day,  0.01  ;  clear 
part  of  afternoon. 


Total  rain  fall  for  1K*4,4M4  Inches. 
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January,   1885. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


B 


Prevailing 
Wind. 


2 
3 

S    4 

5 
6 

7 


10 
S  11 


50    Cloudy   Cloudv 

26    Clear— Clear- 

25*      •'     —I     "     - 
31 J  Cloudy   Cloudy 


37  Clear - 
51J  Rain  — 
50    Cloudy 


46  Clear  — 
51*  "  - 
35*  "  - 
48    Cloudy 

61*  Bain  — 


39  Clear - 
34  "  - 
J  Snow 
1  Rain 


38 


38*  Rain  — 
60    Cloudy 


S  18    22      2S    Clear - 

19  19*    25*      "     -. 

20  19"    31*  Cloudy 


N.  W '0.03 


N.  W 

S.  W 

All  points. 


Clear  — 

Cloudy 


Clear . 


Cloudy 


0.04 

S.  W L 

S.  E.,  S.  W.  1.23 
8.  W.,  W— 


S.  W.-_ 

S.  W 

N.  W 

S.  E.,  S.— 


S.  W.,  N.  W. 


W.,  N 

N.W.,  S.  W. 

SE,NE,NW. 


Rain 'JST.  E 

Clear  -  S.  W.,  N.  W. 


21;  27 
22  12 
231  10£ 

24I  22*. 

S  25 
26 

27 
28 


Cloudy 


W 

N.  W 

s.w 

Clear- S.  W.,  N.  W. 

"    __ IN.  W 

Cloudy   S.  W 


NE,NW,SW.;0.47 


s.  w. 


36 

20    Clear __ 
28J|     "     — 

„o  j  f  Snow 
:  \  Rain 
39  Cloudy 
32  Clear  -  Clear  -  S.  W.,  N.  W. 
19  I  "  -  Cloudy  INW.SW.SE. 
30    Cloudy   Clear  — N.  E.,  N.  W. 


20    Clear  __i     "     —  W 

31J  Cloudy   Cloudy   All  points.  - 
35 1  Clear  —  Clear-  N.  E.,  S.  E. 


0.12 


Rain  before  day,  0.03;  snow 
squall  4:15  P.  M. ;  partly 
clear  part  of  evening. 

Cloudy  evening. 

Snow  part  a.  m.:  and  sleet 
part  a.m.,0.04;  cl'rd  8  p.m. 

Clouded  over  3  p.  St.;  rain 
9  p.  M. 

Rain  till  2  p.  M.,  1.20;  part 
of  evening,  0.03. 

Partly  clear  part  of  A.  M.; 
cleared  9  P   M. 

Cloudy  part  a.m.  and  eve'g. 

Cloudy  part  of  evening. 

Clear  9  a.m.  to  2  p.m.;  sprin 

!     Isles  part  of  afternoon. 

Rain  till  6  A.  M.,  0.74:  8  A. 
M.,  0.01;  thunder  shower 
12:50  p.m.,  0.07;  2:30  p.m., 
0.01;  clear  part  of  A.  M. ; 
cleared  5:30  P.  M. 

R.  J.  Hannah  died. 

Snow   7  to   9:30  A.   M„  and 
then  rain  till  3:30  PM.  0.64. 
Misty  rain  all  day. 
Rain  before  day,  0.36;   cl'rd 
j     9  A.M.;max.60°  before  day. 
Cloudy  part  a.  m.  and  eve'g. 
Cloudy  part  of  afternoon. 
Clear  9  A.  M.  to  3  p.  M. 
Cleared  9  A.  M. 

Clouded  over  10  A.  M.;  snow 

9  pm. 
Snow  and  rain  till  7  A.  M.; 

clear  part  of  afternoon. 

Cloudy  part  of  morning. 
Clouded  over  2  p.  M. 
.  Light  rain   9:15   A.  M.,  and 
then  snow   till  1:30  P.  M.j 
cleared  2  p.  M. 
.  Clear  part  of  evening. 
.  Cloudy  part  of  evening. 


29th  year  of  my  daily  observatioas. 
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February,   1885. 


Ther- 
mometer. 


Morn-     After- 
ing.        noon. 


Prevailing 
Wind. 


S    1    28J    37    Cloudy   Clear ..  N.  E.,  N.  W. 


2 
3 

14 

14 

4 

5 

22 
32^ 

6 
7 

23 

11 

S  8 
9 

23 
22 

10 

36 

11 
12 
13 

1 

7 
17 

14 

15 

S  15 

19 

16 

25 

20    Clear   -       "     _. 
24;!  Cloudy   Cloudy 


N.  W  ,  S.  W. 
NE.NW.XE. 


38    Cloudy 
40 


N.  E 

N.  W.,  N.  E 


N.  E.,  N.  W.. 
N.  W 


Rain 
Clear 


Clear -- 


N.  E.,  N.  W. 

!n.  e 


N.  AV.,  W.~ 

S.  W 

N.  AV.,  N.  E. 


Cloudy 


32J  Clear 

41    Rain  . 

I 
17      6}    18    Clear - 


Clear  .- 

Rain  1 
Cl'dy  / 

Clear- 


18 

13 

19 

10.1 

20 

9 

21 

11 

S  22 

13 

23 

16 

24 

15J 

25 

212 

26 

8.1 

27 

28 

25 

Snow--   ' 

22 

Clear  -   ' 

20 

26 

24* 

30 

28 

"  --  Clo 

28    31      41 


Clear    - 
Cloudy 


Clear-. 

Cloudy 

Clear  .. 


N.  E 

N.,N.  E.,S.  E 
N.E,S.,N.W. 

N.  W.,  W.— 

N.E.,N.AV.,W 
W.,  N.  W..W. 

N.  AV 

N.  W 

N.  AV 

N.  W. 

All  points.  _. 


N.  E 

N.  E.,  E 

All  points.— 

X.  W.,  S.   W. 


0.03 


0.08 


Light  snow  and  rain  part  of 

I  A.M.;  cleared  3  p  M.;  snow 
squall  5:15  P.  M. 

Cl'ded  over8PM.;snow  9pm. 

2.00  Snow  before  day  2  in.;  clear 
part  of  morning. 

Rain  part  of  evening,  0.0S. 

Clear  part  of   morning  and 

cloudy  part  of  afternoon. 

Clear  part  of  morning. 

Cloudy  part  of  even'g;  colli- 
sion on  railroad  bridge 
2:50  A.  M.;  great  oil  fire. 

Cleared  2  p.  M. 

Rain  2:30  P.  M.;  light  till  6 

p.  M.  &  heavy  afterwards. 

Rain  before  day,   1.S2;   part 

of  morning,  0.02. 

C,  New  Orleans  6  p.  M. 


2.00  Cloudy  part  of  morn'g;  snow 

2:40  till  9  p.  M. 
Snow4  p.m.;  partly  clear  part 

of  morning. 
3.00  Snow  before  day;  cloudy  part 

of  evening. 
Light  rain  till  9  A.  m.,  0.11, 

and  heavy  till  3  p.m.,  1.38; 

3:45  p.m.,  0.02;  cl'red  6  pm. 
Coldest   9:30   A.M.;   cloudy 

part  of  evening. 
1 .50  Snow  till  9  am.;  cl'red  11  AM. 
Cloudy  part  of  evening. 


0.02 


Clouded  over  at  noon;  snow 

10  p.  M. 
6.00  Snow   till    8    A.    M.   6    in.; 
;     cleared  10  A.  M. 

Clouded  over  9:30  A.  M. 

Light  snow  at  intervals,  7:15 

A.  M.  till  9  P.  M.,  0.02. 
Cleared  8  A.  M. 


3.48  14.50 
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March,   1885. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


§  § 


REMARKS. 


29       39 


Clear  - 


171  14     24*      "     _. 

18  10     28  I     "     - 

19  17*    29    Cloudy 


Clear  - 


0.08 
0.03 


S    1  30     46*  Cloudy   Rain  —  N.  E.,  S.,S  W.  0.35  - 
.1 

2  35  I  40*  Clear- Clear -N.W 

3  26     40"      "     -  .  "     -W.,8.  W.-~ 

4  33     48       "     -      "     -  N.  W.,  S.  W 

5  37      45        "     -|     "     -N.  W..,  N  — 

6  30     39*.      "     —      "     — All  points.— 

7  30*    35   Snow --Cloudy   N.  E.,  S.  E._ 
S    8  27"    31  1 Cloudy   Clear  -  N.,  N.  W. 


9'  16  ',  37    Clear--  Cloudy 

10  33  37    Cloudy  'Clear  — 

11  19*  30    Clear--i     "     — 

12  27 *  40*  Cloudy   Cloudy 

13  8  30*        " 

14  26  371        "       iClear  — 
S15  28*  42     {^Cloudy 


N.  W.,  S.  W. . 

N.  W . 

N.  W.,  W.  —  ■ 
N.  W.,  N.  E.i 
N.E.,  E 

N.,  W 

s.  w 


N.  W.,  S.  W.! 


N.  W 

IN.  E.,  S.  E._ 
'S.E,S.W,NW. 


23.1  Clear-  "  -  N.  W. 
23*  "  -J  "  -N.W. 
231  Cloudy   Cloudy    N.  E.. 


161    28  "        Clear--  N 

16"    39    Clear-.  Cloudy   S.  W.- 


32  40    Cloudy   Clear—  N.  W 

26  49*  Clear-!     "     -  N.E.,S.,S.W. 

27 1  35  56    Cloudy   Cloudy    S.  W.,  N.  W. 

I 

28   40*,  50   Clear-1      "       N.  AV.,  N.  E. 

S  29    281  391  Cloudy   Clear- N.  E.,N.  W. 

30  27  45   Clear-      "     -N.W,W.,S. 

31  36*  58*  C'y  m'st  all  day.  S.  W 


Partly  clear  part  A.M.  ;  rain 

2:30  to  8  P.  M. 

Cloudy  part  A.  M.  and  p.  M. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  morning. 

Cloudy  evening. 

Snow  5  to  10  A.  M.,  0.08. 

Snow  before  day,  0.03' ;  clear 

part  of  morning. 

Clouded  over  4  p.  M. 

Cleared  7  a.  m. 

Cloudy  evening. 

Partly  clear  parts  of  day. 

Cleared  7  A.  M.  to  2  p.  M.  ; 

light  snow  9  p.  M. 
Cl'red  8  a.m.;  C.  home  1  p.m. 

Light  snow  6:30  A.  M.,  and 

rain  at  intervals  till  4  p.M 

Clouded  over  3  p   m.,  light 

snow  part  of  evening. 
Cloudy -part  of  afternoon. 

Clear  part  A.M.;  snow  10:30 

a.m.  to  2  p.m.,  0.02  ;  clear- 
I     ed  3  p.  m. 


Partly  clear  parts  of  day 
and  evening;  very  high 
winds  for  6  days. 

Cleared  4  p.  M. 

Clouded  over  5  P.M. ;  partly 
clear  part  of  evening. 

Cleared  7:30  A.  M. 


Clear  part  A.M.  ;  light  sprin- 
kles part  of  afternoon. 
; Cloudy  part  of  A.M.  ;   cloud- 
ed over  4  P.M. ;    rain  and 
snow  after  7  p.  M. 

0.44 Snow     before      day,    0.44  ; 

cloudy  part  of  afternoon. 

Cloudy  evening. 

Light  sprinkle  part  of  ev'g. 


1.0 
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April,    1885. 


Ther- 
mometer. 


Weather. 


~       Morn- 


After- 
noon. 


Prevailing 

Wind. 


—  _ 
=  - 

eS'" ' 
•1° 

-2Z 


1    44     61.',  Clear . 


S  12 

13 
14 
15 
16 
17 
18 
S  19 
20 
21 

22  57 

23  53 

24  54 
25;  60 

8  26   45 


37      43    Cloudy 
68*       " 


40* 
.321 


42.5    531 
35     511 


42  :  63 


Clear  — 

Cloudy 

Clear  — 

Rain  —  Cloudy 
Clear--  Clear 

Cloudy 
Cloudy 


S.  W.,  N.  W.  0.03  . 

N\  E.,  E 0.03 

S.E.,S.W.,S.  0.01 

N.E,  N.W.  0.67 ! 
s.  w 


29      431  Clear  __  Clear 
321    43,]  Cloudy   Cloudy 

34  '  441  Clear  — 


35}    47J 


34 
39 
35 

401    56 


Cloudy   Clear 


351    49    Clear 

32     48 

43    Cloudy   Cloudy 
56    Clear..  Clear 
60 


N.  W. 0.04 

N.  W.,W.,S. 

N.E.,  S..N.W, 


N.  W,  N.  E, 
N.  E.,  S.  E- 


s.  w.,  w.. 


0.03 


27  42     68 

28  48     58 


Clear . 


Hazy  _  _ 

Clear 

Cloudy 


Clear . 
Kain  . 


W.,  N.  W, 

N.  W 

N.W.,S.,N.E.  0.07 

N |- 

All  points. 
N.  E.,  S.  E 
All  points. 
W.,  S.  W.- 
S.  W.,  W- 
All  points. 

S.  E 

S.  W 

N.  E 

E.,N.  E.~ 


29  38  56}  Cloudy  Clear . 

30  431  671  Clear. 


W 

N.  E.,  S.  E._ 


N 

N.  W.,  8.  W. 


0.48 


Eain  before  day,  0.03;  light 
sprinkle  9:30  A.  M. 

Rain  before  day,  0.03  ;  clear 
part  of  morning. 

Rain  before  day.  0.01;  clear- 
ed 7:30  a.m.;  cloudy  ev'g. 

Rain  6  to  11:15  a.  m.,  0.67. 

Light  shower  4:15  P.M.;  cl'dy 

10  P.  M.;  rain  11  p.  M. 
Rain  before  day,  0.04. 
Rainy   evening  after  7:30 ; 

0.01  at  10:15. 
Rain  before  day,  0.06;  partly 

clear  part  A.M.;  light  rain 

2:45  to  6:45  P.  M.,0.10. 
Cloudy  evening. 
Clear  part   of  A.  M.;  partly 

clear  part  of  evening. 
Rain  and  snow  2:30  to  9  P. 

M.,   0.06;    Dis.   Tel.   and 

Fire  Alarm  put  in. 
Rain     before     day,     0.03 ; 

cloudy  part  of  afternoon. 
Cloudy     part    of   evening, 

with  sprinkles. 
Clouded  over  6:30  A.M.;  rain 

11  A.  m  to  2  P.  M.j  0.07. 
Cloudy  part  of  evening. 


Light  rain  6  to  7  A.M.,  0.01 
rain  8  A.M.  to  noon,  0.35 
12:45  to  2  p.  m.,  0.12: 
partly  clear  evening. 

Cherries  llowered,young  tree 

Thunder  shower  2:30  p.  m., 
0.02;  rain  3:45  to  7  P.  M., 
0.44;  9:60  to  11  p  M.,0.08. 

Snow  7:20  to  8:40  a.m.  ,  0.02. 

Cloudy  part  morning;  cloudy 
evening. 
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May,   1885. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


42 

45 

39  ! 
40* 
42 
48  ! 


48  Cloudy  Rain  - 
59         "       IClear- 

54*Clear-  "  _. 
56  Cloudy  I  "  „ 
63J  "  j  "  _. 
65         "        Cloudy 


55 


Bain 


26 

27 

28 

29 

30 

S  31 


57 

57 

61 
59 

62 

48* 

50* 


57  Rain  ..  Cloudy 
59*'ciear-|       " 

58  !  "  —  Clear  - 
56  Cloudv  "  -- 
62*  Clear— Cloudy 
56    Cloudy         " 

61  j       «       j       " 

78    Clear— Clear  — 

72*J  "  .J  "  - 
65"  "  -  "  _. 
69*  Cloudy  Cloudy 
80  Clear— Clear - 
75  Hazy --Cloudy 
64*  Cloudy  " 
63*,  "  "  !  » 
69    Rain  _        " 


65*  Cloudy 


77*  Clear -Clear  _. 
76       "     —  Cloudy 


70  Cloudy  Clear  __ 
66  Clear— Cloudy 
62*  Cloudy 

69" 1      "      i      " 


N.   E Rain  8:30  A.  M. 

iN. 0.45 Rain  before  day,0.45;  cleared 

10  A.  M. 

'N.  W Frost. 

E.,  N..  S.  W. Cl'r  part  a.m.;  cl'dy  part  p.m. 

E.,  S.    E. Cleared  9  A.  M. 

N.  E.,  E Clear   10  A.  M.   to  4  p.m.; 

pears  flowered. 
N.  E 0.32 Rain  6  to  7  a.m.,  0.02;  light 

11  A.M.  to  3:30  p.m.  ;  then 
heavier  till  9  p.m.,  0.30. 

N.E.,  E 0.46 Rain  till  1  p.m.,  0.46;   clear 

part  P.  M.;  cleared  8  P.M. 
All  points 0.16 Clear  part  p.m.  &  ev'g;   rain 

5;30  to  8  p.  M.  ;  frost. 

s.  w.,  w ! 

N.  W. Cl'rpart  a.m.;  cl'dy  part  p.m. 

S. Clear  part  of  evening;  frost. 

N.E.,E.,N.E. Sprinkle  part  of  evening. 

N.  E.,  N.  W.  0.01 Rain  before  day,  0.01;  clear 

evening. 

N 

N.  E.,  E.— 
N.  E.,E.— 

N.  E 

S.  W 

N.  E,E.— 

N.  E.,  S.  E --  Partly  clear  about  noon. 

E. 0.01 Light  rain  part  of  evening. 

N.  E.,  S.  E..  0.39 Heavy  rain  before   day  and 

light  till  7  A.M.,  0.37;  part 

A.M.,  0.02;  clear  pari  p.  M. 
X.  E.,  E. Partly  clear  at  noon;  clear 

part  of  evening. 
S.  E. —  0.03 Rain  9  to  11  a.m.;-  clear  part 

p  M  ;  partly  cl'r  part  ev'g. 

N.  W 

All  points Cloudy  10  A.M.;  partly  clear 

part  of  evening. 

All  points Cleared  9  A.  M. 

N.  E.,   E 

N.  E.,  S.  E._  0.03 Rain  noon  to  3  p.  M.,  0.03. 

S.  E. 0.15 Rain  before  day,  0.12,   7:15 

to  7:30  A.  M.,  0.02,  3:30  to 

2.01 4:30  p.m.,  0.01;  cl'ed  9  p.m. 


Cl'dy  part  a.m.;  cl'dy  9  p.m. 

Partly  cl'r  parts  a.m.  &ev'g. 

Cloudy  evening. 
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June,   1885. 


Ther- 
mometer. 


Weather. 


Prevailing 

2  c 

.5 

Morn- 

After- 

Wind. 

^ 

REMARKS 

ing. 

noon. 

0 

CO 

1     59 

76* 

Clear  -  Clear  -  S.  W .  — — 

! 

2    57 

741 

"        |     "         N.  W.           

3    54J 

71" 

"    __      "     -  N.E.,  S.  E.,S 

Cloudy  part  of  evening. 

4    54 

71 

Cloudy       "     —  S.,  S.  E 0.01 

Shower  2  p.  M. 

5    641 

84 

Clear—      "     -  SW.,  N.,  N.E.  0.09 

Cloudy  part  of  morning  and 

part    of   afternoon,   with 

showers  3:45  &  4:15  P.  M. 

6   54 

731 

NE,NW,SW. 

S    7    55 

76l" 

"     ._      "     __ 

S.  W 

_-  -  Cloudv  parts  of  morning  and 
afternoon  and  of  evening. 

8    65 

79 

Rain  —  Cloudy 

S.  W.,  N.  W.  0.83 

Rain  till  6:30   A.  M.;'  clear 

evening 

9    54 1 

68 

Clear Clear  — 

N.  W — 

10    501 

711 

" "     _. 

W.,  S.  W 

11    54  J 

75 

"     __      "     __ 

S.  W.,  S — - 

12    56 

79 

"     —      "     -_ 

s.  w 



13    581 

801 

"     __      "     — 

S.  W 1-  - 

-Foggy  morning. 

S  14    66 

88 

" "     

s.  w 

15   66. 

801 

fi             (t 

S.   E.  - 

Cloudy  part  of  morning  and 

part  of  evening,  with 
sprinkle  9:15  P.  M. 

16    66 

90 

"     __      |C 

S.W.-      

Cloudy   evening,  with  rain 

10:40  P.  M. 

17    63 

741 

Cloudy        "     — 

N 0.31 

Rain  till  5  A.  M. 

18   57 

76" 

Clear—      "     — 

N.  W.,  S.  W.      .  - 

19   59 

80 

" "     __ 

S.  E 

20 

61 

83 

"     „      ;l     -- 

S.  W.,  S 

Cloudy  part  of  evening. 

S  21 

61.! 

85 

"     „      " 

S.,  S.  W 

■1-1    71 

83 

"     —      "     _- 

S  W.,N.,N.E 

Cloudy  part  of  morning. 

23 

58 

73 

"     __      "     

N.  W .     . 

.   --  Cloudv  part  of  morning. 

24 

581 

79 

" " 

N.  W.,  S.  W 



25    61 

78 

"     __  Hazy  __ 

s.  w 

Cloudy  evening. 

26    67 

80.1 

Cloudy   Clear.. 

s.  w.,  s 



Clear  part  of  morning. 

27    68 

80" 

"            "     __ 

S.E 

Cloudv  part  of  evening. 

S  28    69 

76 

"        Rainy  _ 

S  E 

0.42 

Rain  before  day,  0.01;  8  to  11 

A.M.,   0.09;   clear   part  of 

afternoon;  5  to  6:45  p.M  , 

0.24,  10  to  10:40  p.m.,  0.08. 

29 

69 

81 

"        Clear  — 

S.  W.,  N.  W. 

0.01 

Rain  before  day,  0.01;  clear- 
ed 8:30  A.  M. 

30 

61 J 

734 

Clear--  Cloudy 

N.  W 

Cloudy    part    of    morning  ; 

clear  part  of  afternoon. 

, 

1.67 
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July,     1885. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

p  s 

■a  s 

□ 
c 

0 
a 
to 

0 

0 

0 

3 

Morn- 
ing. 

After- 
noon. 

REMARKS. 

1 

9 

57* 
561 
601 

62 

63 

64 
68 

68 

71 

71 

67 
62 
61 
65 

64J- 

74   Clear  — 
72       " 

Clear -_ 

N.  W 

W.  -         

.... 

.... 

3 

4 

S    5 

6 

7 

8 

75 
80 
80J 

78 
81 

84 
90 

85 

79 
772 
75 
73 

79 

Cloudy 
Clear - 

C'y  m'st 
Cloudy 

Clear  — 

C'y  m'st 
Bain  — 

Cloudy 

all  day- 
Cloudy 

Clear  — 

all  day- 
Clear  -- 

Cloudy 
Clear  _- 

S.  W.,  W.— 
S.W.,  N.,  S.E 
NE.,S.E.,N.E 

S.  E 

S.  E.,   N.  E.. 

w.,  s.  w.   . 

0.11 
0.81 

0.05 
1.37 

Sprinkle  7  A.  M. ;  clear  part 
of  morning. 

Cloudy  part  P.  M.,  with 
showers  1:10  to  2:10  p.  M. 

Cloudy  2  to  8:30  p.m.; show- 
er 2:20  to  2:50  P.  M.,  0.62 ; 
5:10  to  7  P.  M.,  0.18 ;  8  p. 
M.,  0.01. 

Rain  noon  to  1:15  p.m.,  0.04: 
3:30  P.  m.,  0.01. 

Partly  clear  part  A.M.;  rain 
3:40  to  4  p.  M.,  0.03  ;  5  to 
6:10  p.m.,  1:34;  cleared  10 

9 

10 

11 

S  12 

13 

14 

15 

S.W.,  N.,  S.E 
S.  W.,  N.  W. 

N 

N.  E.,  S.  E.. 
N.  E.,  S.  E.- 
S.  W.,  S 

N.  W.,  S.  W. 
S.  W.,  S.  E._ 
S.  W.- 

0.10 

l".4S 

:::: 

Cloudy  with  sprinkle  7  p.m.; 

rain  10:35  P.  M. 
Eain      before      day,     0.10; 

cloudy  part  of  morning. 

Rain  till  11:30  A.  M.,  1.48  ; 
cleared  3  p.  M. 

16  66  i  86       "    _. 

17  72     90 J  i     "      _ 

— - 

— 

18    74AJ  90       '•    _. 

S  19    69     80S      "    .. 

20   71     86       "      . 

S.W.,N.,N.E. 

N.  E.,  S.  E.  - 



----- 

Foggy  A.M.;  cl'dy  part  P.M. 
Showers  2  p.  M.  and  8:30  P. 
M ,  0.08. 

Cloudy  part  of  evening  with 

sprinkles. 
Clouded  over  5  p.  m.;  light 

rain  7:30  to  10:30  p.  M. 
Rain  7  to  7:30  a.  m.,  0.01 ; 

cloudy  part  of  afternoon. 
Cloudy  part  of  morning. 
Cloudy    part  A.    M.;  shower 

2:20  to  2:50  p.  M.,  0.23. 
Clear  part  of  morning  and 

cloudy  part  of  afternoon. 

21    74 

221  76i 
23 1  724 
24;  72 
25    75 J 

94 

88 
86 
86 
89 

90 

77 

81 
84 
81 
83 

Cloudy 

Clear-- 
u 

Cloudy 

S.  W.,  N.  W. 

N.  E.,    S.E.- 
N.  E.,  S.  E- 
S.  W.,S.  E.~ 
S.  W.-- 

0.08 

.... 

S  26 

27 

28 
29 
30 
31 

76J 
66 

65 

67J 

1  68 

69 

All  points.  -_ 
'N.  e.,  S.  E.~ 

N.  E.,   S.  E- 

s.  w 

:n.  e.,  s.  e.- 

S.  E.  .-      - 

0.05 
0.01 

0.23 

4.2'. 
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August,   1885. 


Ther- 
mometer. 

>3    S 

Weather. 

Morn-     After- 
ing.        noon. 

Prevailing 
Wind. 


H  A 

?,  a 

'H  = 

H 

oj"-1 

c  & 

& 

3  c 
Oh  as 

a 
00 

REMARKS. 


1 

S    2 
3 


69      87    Clear -Cloudy  !S.  W 0.15 

68*   81    Cloudy         "        All  points.  ..  0.16 
75  I       "       Rain  — S.  E.,  S.  W.-j3  30 


4  67*    811  Clear -Clear. 

5  67*    81 

6  62"    74* 


7    60 


Cloudy  Kain  - 
Clear  —  Clear. 


9  59  74 

10  65  80 

11  701  83 

12  72}  82 

13  75  86 


Cloudy 


S.  W. — - 

N.  W.,  N.~  0.01 

N,W — - 

N.E..S.  E  ,  E.  0.18 
N.  E.,  S.  E.- 
N.  E.,  S.  E- 
S.  W.,  S.  E.  - 

-S.  W,S 

S.  W.,  S.  E- 


Cloudy 


14  73  84  Clear -Clear  - 

15  63  75  I  "  -   "  — 
S  16  60  73*/  "  —  "  .. 

17  57*  76  !  "  -'  "  _. 

18  64'  82   "  -'  "  .. 

19  70  82*|  •'  — j  "  _. 

20  62  751. 1  "  _J  "  — 

21  61  80*   "  —   "  — 

22  72  841  C'y  m'stallday. 


Cloudy 

Clear  — 
Cloudy 


S  23    681 

75 

Cloudy 

24  70 

25  71 

881 
74 

Clear - 

26  54*. 

27  52 

28  501 

68 
65 
68 

„     " 

29    57 

70 

"     - 

S  30   62J 

74 

Cloudy 

s.  w 


S.W.,  N.  W. 
N.  E.,  N.  W, 
N.,  N.  E.~- 
S.  E.,  S.W.,  S. 

S.   W 

All  points.— 
All  points.— 

N.  E.,  S 

S.  W 


-  Clear 


N.  E.,  E 


S.  W.. 
N.  E.. 


N.  E.,  N.  W. 
"     -  N.  W 

"     -N.  W.,  S.  W, 

Cloudy  In.  E.,S.  E.- 
Clear-S.E.,   S.  W 


31    m      7'.)    Clc-;,r 


e.04 


0.7  s 


0.05 


0.38 


0.01 


0.11 


-  a  w.,  n.  w.  0.01 

5.30 


Clouded  over  4  p.m.;  shower 

5:15  to  5:35  p.m.,  0.13;    7 

p.  M.,  0  02. 
Clear  part  of  A  M. ;  rain  4:20 

to  7    p.m.,   0.15;   part  of 

evening,  0.01. 
Shower  7:15  to  11  A.M.,  0.11; 

1  to  6:10  P.M.,  1.16;  9:20 

to  11  p.m.,  2.03  ;  last  from 

S.  W.;  bar.  29.68. 
Cloudy  with  shower  4: 15  P.M. 

Rain   2:30  to  7   p.  M.,  0. 17; 
part  of  evening,  0.01. 


Cleared  10  a.m. 

Cleared  9  A.M. ;  shower  2  p. 

M.,  0.04. 
Clear  8  a.m.  ;  shower  1  p.m., 

0.09  ;  2  p.m.,  0.01  ;  7:35  to 

11  p.m.,  0.68. 
Cloudy  part  of  morning. 


Cloudy  evening. 

Shower  6:45  p.m.,  0.05. 

Cloudy  part  a.m.,  and  P.  M. 
Shower  part  of  ev'g,  0  03  ; 

10  to  10:30  p.m.,  0.05. 
Shower  11:10  A.M.,  0.01;  6:10 

p.m.,  0.03. 
Cleared  8  A.  M. 
Cloudy  9   A.M. ;    light   rain 

about  noon,  0.02 ;    4  to  9 

p.  M.,  0.36. 
Rain  before  day,  0.01. 
Cloudy  part  of  afternoon. 
Coldest  days  Aug.  in  my  re- 
cords ;  fire  in  my  office. 
Cloudy  part  of  A.M. ;   clear 

part  of  evening. 
Rain  before  day,  0.08  ;   7:15 

to  7.45  A.M.,  0.03  ;  cloudy 

part  of  afternoon 
Shower  5:30  A  M.,  0.01. 
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September,  1885. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


78  Clear-. 
67  I  "  -. 
71*      "     - 

79  "     -. 


5j  66     70   Cloudy 


67  Clear - 

68  Cloudv 


S  6 

7 

51 
54 

8  54*. 

9 

62*. 

10 

60 

11 

12 

52 
54 

«  13 
14 

56 
63* 

15 

16 

17 

65* 
64 
54 

18  53 

19  62* 
S  20  56 

21  51 

22  52 

23  51 

24'  44 

25  51 

26,  49* 

•S  27,  56* 

28  59 

29  55 

30  61 


70 *  Clear  - 

I 
79*  Cloudy 


64   Cloudy 

67    Clear - 

74  !  Cloudy 
81 

83  Clear  - 
76  "  _. 
71  "  _. 
76  "  - 
79  1  "  - 
69*  "  - 
65*|  "  - 
64   Cloudy 

57    Clear - 

67  "  - 
69  '  "  .. 
71*!     "    _. 


Clear-. 

Cloudy 

Clear  - 

Rain  — 
Clear  - 

Cloudy 
Clear - 


S.  W.,  W.— 

N.  W 

K.W..N.E.,  S 
S.  W 

N.W.,  N.— 


N.  W 

All  points- 


S.  E.. 
S.  W.. 


N.  W.,  N.  E 

N.  E.,  S.  E.. 

N.  W.,  S.  W. 


S.  W 

S.  W.—  - 


Cloudy 
Clear-. 


S.  W 

N.  W 

N.  W.,  S.  W. 
S.  W 

S.W.,N.,S.W. 
N.  E.,  S.  E.- 
JST.  E.,  S.  E„ 
N.  E 


N.  W. 


S.  W :~ 

All  points--. 
N.E.,  S.,S.W. 
W.,  N.,  S.  E. 
N.  E.,  S.  E„ 

All  points 

All  points — 


Cloudy  part  of  evening,  with 
shower  6:25  P.  M.,  0.06. 

Partly  clear  part  of  morn- 
ing; rain  noon  to  2  P.  M., 
0.01,  and  4  to  6*  pm.,  0.06. 

Clear  part  of  morning  and 

cloudy  part  of  afternoon. 
Clouded  over  4   p.m.;   rain 

6  p.  M. 
Rain  before  day,  0.44;  clear 

part  AM. ;  show'  r  1 1 :25  AM., 

0.05;  cl'dy  parts  PM.  &  eve. 
Cloudy  part  of  morning;  rain 

noon  till  3  p.  M.,  0.04. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  morning  and 

part  of  afternoon. 
Cleared  10  A.  M. 
Cleared  8  a.m.;  cloudy  part 

of  evening. 


Rain 4  to  6  p.m.,  0.07;  show- 
er 9:45  p.  M.,  0.07. 

Cloudy  part  of  morning  ; 
bar.  7  A.  m.  29.50. 


Cloudy  part  of  morning. 
Foggy  morning. 
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October,  1885. 


Ther- 

Weather. 

|T3     •. 

Q> 

E 

aometer. 

si 

c 

¥ revainng    -o  •" 

V 

1 

Morn- 

. -.               Wind.        « — 
After-                            c  s 

REMARKS. 

£ 

;t 

cj 

ing. 

noon.                             s  c 

s 

Q 

3 

X 

1 

03 

1  58 

2  54 

72    Clear  — 
61  'Cloudy 

31ear—  N.  E.,   S.  E.- 

1  f?y  N.  E,   S.  E.- 
1.  Rain 

0.02 

.... 

Misty  rain  parts  A.M.  and  P. 

M.,0.02;  rain  during  ev'g. 

3 

59J 

71    Rain  — 

Clear-.  N.  E.,   S.  E._ 

0.55 

..-Rain  till  7  A.  M.,  0.35;  7:45 

■    1 

to  8:30  A.  M.,  0.18;  10  to 

11  a.m.,  0.02;  cloudy  part 

of  evening. 

S    4 

631 

75 

Cloudy 

"     " 

3.W.,  N.  W. 

0.03 

Clear  part  a.m. ;shower  12:15 

to  12:35  p.  m.,  0.03;  clear- 

ed  4  p.  M.  ;  bar.  11a.  m., 

5 

46J 

59 

Clear  — 

" 

S.  W 





29.52. 

6 

47  J 

51 

Rain  __ 

Cloudy 

N.  W 

0.56 



Rain  6:30  a.m.  to3:30  p.m., 
0.56;  cleared  8  p.  M. 

7 

40 

52| 

Clear  — 

Clear - 

N.  AV 





Cloudy  part  P.  M.;  frost. 

8 

39 

48i 

Cloudy 

Cloudy 

N.  E.--     .... 

0.05 



Rain  9  A.  m.  till  noon,  0.01; 
part  of  afternoon,  0.04. 

9 

42 

54 

Clear  - 

" 

N.  E.,  N.  W. 





Cleared  6  p.  M. 

10 

42 

63 

"     __ 

Clear  - 

W.— - 





S  11 

12 

45 

651 

46£ 
51 

56 

Cloudy 
Rain  — 

Cloudy 

NEE 

13 

611 

E.,  S'.  E 

1.45 



Rain  till  3  P.  m.,  1:45;  clear 

part  of  evening. 

14 

56 

63 

Clear  — 

Clear - 

S.  W.~-      - 

0.02 

"" 

Rain  before  day,  0.02;  cl'dy 
parts  P.  M.  and  evening  ; 
bar.  7  A.  M.,  29:60. 

15 

51J 

60 

»     __ 

"    _. 

S.  W.,  N.  W. 





Cloudy  11  A.M.  to  5  P.  M. 

16 

50 

63 

" 

"     ._ 

N.  W.,  S.  W. 





17 

44 

63 

S.  W.,  P.  E.- 

S  18 

50 

60 

Cloudy 

»    11 

s.  w 



Foggy  a.m.;  cl'dy  part  p.m. 

19 

49 

65 

Fogpv  _ 

Cloudy 

S.  AV.,  S.  E._ 





Clear  parts  A.  m.  and  p.m. 

20 

56 

711 

C'y  m'st 

all  day- 

S 

0.01 



Shower  7  A.  M.,0.01. 

21 

62.'. 

641 

Cloudy 

Rain  __ 

S.,  W.,  N.  W. 

0.84 



Rain  7:45  a.m.  to  4:10  P.M., 

22 

41  i 

53 

Clear  — 

Clear  __ 

N.  W 





0.84;  cleared  7  p.  m. 

23 

36 

54 

" 

"     _ 

All  points — 





Cloudy  part  of  afternoon. 

24 

40 

571 

N.  W 

S  25 

39 

56" 

"     I 

»  z~_ 

All  points — 





26 

:;.-,' 

59 

s  w 

27 

44" 

63 

« 

tt 

s.  w 

28 

44i 

64 

Foggy  - 

"     _- 

S.  W.,S.E.~ 

..... 

..... 

Clear  part  A.M.  jcloudy  parts 
of  afternoon  and  eve'g. 

29 

54 

01 

Cloudy 

Rain  _- 

S.  E.,  N.  E- 

... 



Rain  11:40  a.m.,  at  intervals1 
rest  of  day;  bar.  10  p.  M., 
29.175. 

3C 

51 

53 

Cloudy 

N.  E.,  N 

0.47 

Rain  before  day,0.44;  partly 
clear  part  A.M.;  rain  and 
snow  6  to  9  p.  m.,  0.03. 

31 

36 

48 

Clear  - 

f1lear 

N        -     — - 

Cloudy  part  of  morning. 

1 
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November,    1885. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


a  g 


asx 


S    8 


10  45) 

11  40' 


12 
13 
14 
S  15 
16 
17 
18 

19 


21 

S  22 


S29 
30 


35* 


70J 


Clear-- 
Rain  — 


Cloudy 
Bain  — 


Cloudy 
Clear-. 


Cloudy 

Clear  _ . 
Cloudy 

Eain  \ 
Snow  J 


Snow 
Rain 


Cloudy 
Clear _- 


Cloudy 


Cloudy 
Clear  - - 


Cloudy 
Rain  — 


Cloudy 
Clear _. 


Cloudy 
Clear-. 

Cloudy 
Clear  .. 
Cloudy 


Clear  — 
Cloudy 

M'sty  "I 
Rain  / 


Cloudy 


N.  E.,  S.  E.  - 
NE.,NW.,W. 


W.,  N.W.- 
W.,  S.  W.- 
S.  W 

s.  w 

s.  w 


S.W,N.,N.E. 


N.  W 

N.  W.  — 
N.  W.,  S.  W. 

S.  W 

S.  W 

N.  W.,  S.  W 
W.,  N.W.— 
S.  W.,  N.  W. 
W.,  S.  W. 
S.  W 


Clear  — 
Cloudy 


SW.,  N.,  N.E, 

N.  E 

N.  W 

S.  W.,  S.  E.  - 

N.  E 


K  E. . 
N.  W. 


N.  E 

N.  E.,  N.W.- 
N.  W 

N.  W.,  N.  E. 


N.  E.. 


0.04 


Clouded  over  at  noon  and 
rainy  after  6:15  P.  M. 

Heavy  rains  before  day  and 
light  till  9  A.  M. ;  cleared 

10  A.M. 
Cloudy  evening. 
Cloudy  part  of  morning. 
Cloudy  part  A.M.;  cl'y  eve'g. 
Cloudy  part  of  morning. 
Light   sprinkles  part  of  A.. 

M.;  clear  evening. 
Rain  till  9  a.m.,  0.08;  11:15 

to  11:30  A.M.,  0.02;  partly 

clear  at  noon;  rain  2:30  to 

10:30  p.  M.,  0.72. 
Clear   part  a.  m.  and  eve'g. 
Cloudy  part  of  morning. 

Cloudy  part  of  afternoon. 
Light  rain  part  p.m.,  0.02. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  evening. 


Cloudy  part  A.M.  and  partly 
clear  part  of  evening. 

Clear  part  A.  M.;  light  rain 
parts  of  p.  m.  and  eve'g, 
0.01 ;  cleared  10  P.  M. 

Cleared  off  6  P.  M. 

Rain  6  p.  m. 

Rain  till  5:30  a.m.  and  then 
heavy  snow  till  10:15  A. 
M.,  1.02;  misty  rain  after- 
noon and  evening. 

Snow  before  day  and  rain 
and  snow  till  3  p.m.,  0.47. 

Rain  till  7  A.  M.,  0.10,  and 
part  of  afternoon,  0  02. 

Rain  before  day,  0.01. 

Cloudy  part  A.  M.  and  ev'g. 
Snow   and  rain   5  to  8  p.  m., 

0.04 ;  cleared  9:30  p.  M. 
Clear  part  of  evening. 
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December,  1885. 


Ther- 
mometer- 


Morn- 
ing. 


After- 
noon. 


Prevailing. 
Wind. 


S§ 


1  35J 

2  33 

3  34 


S    6 

7 


10 

11 

12 
S  13 

14 

15 
16 
17 
18 
19 

S  20 
21 


38}  Cloudy   Cloudy   N.  E 

43"  Clear  —  iClear— !N.  E.,   N.— , 
43    Cloudy  |     "     —  S.  W,  N.  W 


401  Clear  _.  Cloudy   S.  W.,  S.  E._. 
48"  Cloudy  ,       "       |S.  W.,  N.  W, 


26  35}  Clear-  Clear  -  W.,  S.  W.. 

16}  23"!     "     -      "     -  W.,N.  W. 

15"  33       "     -Cloudy  8.  W 

31*  60   Cloudy         "       N.  E.,  S.- 


49 


N.  W. 


38}  Clear- Clear -W. 
35jl     "    -j     "    -W,N.W,S.W. 
53.',  Cloudy   Rain  —  :N.  E.,  S.  E.  - 
44"!      "       Cloudy  .8.  W.,  W 


35}  Clear  - 
41}      "     - 
38  '     " 
41    Cloudy 
44J|       " 

34    Clear -. 
43}  Cloudy 

45    Clear - 


Clear.. 'N.W 

-  S.  W.,  N.  W. 
._  N.  E 

-NE,NW,SW. 
S.  W.,  N.  W. 


Cloudy 


53  ;  S.W.- 

49  'Cloudy   Clear- N.  W.,  N.. 


N.  W. 
N.W. 


N.  W.,  S.  W. 


-N.  E 

-  N.  E 

19  j  36       "    _  .!     "     -  N.  E.,  N.  W 
31      40.',      "     -Cloudy   W 

38J    45    Cloudy   Clear..  N.  W 

30  28      44    Clear--      '■     ..  All  points— 

31  35}    52    Rain  --  Cloudy   E.,  8.,  N.  W 


25  25      33    Clear 

26  21      30 
S  27 

28 
29 


Cloudy  part  of  morning. 

Snow  squall  11:30  A.  M.  and 
cloudy  part  of  p.  M.,  with 
snow  squall  3:15  P.  M. 

Rain  7:30  to  9:30  a.m.,  0.07; 

cleared   7:30  p.  M. ;    bar. 

11  A.  M.  29.20. 
Cloudy  part  of  evening. 
Snow  squall  before  day. 
Clouded  over  2  P.  M. 
Rain  6  to  7  A.  M.,   0.01,   10 

to  11  A.  M.,  0.09,  1  to4p 

m.,  0.64. 
Rain  before  day,  0.01;  clear 

evening. 

Cloudy  evening. 

Rain  11  a.m.  to  6  p.m.,  1.05. 

Rain  before  day,  0.27;    part 

of  afternoon,  0.06. 
Cloudy  evening. 

Cl'dy  part  a.m.  &  part  P.  M. 
Cleared  2  p.  M. 
Light  rain  before  day;  cl'dy 
part  PM. ;  sn'w  squall  10  PM. 
Cloudy  part  of  morning. 
Clear  part  of  morning  and 

cloudy  part  of  afternoon. 
Cloudy  part  of  morning  and 

clear  part  of  evening. 
Cloudy  part  of  morning  and 

clear  part  of  afternoon. 
Cleared  9  A.M.;  cloudy   part 

of  evening. 


Cleared  10  A.  M. 
Clouded  over  8  p.  m. 
Rain  till  noon,  0.52. 


Ruin  unci  nielli''!  snow  lor  IHH5— lili.70  Inches. 
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January,   1886. 


Ther- 
mometer. 

Weather. 

% 

0 

X 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


REMARKS. 


1  39.V 

2  30" 

3  34 

4  40 

5  48 


7  18 

8  W 


9  16 


S  10  11 

11  10 

12,  2* 

13  0 

14l  1$ 

15  6" 

16  12$ 
S  17:  30" 

18  22 


47    Clear  _  .  Clear  .  . !  N.  W 

44  I     "     —I     "     -N.  E.,S.  E.  -  - 

43.V  Cloudy   Cloudy  :N.  E.,  E 0.03 

56*.        "       Rain  -  S.  E 

52         "       Clear -S.  W,W.-  1.12 


Clear-  Cloudy  |W.,  N.W.—  0.01 


.  Clear -JN.  W 

.  Cloudy  N.W.,N.E.,E 

N.E.,N.W.,W  — -  J  8, 


19  Cloudy 
18*1  " 
13J  Clear  — 
16*1  "  _. 
21 J  "  .. 
27J!  "  .. 
32  Cloudy 
38  Clear - 
31J|     "     - 

37.V  |now  \ 
-  Rain   J 


0.04  -. 


S.  W.,  W. 
Clear  ...N.  W.— 

"     -JN.  W.,W. 

"     -W.,  N.W.. 

"     ..  N.,  N.  E 

"     ..  N.  W.,  W. -— - 

Cloudy  N.E 

Clear  -iN.  W 0.06 

Cloudy  ,N.  W„  W 

"       8.  W.,  N„  W.  0.78 


—  Cloudy  part  of  evening. 

_-  Misty   rain   part    of   p.  M. 
...  Kain  4  p.  M. 

--  Rain  before  day;  cleared  8 
A.M. ;  cloudy  part  of  P  M.; 
i     bar.  1  P.M.,  29.49 

—  Heavy  snow  squalls  12.05  to 

12:15  p.  M.,  0.01  ;  parts  p. 

M.  and  evening. 
_-  Clouded  2  p.  m.  ;  snow  10:45 

P.  M. ;  bar.  8  A.  M.,  30.01. 
00  Snow  till  10:45  A.M.,  drifted 

badly  ;  clear  part  A.   M.  ; 

cleared  8  p.m.  ;  bar.  8  a.m., 

28.81;  lowest  I  ever  saw. 

—  Clear  part  of  a.m.,  and  p.m. 
--  Snow  before  day,  0.04  ;  clear 

part  of  morning. 


Bar.  8  A.  M.,  30.72 


20   26      32    Clear   .  Clear- N.  W.,  S.  W.  „ 


21  23* 

22  34* 

23  201 
S  24  8 

25  9 

26  28 
27j  32 

28  33 

29  35 

30  36 
S  31,  21 


39 

37* 

Cloudy 

25    Clear - 

14 

Snow  - 

30 

42J 

35 

Cloudy 

Rain  -  N.  E.,  N 0.42 

Cloudy   N.  E.,  N.  W.  0.02 

Clear   -N 

Cloudy  N.  E 0.10 


N.  E 

Clear -N.W.,  N.  E.  .... 
Rain  -.  N.  E. 


38    Rain  ..  Misty  .  N.  E 0.48 

40 J  Cloudy   Rainy  .  N.,  N.  W.  —  0.07  i 
38!       "        Snow -!S.  W.,   N.W.  0.23 

35J  Clear-  Cloudy  S.  W .__. 

3.36 


Partly  clear  part  of  A.  M. 

Sleet      before    day,      0.06 ; 

cloudy   part  of    morning. 

Heavy  snow  before  day  ;  rain 

till  3  P.M. ;  clear  part  ev'g# 

Cloudy  part    of    morning; 

hazy  evening. 

—  Rain  10  a.m.  to  7  p.  m. 

Rain  before  day,  0.0 1  ;   part 

of  a.  it.,  0.01;  clear  ev'g. 

Snow   till    10   A.    M.,  0,05 ; 

11:30  A.M.  to  2  p.m.,  0.05  ; 

partly  clear  part  of  ev'g. 

Cleared  10:30  A.  M. 

Rain  9  a.m.  ;    light  all  day 

but  heavier  in  the  ev'g. 
Rain  till  7  a.m.,  0.45 ;  misty 

afternoon  and  ev'g,   0.03. 
Rain  after  10  a.m.,  and  part 

of  afternoon,  0.07. 

Clear  part   of   a.m.;    snow 

I     10  A.  m.   to   5:15   p.  M. 
Clouded  over  9  a.m.  ;  clear- 

ed  9  P.  m. 

8.00 


Thirtieth  year  of  daily  observations,  and  twenty-tilth  of  : 
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February,    1886. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  14 
15 


S  21 


36.', 
37 * 


Clear _. 
Cloudy 


Snow  -_ 

13    Clear  — 

20*1  "  — 
31  Cloudy 
39  Clear  - 
47*1  "  - 
41  Cloudy 
37*  Rain  — 


50 


52    Clear  — 

62*      "     - 


Clear  -  N.  W. 
S.W 
Snow—  N.  E 

Cloudy  N.  E.,  N.~ 

Clear— I N.   W 

Cloudy  S.  W 

"      |S.  W 

Clear-  S.  W 

"     „  S.W.,N,N.E, 

Cloudy   N.  E. 

Rain  -  N.  E 


Rainy  _  1ST.  E.- 
Cloudy  S.  W.- 


Clear-S.W 

-S.W 


32.', 
21" 
28 
34.', 


15* 

30* 
31  £ 
25 
27*/ 
20 

11 

13 


38.1  "  _. 
314  Cloudy 
47  Clear - 
47        "     - 


"     -  W.,  N.  W— 
"     -  N.  W.,  S.  W. 

"     __S.    W 

Cloudy   S.  W.,  N.  W. 


-  Clear -N.W. 


40    Cloudy 

47.! 

36.1  Clear  — 

49.1  Cloudy 

24"  |       " 

25   Clear  — 


Cloudy   N.  W.,  S.  W. 

Clear -'N.W.,  S.W. 

"     -S.  W.,   N.W. 

"    -  N.  W.,  S.  W. 

Rain  —  S.  E.,  S 

Clear- N.W 

"     -N.  W 

"     -  N.  W 


0.03  - 


0.99  . 
0.37  . 


4.34  6.00 


Light  snow  7:30  A.  M.  till 
noon  &  heavy  afterwards. 

Snow  till  10  a.m.;  clear  part 
of  aft'rnoon;  coldest  9  a.m. 


Light  snow  before  day,  0.02. 


Light  rain  till  10  am  ;  then 
very  heavy  till  8  p.m.  and 
light  afterwards  till  10 
p.  m.,  0.10. 

Light  rain  till  11:30  A.M., 
2.40;  light  rain  afternoon 
and  eve'g  till  10p.m.,0.11. 

Rain  till  8  A.M.,  0.34;  8:30 
to  11:30  a.m.,  0.05;  part  of 
eve,  0.02;   cleared  9  p.  M. 

Cloudy  part  of  morning. 

Cloudy  part  of  A.M.;  cloudy 
part  of  evening  witli  light 
rain,  0.03. 


Cl'ded  over  10  A.  M.;  light 
rain  noon  to  1  P.  M.,  0.01; 
clear  part  of  evening. 

Cloudy  part  a.m.,  with  snow 
squall;  cl'dy  part  of  p.  M. 

Clouded  over  8  A.  M.;  elec- 
tric light  20th. 

Cl'r  part  a.m.  &  c'y  part  p.m. 

Rain  7:20  a.m.  to  5:30  P.  M. 

Rain  and  snow    before   day, 

0.37;  clear  part  of  A.  M. 
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Ther- 
mometer. 

Weather.                                ~  _2    J£ 

Prevailing    -3  ™ 

*a 

,03 

Wind.      '  « -S    -S 

KEMARKS. 

oj 

V 

Js 

Morn- 

After- 

c S 

£ 

& 

.bc 

s 

O 

ing. 

noon. 

c 

ft 

ft 

ft 

Pho2 

GO 

1 

12      22  J 
12      28.5 
214    38 

Clear-- 

Clear 

N    W...        __ 

2 

"     __  N.  W.     -     - 

3 

« 

"        !n  W. 

West  winds. 

4i  27A    41 

"     _.      ' 



Cloudy  part  of  morning. 

5    30      381 

Cloudy 
Clear   - 

"         N.  W. 

6   29 

43I 

"   -In.  w 

S    7    25 

43       "     - 

N.  W.,  S.  W. 

8,  33 

40   Cloudy 

Cloudy 

S.  w 

0.04 



Clear  part  A.  M. ;  light  snow 

P.M.;  clear  part  ev'g. 

9:  333 

43 

Clear   -Clc ■■• 





Cloudy  part  of  evening. 

10 ;  29 

41* 

Cloudy 

"     -|N.E.,  N 

.__ 



Light     snow     before    day ; 

11    29 

46 

Clear-- 

"     __ 

N.  W.,  S.  W. 





partly  clear  part  morning. 

12 

35 

431 

Cloudy 

Cloudy 

S.  W._-       - 

0.06 



Rain  1  to  4  p.m.,  0.06;  clear 
part  of  evening. 

13 

36 

465 

S.  W.,  N.  W. 

0.06 

Partly  clear  part  a.m.;  rain 
9:05  A.  M.  to  1  p.  m.,  0.05  ; 
rain  and  snow  part  of 
evening,  0.01 

S  14 

34 

49 

Clear  _  _ 

s.  w.    

Cloudy  part  of  evening. 
Cloudy  part  of  afternoon. 

15 

33} 

534 

«     _~_ 

N.  E.,  S.  E._ 

16 

32 

60 

"     . 

"     __ 

S.E.,S.W.,N. 





Foggy  morning. 

17 

33} 

50 

" 

"     

N.W,NE,SE 





18 

34" 

54 

" 

Cloudy 

S.  W.,  S.  E._ 





Clear  part  of  afternoon. 

19    394 

43 

Cloudy 

" 

S.E.,  N.E.,  E 

0.05 



Light  rain  before  day,  0.01  ; 

hail,    rain,    thunder  and 

lightning  4  p.  m.,  0.04. 

20 

344 

41* 

" 

Rain  — 

N.  E 

0  02 

— - 

Misty  till  7:15  A.  M.,  0.02  ; 
misty  p.M.;rain  after  6  pm. 

S  21 

37 

494; 

Rain  — 

— 

N.  E.,  S.  E.- 

0.91 



Rain  till  7:15  A.  M.,  0.88; 
part  a.m.,  0.03;  clear  part 
p.  M.;  rain  6:45  P.  M. 

22 

40 

47 

C'y  m'st 

all  day. 

S.  W 

0.49 



Rain  before  day,  0.49. 

23 

34 

404 

Cloudy 

Clear. - 

W..N.W.— 





24 

30 

44 

Clear   . 

« 

N.  W 

25 

33 

56 

Cloudy 
Clear   - 

s.  w 

26 

47.5 

553 

Cloudy 

W.,  S.  W.— 

Cloudy  evening. 

27   44 

46 

„        Rain    1 
Snow  J 

S.W..S.E..NE 



"{ 

Rain  10  a.m.,  and  after  4  p. 
M.  with  snow. 

S  28   33* 

504 

" 

Clear -. 

N.  E.,  S.  E- 

0.67 

Rain  and  snow  before  day, 

0.67  ;  clear  6  A.  M. 

29 

35 

40 

" 

Rain  -- 

S.  E.,  N.  E 

Misty  part  a.m.;  rain  3  p.m. 

30 

37 

444 

Rain  __ 

S.  E 

1.35 



Rain  before  day,  0.69  ;  9  to 
11:30  am.,  0'.21;  part  p.m., 
0.05;  sh'r  7  to  9  P.M.,  0.40. 

31 

43 

664 

Cloudy   Cloudy 

S 

0.30 

:*,  95 

_.._ 

Rain  before  dav,  0.03  ;  rain 
7:45  to  10  p.m.,  0.27. 
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April,   1886. 


Ther- 
mometer. 

Weather. 

Prevailing. 
Wind. 

,g 

Q 

% 

3 

to 

Morn- 
ing. 

After- 
noon. 

5  -S 
c  S 

•3  g 

0 

a 
02 

BEMARKS. 

1  48 

2  43 

3  35A 

57 
53 

41 
35 

37$ 

47* 

47 

47 
61 
67* 

48" 

62* 

67 
67 

Cloudy   Clear  -  _ 
Clear—      "     — 

S.  W 

S.W.,  N.  W.— 

N.  E.       -  -  ■-  - 

Cleared  7  A. M. 
Cloudy  evening. 
Clear  part  of  afternoon. 
Snow  before  day,  0. 05;  snow 

2  to  9  p.  M.,  0.16. 
Bain  and  snow  till  11  a.  m., 

0.0S;  rain  3:50  p.  M.         j 
Bain  till  10:30  A.  M.,  2.41'; 

4:50  to  8  p.  M.,  0.33. 
Cleared  at  sunrise;  rain  parts 

of  afternoon  and  evening, 

0.04;  cleared  8  p.  M. 
Cloudy  part  of  afternoon. 

S    4 
5 
6 

7 

8 

29 
32 
35 

39* 

38 
35* 
44 
42* 

41*. 

52 

49 

Bain   1 
Snow  / 

Bain  — 

Clear - 

Cloudy 

Bain  - 

Clear 

Cloudy 

Clear  — 

Cloudy 
Clear  — 

Cloudy 
Clear  — 

Snow  _  - 
Bain  -. 
Cloudy 

Clear  - _ 
Cloudy 

Clear  — 

N.  E 

N.  E. 

N.  E 

S.W..N.,  S  E. 

N.  W.  - 

0.21 
0.08 
2.74 
0.04 

— - 

9 
10 

N.  W.,  S.  W. 
S.  W.  — 

.... 

S  11 

12 
13 
14 

N.  E.,  S.  E.  - 

N.  E.,S.  E.,  S. 
s.  w 

NW.  NE  SE, 

0.02 
0.36 



Partly  clear  part  of  morn- 
ing; light  rain  3  P.  M.  ; 
partly  clear  part  of  ev'g. 

Shower  8:15  a.m.,  0.02;  cle'r 
parts  of  aft'noon  &even'g. 

Sh'rs  till  8  a.m.,  0.30;  show- 
5  p.m.,  0.05;  8  p.m.,  0.01. 

Cloudy  evening. 

Foggy  morning. 

Cleared  7:30  A.  M. 

Cleared  10  A.  M. 
Cherries  flowered. 

Light  shower  4  p.  M.;  pears 

flowered. 
Cleared  4  p. M. 
Cleared  10  A.  M. 
Bain  8:20  to  10:40  A.M.,  0.11; 

15 
16 
17 
S  18 
19 
20 
21 
22 
23 
24 

47     64* 
41  J,  46* 
41.1    56 
39  I  64J 
46*    74 
56  .  66.1 
45J   70.1 
54.1'  76* 
53"    79" 
60      79 

Cloudy" 
Clear  — 

Cloudy 
Clear  _ - 
Cloudy 
Clear  — 

S.   E 

N.E.,  S.E.- 
N.  E.,  S.  E.  - 
N.  E.,  S.  E.  - 
N.  W.,  S.  W. 
N.  E.,   S.  E- 

e..  a,  s.  w._ 

All  points.  - 
NE,NW.,SW 
S.  W.  - 

— 

:::: 

S  25 
26 

27 

51J 

48* 
50 

57* 
65* 

N.  E.,  E.— 

E.,  S.  E 

E.-        

0.12 

m 

46 
50 
40 

66* 
55" 

55$ 

S.  W 

1  to  1:30  P.  M.,  0.01. 
Clear  part  of  morning. 
Clear  part  of  morning. 
Cloudy  evening. 

29 

30 

E.-. 

N.  E.,  E 

.... 

3.57 

— 
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May,  1886. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


REMARKS. 


1  43  55V  Clear - 

2  47  67*     "    - 

3  45  67  j     "    — 

4  50  73 

5  60.V  79 


6    531    69    Cloudy 
7 


Cloudy   N.  E 

Clear -N.   E.,  S.  E. 

-S.  E 

— jS.  W 

S.  W 0.05 


9  49 

10 1  53 

11  50 

12  50 

13  48 
14'  49 
15  49 


Rain  — 


70    Clear  — 
59   Cloudy 

601 

57 

511 

62    C'ym'si 

61 J  Cloudy 


S  16    56  66i 

17.45J  64 

18-  48J  66 

19    53  I  64iRain 


Rain  . 

Clear . 


20  56 

21  531 
22|  58 

S  23   63 


65  J  Cloud  v 

72J 


Rain  — 
Cloudy 


Clear  _- 
Cloudy 


All  points -_ 

N.  E 

N.  E 


N.  W.  — 
N.  E,  E.. 


2.43  . 


0.03 


N.  E.,  S.  E.  _ 
S.   E 

Rain  —IS.  E.,  N.  E.- 
alldayJN.  E.,  S.  E.-I-. 
Cloudy   S.  E.   i  0.03 


Clear -N   W. 

N.  W.,  W. 
Cloudy   W.,S 

s.  w 

s.  w 


701 


Clear'-  Clear -IN.,  W.,  S.  W. 

"    —  S.W. 

—  N.  W.,  S.  W. 


Cloudy   Rain -W.,  N.,S.   E.  0.15 
Clear -Jn 0.02 


451   59    Clear 

47  I  62   Cloudy   Cloudy 

70   Clear 

72i     " 


S  301  58 
31    64 


Clear  — 


Cloudy 


N.  W 

S.  W 

N.  W 

N.  W.,  S.  W. 

S.  W. 

N.  E 


Clear  part  of  afternoon. 

Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 
Cloudy  part  of  p.m.  ;  shower 
J     4  to  5  P.M  ,  0.02 ;  6  to  6:30 
|     p.  M.,  0.03. 
.  Rain  before  day,  0.01  ;  clear 

part    of     A.M. ;      shower 

9:30  P.  M.,0.14. 
Foggy  A.M. ;    clear   part   of 

A.M.  ;  rain  3:30  P.  M. 
Rain  till  7  a.m.,  1.90;    8:30 

to    11:15     A.    m.,     0.35 : 

12:30  to  2 P.M,  0.12;  part 

of  evening,  0.06. 
Cloudy  part  of  evening. 
Partly  clear  part  of   p.  M. ; 

rain  1:30  to  2:30  p.m. 
Clear  part  of  afternoon. 
Clear  part  of  afternoon. 
Rain  10:30  A.M.  to  8:45  p.m. 

Misty  part  of  A  M.,  0.02 ; 
part  p.  M.,  0.01  ;  rainy 
evening  after  9  P.  M. 

Rain  till  5:30  A.  M.,  0.24  ; 
cleared  7:30  a.m. 

Rain  till    9:30   A.M..    0.25. 
Partly  clear    part  of  P.M. ; 

then  shower  9:30  P.  M. 
Shower  7:15  to  10  p.m.,  0.26. 
Cloudy  before  day  ;    cloudy 

part  of  evening. 
Rain    12:15   to    5:15   P.  M.; 

clear  part  of  evening. 
Rain  6  to  8  a.m.,  0.02  ;  clear 

part  of   a.m.,  and   cloudy 

part  of  afternoon. 
Shower  11:45  a.m.,  0.01. 
Shower  8:45  to  10:15   A.M.,, 

0.03  ,  5:40  to  8  p.m.,  0.22  ; 

cleared  9  p.m. 

Cloudy  9  a.m.;  sprinkles 
part  of  morning;  clear  ev'g. 
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June,    1S86. 


Ther- 
mometer. 

Wind, 

Prevailing 
Wind. 

T3 

i 

rg 

.8 

o 
c 
w 

a5 
P 

o 

Hi 

J3 

Morn- 
ing. 

After- 
noon. 

REMARKS. 

1 
2 

56 
57 

74 
73 

Cloudy 

Clear ._ 
Cloudy 

N.  E..  S.  E.- 
S.  E.,  S.  W- 

.... 

-— 

Cleared  8  A.  M. 
Clear  part  of  evening. 

4 

5 

S    6i 

7 


53  68    Clear - 

53  70i|     "    - 

54  76J1  "  - 
59.1  71  Cloudy 
62.',  76    Clear-. 

57  77i      "     .. 

58  76    Cloudy 

63  78J  Clear  - 

61  75  I     "     _. 

61  75  Icioudy 

59  i  61i  Rain  .. 


Clear . 


Cloudy 
Clear-. 
Cloudy 
Clear  _. 


S.  W.,  N.  W.  0.11 Light  rain  6  a.m.  to  1  p.m., 

0.11  ;  clear  part  of  after- 
noon and  evening. 


18 
19 
S  20 
21 
22 


701  Cloudy' 

74J 

79 


71 

7  U  Clear - 
75"  "  _. 
58  j  76  "  - 
60     09    Cloudy 


23    60      65.',  Rain  .. 


26 

S  27 
28 
29 
30 


58 J    67.1  Cloudy 

iii;  76"      "  . 


61  i  78    Clear  . 

62j  78        "     . 

58.1  73        "     . 

58  79.',      "     . 

62J  74",     "     - 


Misty- - 

Cloudy 
Clear -_ 
Cloudy 

Clear-- 

Rain  -_ 

Cloudy 


.  N.  W.,  E,  S. 

S.,S.  E 

S.E.,  S.  W.,S. 
S.  E 

N.,  W.,  S.  W 
S.E.,S.,S.E. 
.  N.  W.,  S.  W. 

.IN.  E 

.  N.  E,  S.  E._ 
.iS.  E..N.E.  - 

N.  E 


N.  E.,  S.  E. 
S.  E.,  S.  W. 

S.W 


N.  W.,  N— 
N.  E 

All  points— 

S.  W.,  S.  - 
N.  E.,  S.  E. 


N.E..8.E... 

8.  E.,  8.  W. 


N.  W.  — 
N.  W.  — 

N.  E 

S.W 

N.  E.,  S.. 


0.33  - 
0.16  - 


0.45. 

0.05 

. 

1.73 

0.23 
0.97 
0.03 


Cloudy  evening. 

Clear  part  of  afternoon. 

Rain  5  to  8  p.  M.,  0.33. 
Rain  before  day,0. 14;  shower 
7  p.  M.,  0.02. 

Cloudy  part  of  evening. 
Partly   clear  part  morning  ; 

cloudy  part  of  evening. 
Rain  5  to   6:45  A.  M.,   0.22  ; 

7:15  A.  M.  to  12:45  P.  M., 

0.23  ;  misty  rest  of  day. 
Misty  rain  before  day,  0.05; 

clear  evening. 
Foggy  morning;  clear   part 

morning;  cloudy  evening. 
Shower  1  to  2:15  p.m.,  1:70; 

2:45   to  3:15  p.m.,   0.03; 

clear  part  of  evening. 


Rain  parts  A.  M.,  0.03;.  2  to 
6:15  p.m.,  0.20;  rain  10:30 

P.  M. 

Rain  till  9:30  A.  M.,  0.94; 
part  of  afternoon,  0.03. 

Rain  before  day,  0.02;  clear 
part  P.  M.;  shower  7  P.  M., 
0.01 ;    clear  part  evening. 

Cloudy  with  light  shower 
4:45  P.  M. 
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July,  1886. 


Ther- 
mometer, 


Morn-     A  fter- 
ing.       noon. 


Prevailing. 
Wind. 


22   --> 


1  56*|  75*  Clear  -  Cleai  -  S.  E I 

2  58  i  71 *      "     -Cloudy  N.E.,  E.,  N.E. 

3  63  !  83*      "     __  Clear  -  N.W..NE.SE. 

4  65J   85       "     -     "     __  N.W.,NE,SE. 

5  65      82*  Cloudy       " All  points 


6  68*, 

7  71 

8  76 
9!  66 

10   62* 


S  11 
12 
13 
14 


15 
16 

17 
S  IS 
19 
20 
21 

22 
23 
24 

S  25 

26 


86    Clear-.      "     _.  S.  W 

90S      "     -      "     -S.  VV 

84  Cy  m'st  all  day.  N.  E.,  S.  E.__ 
81  Clear— .Clear— N.E..S.E.— 
77    Rain  —      "     ..  N.  E.,  S.,  N- 


Cloudy  part  of  morning. 
Cloudy  before  day. 

Foggy   morning;   cleared  9 
A.M.;  cloudy  10  P.  M. 

Cloudy  part  of  evening. 


67*. 


82    Clear. 

75  i  "  . 
76*  "  . 
75        "     . 


79*  Cloudy 
77  I  Rain  _. 


"    -  S.  W.,  N.  W 

"    -N.  E.,  S.  E.. 

Cloudy  8.  W.,  S.  E.. 

N.  E.,  S.E.~ 


S.  E.,  S.. 
S 


81    Clear  -  Clear  -  NW,  NE,  SE 

82*      "     -      "     -  S.  W.— 

76*i     "    -      "     -N.  W 

78"!     "     -     "    -  N.  W.,  N.— 
70*  Cloudy   Cloudv   N.,  E.,  N.  E. 

79*  Clear  -  Clear  -  N.  W 

78  "     _      "     -N.  E.,  N 

7S*     "    -     "     -N.,  W.,S.  W. 

74*  ^fjy  |  most  all  day.      S.  W.- 

79  Cloudy   Cloudy   All  points  — _ 


Rain  with  thunder  till  8  A. 
M.,  0.82;  8:50  to  9:40  a.m.; 
0.07. 


1.12. 
0.84- 


Clouded  over  3  P.  M. 
Cloudy  part  A.  it.;  rain  3:50 

to  4:45  p.  m.,  0.04;  6:40  to 

8  p.  M.,  0.71. 
Rain  5:15  to  6:15  a.m  ,  1.12; 

clear  part  of  afternoon. 
Rain   till   6:30  A.  m„  0.81; 

clear  part  p.m.;  rain  10:30 

p.  m.,  0.03. 


---  Shower  after  10:40  P.  M. 
—  Shower  before  day,  0.28. 


Rain  7  to  11:30  A.  M.,  0.42; 
clear  part  of  evening. 


80*        "       Clear-  S.  W.,  N.  W.!  0.05' 

83  Clear -i     "     -  N.E,N.W,W. 

87  "     -|     "     -S.  W. 

88  C'y  m'st  all  day- All  points — 
80  Cloudy   Cloudy    All  points — 


0.18 Foggy   morning;  rain    6  to 

i     7:30  P.  M.,  0.18. 
Rain  8:15  to  10  A.  M.,  0.05  ; 
cloudy  evening. 

Cloudy  evening. 


0.08 Showers  5:15  to  9:30  A.  M., 

0.08 ;  clear  parts  of  after- 

4.61 noon  and  evening. 
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August,  1886. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


3.3  a 

0  s  * 

•3  °  ° 

3  a  a 

Woo.  02 


REMARKS. 


s   1 

69 

2 

73 

3 

60 

4 

57* 

5 

58 

6 

62 

7 

63 

S  8 

60 

9 

64 

10 

65 

11 

70 

12 

73 

13 

66 

14 

72 

S  15 

63 

16 

61 

17 

72 

18 

62 

19 

58 

20 

58* 

21 

56 

S  22 

54* 

23 

58 

24 

61 

25 

66 

26 

65* 

27 

65 

28 

68 

S  29 

71 

30 

71J 

31 

71 

84 


Cloudy 
Clear-- 
Cloudy 


Clear  - . 
Cloudy 

Clear-. 

Cloudy 


Cloudy 
Clear  - _ 

Cloudy 

Rain  __ 
Clear  -. 


:S.        E,      S.- 


0.01 


N.  W 

N.  W — - 

N.  W -I— - 

N.  W,  S.  W.— - 
IN.  E 0.03 


N.  E 

N.  W.,  S.  W, 

S.  W,  S 

S.  W 


S.  W. 


83   Clear  — 

86    Cloudy 

77*  Clear 

78 

80J 

72 

75 

73* 

73 

73* 

76" 

77*  C'y  m'st 

80    Clear  — 


82  C'y  m'st 
85*|Clear  — 
86*  Cloudy 


7  1.1 


Clear  - 


Cloudy 
Clear - 
Cloudy 
Clear-- 


all  day- 
Cloudy 

Clear  . . 
all  day . 
Clear  _. 


Cloudy 


W.,  N.  W.— 

N.,  E,  S 

S.  W.,  N.— 
N.  E,  S.  E- 
8 


W.,  N.,  N.  E. 
N.  E,  E— 
N.  E.,  S.  E- 
N.  E,  S.  E- 

N.  E.,  E 

N.  E,  S.  E.- 
N.  E.,S.  E... 
All  points.  -. 
N.E.,  E 


s.  w.,  w 

All  points — 

!S.  W.,  N.  W. 
8.  W.,  S— 


S.  E. 


0.86 


0.77 


Clear  part  of  morn'g;   show- 
er 2  p.  M.,  0.01. 
Cleared  8  A. M. 


Clouded  over  3  p.  M. 

Rain   before  day,  0.03;   cl'r 

part  p.m.  and  part  eve'g. 
Rain  7:20  a.m.  to  7  p.m.,  0;83; 

9  to  11  p.  m.,  0.03. 
Cleared  7  A.  M. 
Hazy  part  of  morning. 
Clear  part   of  morning  and 

cloudy  part  of  afternoon. 
Cl'dy  part  p.m.;  digg'gup  be- 
fore my  house  for  city  rail'y. 
Cl'r  part  A.M.;  putting  down 

the  rails  for  city  railway. 

Cleared  9  A.  M. 

Foggy  am.;  cl'ded  over  2  pm. 

Cl'dy  part  A.  m.;  clear  eve'g, 
Cloudy  part  of  afternoon. 


S.  W.,  N.  W.    0.23 
1.90 


Cloudy  part  of  morning. 

Cloudy  part  of  morning  and 

clear  part  of  afternoon. 
Cloudy  part  of  morning. 

Cloudy  part  of  afternoon. 
Cleared  10  a.m.;  cloudy  3  to 

4  p.m.,  with  sprinkles. 
Sprinkle  before  day;  shower 

8  to  11:50  a.m.,  0.75;  1  p. 

M.,  0.02;  cleared  2  P.  M. 
Rain  before  day,  0.02;   9:45 

A.  M.,  0.08;  1    P.  M.,   0.02; 

5:30  P.  M.,   0.11;   cleared 

9:30  P.  M. 
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September,     1886. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


B.S 


REMARKS. 


9 
10 
11 

S  12 


18 
S  19 
20 
21 
22 
23 

24 
25 
S  26 
27 
28 
29 

30 


71* 
70j 
72 


Clear- 


Clear . 


72    Cloudy 
74*  Clear  _. 


Cloudy 


58| 

79 

58* 

69J 

53 

73 

60 

72* 

64 

75* 

68 

84 

66 

75 

56 

75 

62 

68* 

49 

67 

47  i 

59* 

57 

75 

51 

70* 

59 

69* 

62.! 

79 

*  Cloudy 


Clear  — 


Cloudy 


C'y  m'st 


85*  Clear-. 
68    Cloudy 

67    Clear - 


Cloudy 
Clear  — 

Cloudy 


Clear-. 
Cloudy 


Clear  _ . 


Cloudy 
Clear - 

Cloudy 
Clear  __ 


all  day, 
Clear - 


N.  W 

N.E.,  S.  E.. 
All  points. . 

N.  E.,  S.  E.- Cloudy  evening. 

N.  E.,  E :— -  Cleared  11  A.  M. 

N.  E.,  S.  E j Cloudy  part  of  morning  and 

part  of  evening. 
N.  E.,  S.  E j Misty  and  foggy  before  day ; 

cloudy  part  of  evening. 
N.  E.,   S.  E Clear  part  of   morning,  and 

cloudy  part  of  evening. 

N.  E.,  E 0.75 Eain  8  A.M.to  4:30  p.m.,0.75. 

N.,  S.  E 0.01 Eain  before  day,  0.01. 

N.  W 

S.  W 0.39, Cloudy    part    of    morning; 

clear  part  of   afternoon  ; 

shower  6  to  7  P.  M.,  0.39. 
W.,  N.  W.  —  0.01 jEain      before      day,    0.01; 

cloudy  part  of  afternoon. 

S.  W I— . 

S.  W,  S.  E. 
S.  E 


0.16] IBain  before  day,  0.09  ;   8:30 

to  11:30  A.  M.,  0.07;   clear 

evening. 
S.  W 0.05 Cloudy   part    of    morning; 

showers  8:50  to  9:20  P.M., 

0.05. 
N.E.,  S.E.— I— - 

N.  E.,S,S.  W 

N.  W. —| j Cloudy  before  day. 

N.  W ____-— 

N.  E 

S.W.,N.,  N.E.  0.12 Eain  before  day,  0.12  ;  clear- 

]     ed  8  A.  M. 

All  points Cleared  10  A.  M. 

S.W.,   S.  E._ 

S.  W i 

S.  W '—-— 

S.  W 

N.  W 0.01 Eain   before  day,  and   7:45 

A.  M. 

N.  E.,  S.  E.. 
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October,   1886. 


Ther- 

8 

mometer. 

s  s 

^ 

Previling 

?'S 

c 

REMAKES. 

, 

8 

Morn-    After- 

Wind. 

c  & 

'Z 

03 

0 

.5  0 

u 

kJ 

W 

Phoq 

ce 

1 

51 

2 

41 

S    3 

38* 

4 

42 

5 

47 

6 

50.; 

•7 

50 

8 

49 

9 

51 

S  10 

53 

11 

51.! 

12 

54 

13 

60 

14 

59 

IB 

61 

16 

46 

S  17 

30.', 

18 

47  | 

19 

50 

20 

52*1 

21 

55* 

22 

43 

23 

SO 

S  24 

42 

25 

44 

26 

50 

27 

46J 

28 

45 

29 

50 

30 

49.', 

a  31 

50 

67    Clear— Clear - 
58        "     - 


67*  "  - 
68*  "  - 
69    Cloudy 

76  Clear - 
73  "  - 
73        "     - 

77  "     - 
71*     "     -  Cloudy 
67    Cloudy  '       " 

71    Clear— Clear- 
51  1     "    -      «     - 
—  Cloudy 
:     -Clear-. 


Cloudy    Cloudy 
"        Clear-. 


63  Clear--  "  .. 
67  ,  "  -  "  -. 
58  I  "  -|  "  -. 
65  C'y  m'6t  all  day. 
56*  Cloudy   Cloudy 

50*  Rain  —        " 


53    Cloudy   Misty  . 

55*        "       Cloudy 

53" 

55    Rain  --        " 


I         I 

S.  W.,  N.  W.— -  L 

N.W , Frost. 

N.W.,  S.W.-! 

S.  W Cloudv  evening. 

N.  E„  S.  E 

N.  E 

n!e.,''s,S.W. Cleared  10  A.  M. 

S.  W.,  N.  W. Hazy  part  of  morning 

NW.NE.SE.1-. 
All  points. . 
S.  W.,  N.  W.|. 

-  Clouded  over  3  p.  M. 

_  Light  rain  6  p.  M.;  city  rail- 
road opened. 


NW,  NE,  SE. 
S.  E 


S.  W.,  N.  W. 

N.  W.,N 

N.  W.,  S.  W. 
All  points.  — 


N.  E.,S  E- 
E.,  S.,S.  W. 
S.W.,  N.W.-i  0.02 

S.  W.- .... 

All  points.  —  I 

N.  E.,  S.  E- — 

N.  E.,  S.  W 

S.W.,N.,N.E 


Cloudy  part  of  morning  and 
part  of  afternoon. 

Cleared  4  p.  M. 
Rain  8:30  to  9:30  A.  M.,  0.02  ; 
cleared  11  A.  M. 


N.  E. 


1.62 

0.54 
0.01 


N.  E._ 

N.  E 

N.W.,  N.  E.  0.29 

52.48 


Foggy  morning  ;  rainy  after 
5:15  p.  M. 

Rain  till  11  A.M.,  1.41 ;  2  to 
3  P.  M.,0.18;  part  of  even- 
ing, 0.03. 

Rain  before  day,  0.48  ;  part 
of  evening,  0.06. 

Light  rain  part  of  afternoon. 

Rain  9:30  p.  M. 

Rain  till  7  a.m.,  0.28;  11  A. 
M,  till  noon,  0.01  ;  clear 
evening. 
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November,   1886. 


Ther- 
mometer. 

Weather. 

1 
0 

Hi 

Mi 

k 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


™ 

a  £ 

& 

-3  = 

a 

S    7 


47  :  65    Clear- Clear -|N.  W.,  N.. 


--Cloudy 


36 \ :  44   Cloudy  Clear - 


:;o 


40* 


Clear . 


Cloudy 


11    45$    58.5  Clear - 
12.  43      45*  Cloudy 

39     42*  Bain  - 


S  14 
15 


16  32 

17  34 


31*1  45  Clear-- 
34*1  49*1  "  — 
44*'  "  - 
58f  Bain 


Bain  _- 

Cloudy 
Clear  — 


Bain  -. 


18    67*   07*  Cloudy   Clear 


19:  39  :  44    Clear  - 

20    36  !  53  i     "     - 

S  21    38      50       "     - 

22  34     49        "     - 

23  41      63    Bain  - 


53  j  54   Cloudy  Clear  ~|W. 
37  I  41         "      iEain  -IN.  E. 


26  30 

27  27 
S  28  27* 

29  31" 

30  36 


S.  W. 


N.W., 

S.  W 

S.W.,  N.W. 

s.  w 

s.  w 


N.W. 


S.  W.,  N.  W. 

S.  W 

S.  W 


S.  W.,  N.  W. 
N.  E 


N.W. 


N.  W 

S.  W.,  N.W 
N.W.,  S.  W. 
N.  E.,  S.  E— 
S.E.,S.,N.W. 


S.  W.,  W.-- 
S.  W 

N.  W.,  S.  W. 
-  N.  W.,  N,  E. 
Cloudy  S.   E.,  S.   W. 


38*  Clear   -  Clear . 
37*      "     -      "     . 


iN.  W 

S.  W.,  W— 
43*     "    - .      "     -  S.  W 

54  '     "     -     "     -  S.  W.,  S 

49    Cloudy   Cloudy   S.  E.,  N.  E- 


Foggy  A.  M.;  rain  6  p.   M.. 

with  thunder  and  light'g, 
1.02 Snow  and  rain  before  day, 

1.02:  cleared  8  A.M.;  cl'dy 

part  P.M., with  snow  squall 
' Cloudy   part   of    afternoon, 

with  snow  squall. 

1 Cloudy  evening. 

0.01 ' Bain     parts  A.  M.;    cloudy 

parts  p.m.  and  evening. 

Cloudy  part  of  afternoon. 

0.02 Light  rain  parts  a.m.,  0.02  ; 

rain  3  P.  M. 
1.69 Bain  till  6:30  A.  M.,  1.69 ; 

cleared  11  p.  M. 


0.14 Bain  7  A.  M.  to  6  p.m.,  0.14. 

0.54 Bain  before  day,  0.01  ;  10  to 

11  A.  M.,  0.53,  with  thun- 
der and  lightning. 


Cloudy  part  of  morning. 


Cloudv  evening. 

0.86 Heavy  rain  till  9  a.m.,  0.80, 

and   light   till   11   A.  M., 
0.04;  part  evening,  0  02. 

Clear  part  of  A.  M.;  cloudy 

part  of  evening. 
Bain  before  day,  0.02  ;   9  A. 
M.,  0.02  ;  1   to  5:30  P.  M., 
0.28;  7  to  10  p.  M.,  0.16; 
cleared  lip.  m. 


0.48 


Cloudy  part  of  evening. 

0.05 Clear  part  A.  M.  ;  rain  4  to 

5:30  P.  m. 

4.81 


("A.M.  t 10  •"•  M' 
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December,  1886. 


Ther- 

mometer. 

„j 

a!       1 

-C 

Morn- 

After- 

rt    1      0 

w 

ing. 

noon. 

Prevailing 
Wind. 


s.i 


P5ao     co 


1 

35 

2 

17  1 

3 

17* 

4 

18 

S     5 

10 

6 

19 

7 

21 

8 

20 

9 

19 

10 

15 

11 

27 

S  12 

31 

13 

36 

14 

37 

15 

32 

16 

15 

17 

11 

18 

24J 

S  19 

33J 

20 

31 

21 

25 

22 

30 

23 

32 

24 

36 

25 

33 

S  20    21 

27    2H 

28;  23 

29    20 

30 

15 

43  I  Cloudy   Cloudy   W.  - 


22*.  Clear  - 

28 


Snow . 


Clear- N.  W. - 

"    —  N.  W.  - 
Cloudy   N.W.- 

"      iN.E.— 


Cloudy 


[  0.01   Clear  part  A.  M.;  light  rain 

part  of  afternoon. 
0.01 Snow  srjuall  beforeday,  0.01. 


N.  E 


Snow—        "       IN.E 

Clear-  Clear  -W.,  S.  W.— 

"     -  N.  W 

"     -  N.  W.,  S.  W 

"    -  S.  W 

Cloudy  iCloudy    N.  E 

Rain  ..Bain  ..  N.  E 


Cloudy 


Clear  - 
/  Snow 
\Rain 

Cloudy 


Clear  -  N.  W 

*n?w)  S.W.,S.E.- 
Kain  J 

Clear -iN.  E.,  N.  W. 

Cloudy   S.W 

Rain  -  S.  W.,  S 


Clear  — 

38  Cloudy 

39  jClear  — 

53    Foggy  _ 


Cloudy   S.  W 

Clear-  N.  W 

"     -S.W 

Cloudy   S.  W.,  W.. 

"      |N.,E 


All  points.  - 


37.1  Clear-  Clear -JN.  W 

30    Cloudy   Cloudy    N.  E 

39i        "        Clear -S.  W,N.  W. 

28    C'ym'stlall  day.  N.  W 

28    Clear- Cloudy   N.  W.,  N.  E. 
20f  Snow  —  Snow  —  N.  E — 

:;:;^;;}Kain-N.E.- 


(Mil 


6.00  Snow  till  4  p.  m.  and  drifts 

badly. 
Clear  11  A.  M.  to  2  p.   M. ; 

snow  9  p.  M. 
3.00  Snow  till  7  A.  M.,  3  inches. 


Rain  10  a.m   to  3  p.m.,  0.07. 
Misty  rain  all  day  and  part 

of  evening. 
Cleared  10  a  m.;  cloudy  part 

of  evening. 
Snow  and  rain  7:30  A.  M.  to 

5  P.M.,  and  then  snow. 
Snow  before  day,  0.44;  part 

of  morning,  0.01. 
Clouded  over  3  P.  M. 

Snow   before  day  and  then 

rain  till  9  p.  M. 
Clear  part  of  evening. 
Clear  part  of  morning. 


Clouded  over  at  noon  ;  rain 
4:40  to  8  P.  M. 

Rain  before  day,  0.06;  show- 
er 9  A.  M.,  0.02;  part  ev'g, 
0.05;  clear  part  morning. 

Snowy  evening. 
Cleared  off  at  noon. 


Light  snow  all  day. 
Snow  and  rain  till  8  P.  M. 


Ml   lllrllrrl   f„r    1NSII,  .lli.lll    illl'lli'M. 
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January,   1887. 


Ther- 
mometer. 

Weather. 

Prevailing 
Wind. 

•a    . 
0.2 

'5  ° 
Mcc 

t 

_B 

_B 

O 
B 

0 

% 
0 

be 

Morn- 
ing. 

After- 
noon. 

EEMARKS. 

1 

S    2 

29 

17 
10 

8 

20 

28 

20 

6 

7 

18 
10 
9 
22 
34 
35 

26 
31 

23 
9 
23 
38 
30 
36 

52 

31 
42 

15 
23 
46 

36 

35 

37J 

20£ 

19 

24 

35 

33£ 

30J 
16 
20 

24 
21 
34 
40 

39J 
39" 

36 

Eain  — 
Clear — 

Cloudy 

Clear  — 
C'y  m'st 
Clear - 
Cloudy 

Clear  — 

Eain  — 
Cloudy 

Clear   _ 

Cloudy 
Clear  — 

J  Eain 

\Snow 
Clear  — 
all  day- 
Clear— 
Snow  — 

Clear  — 

Cloudy 

Eain  — 

Clear  __ 
Cloudy 

Clear  — 
Cloudy 
Clear  — 
f  Eain 
(.Snow 

Clear  — 
f  Eain 
\  Snow 

Clear 

all  day- 
Eain  — 

Cloudy 

Clear  „ 

S.  W.,  N.  W. 

N.  W. 

0.77 

.... 

Heavy  rain  before  day,  0:70; 
8  to  11  A.M.  el'r  partev'g. 
Cloudy  before  day. 

W.,  N.  W. 
N.,  N.  E._ 

N.  E 

N.  W 

W.,  N.,  N. 
N.  E 

4 

5 

6 
7 
8 

"e. 

0.66 



Cloudy  part  of  evening. 
Eain  4  p.  M.,  snow  afterw'd. 
Snow  before  day,  0.66. 

S    9 

10 
11 

12 

N.  E 

W.,  N.  W 
W.,S.W._ 
S.  W- 

" 

.... 

5.00 

Light  snow  8  a.m.  to  2:30  p. 

M.,  and  then  heavy. 
Snow  before  day,  5  in. ;  clear 

part  of  morning. 
Clear  part  of  evening. 

13 

N.  W.,  S. 
N.  E.,  S., 

s.  w.,  w. 

s.  w 

E. 

W. 

14 
15 

0.99 

— 

Eain  till  11  A.  M. 
Clear  part  of  afternoon,  and 
part  of  evening. 

S  16 

17 
18 

40£ 
26 

Cloudy 

E.,  S.,  N. 
N.W 

W. 

0.35 



Eain  before  day,  0.02,  and 
8:15  a.m.  to  7  p.m.,  0.33; 
cleared  10:30  p.  M. 

11 

27       "    — 
39    Cloudy 
50         " 
38  !      " 
60    Clear  — 

56    Ealu  — 
494  Clear 

S.  W.  -     - 

Clear  part  of  evening. 
Clear  part  of  morning. 
Cleared  8  A.  M. 
Clear  part  of  evening. 

Eain   till   2:45    p.  M.,   and 
then   snow   till  4   p.   M. ; 
cleared  6:30  p.  M. 

20 

S.  W.~ 

21 

S.  W.,  N._ 
N.  E 

— 

— - 

s  n 

S.  W- 

24 

S.  W.,  N. 
s.  w 

w. 

0.45 

— - 

26 

27 
28 
29 

S  30 

31 

433 

272 
49 
54 

43 

39 

C'y  m'st 
Cloudy 

S.  W.,  N.  W. 

N.  W.,  S.  W. 
s.  w 

S.,W.,  N.— 

N.  E.,S.,S.W 
N.  W.,N.,  E 

0.12 

0~.88 
0.02 

4.21 

5.0C 

Clouded  over  7:30  A  M. ;  rain 
9:45  a.m.  to  1:30  p.m.,  and 
then  snow  till  4:30  P.  M. ; 
cleared  6  P.  M. 

Rain  10  A.  M.  to  7:15  P.  M.  ; 

clear  part  of  evening. 
Eain   part  of    A.  M.,  0.02; 

partly  clear  part  of  ev'g. 
Cleared  7:30  p.  M. 
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February,   1887. 


Ther- 
mometer. 


Weather. 


~>     Morn-     After- 
>3        ing.        noon. 


Prevailing 
Wind. 


tf£ 


S    6 


9 
10 

11 

12 
S  13 
14 
15 
16 
17 
18 


S  20 

34 

21 

28J 

22 

33J 

23 

33 

24 

34 

25 

23 

26 

25 

S  27 

32 

28 

19 

19   42     53J 

374 


Clear  _ 
Snow  "1 
Sleet  J 

Cloudy 
Clear  . 
Cloudy 


Clear  .. 
Cloudy 


Rain 

C'y  m'st 
Clear  . 
Cloudy 


Clear _- 
Cloudy 


Clear  . 
Rain  _. 
Clear   - 

Cloudy 


35    Clear 
30 


Cloudy 


Clear    . 
Cloudy 


Rain  __ 

Cloudy 

Clear - 
Cloudy 


Cloudy 
all  day- 
Clear  - 
Rain  _. 


Clear   - 
Cloudy 


Clear  . 


Snow 
Rain 


Clear-. 


N.,  N.  E— - 
N.  E.- 

NE..S.,N.W. 
N.W 

N.  E.,  S.  E.- 

S.  W 


N.  E 

W.,  N.  W.- 

S 

s.  w 


N.  W 

N.  W.,  N  — 
N.  E.,  S.  E- 

S.  W 

S.  W. 

S.  W.,  N.  W. 
S.  E.,  S 


W.,  S.  W  — 

N.,  N._E- 

All  points.  _- 

SE,  SW,  NW. 


N.,E.,S.E~ 
S.  W.,  N.  W. 
N.  W.,N— - 

E.,  S.E.,  N.  E. 


S.  W.,  N.  W 
N.W 


1.97 


11.05 


6.15  .. 


Cloudy  part  of  morning. 

Snow  &  sleet  to  11  a.m.,  0.32. 
sleet  part  of  evening,  0.09. 

Rain  1:30  to  4.30  p.m.,  0.28. 

Cleared  before  day. 

Clear  part  A.  M.;  snowv  ev'g; 
bar.  8  a.m..  30.87. 

Rain  parts  of  p.m.  and  ev'g, 
0.02;  partly  clear  part  of 
evening. 

Rain  till  8:30  a.m.,0.13;  11:30 
A.M.  to  8:30  p.m.,  0.17. 

Rain  till  9  a.m.;  foggy  after- 
noon and  evening. 

Cleared  before  day. 

Clear  part  p.m.;  rain  10  p.m. 

Rain  before  day,  0.07;  2.45 
to  4.15,  0.04;  cleared  8  P.M. 


Cloudy  evening. 

Rain  till  11  a.  m.,  0.60. 


Rain  1  to 4.30  P.  M.,  0.73:6 
to  8:45  p.m  ,  0.79;  thunder 
and  lightn'g;  clear  9  P.  M. 

Snow  7  P.  M. 

Snow  before  day,  0.11;  clear 

part  of  morning. 
Rain  8  to  11  a.m., 0.10;  clear 

evening. 
Snow  10  p.m. 
Rain  till  7  A.  M. 


Snow  8:30  a.m.  to  2:45  P.M. 
and  then  heavy  rain  till  8 
p.  M. 

Rain  before  day,  0.05;  snow 
squall  1  P.  M. 
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March,   1887. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


la 

=   i 

■a  - 


19 
S  20 


22   33A 


23 
24 
25 
26 
S  27 

28 

29 
30 
31 


Cloudy 

C'y  m'st 
Cloudy 

Clear ~ 

Rain  -- 

Cloudy 
Clear  -  - 

Rain  -. 
Clear .. 


Cloudy 

Clear -. 
Rain  "1 
Snow  / 

Clear _. 

Cloudy 

Rain  -. 
Clear-. 


Cloudy 

all  day. 
Cloudy 
Clear - 
Cloudy 


Clear  - . 
Cloudy 
Clear _. 


Cloudy 


Clear-. 
Cloudy 


Clear  — 
Cloudy 
Clear  _ . 

Cloudy 


Clear-. 
Cloudy 


All  points. 


0.02 


S.E..E — - 

N.  W 

S.E — 

N.  W 0.38 

N.  W — - 

N.  W 

Ail  points.  -J 


N.  W 

N.  W — 

N.  W — 

N.  W 


Snow   6   to  10  A.  M.,   0.02; 
clear  part  of  evening. 

All  points — j 1 

N.  E .... 

N.  E ^Cleared  2:30  p.  M. 

N.  E.,  E ISnow  5  to  10  p.m.,  0.30,  and 

then  rain. 
Rain  till  7  A.  M.,  0.22;  part 
of  p.m.  and  evening,  0.03. 


N.  E 0.55 


N.  W. 


N.  W. . 

N.  W. . 


All  points.  -_ 

N.  E.,  N.  W. 


Rain  7:30  B.  M. 

Rain  till  10  A.  M.,  0.38. 


Cloudy  part  P.M.  and  eve'g, 

with  sprinkle  4  P.  M. 
Cloudy  parts  A.  M.  and  p  M. 

Clear  evening. 

Clouded  over  10  A.  St.;  snow 

squalls  P.  M.  and  eve'g. 
Snow  before  day,  0.07;  clear 

part  of  morning. 

Clear  7:30  to   11:30  A.  M.  ; 

clear  part  of  evening. 
Rain  9:15  P.  M. 


1.06 


Rain  and  snow  till  8  A.  M.> 

0.99;  rain  part  a.m.,  0.07  ; 

clear  part  of  evening. 

N.  W. ; j ICloudy  part  of  morning. 

S.W.,  S Clear  part  of  afternoon. 

W.,  N.  W.-J  0.01 .Rain  before  day,  0.01. 

N.  E.,   N.AV. :Cleared  8  A.  M. 

N.p.,   S.  E.-' Clear  11  A.  M.  to  2  p.  M.; 

rain  7:45  P.  M. 
S.  W.,  N.  AV.  1.47; Rain   till   7:45   a.m.,   1.45; 

part  of  evening,  0.02. 
N.  W. 
N.  W. 
N.  E.,   S.  E.-  0.03J Snow  8:30  to  11  p.  M.,  0.03, 

and  still  snowing. 
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April,    1887. 


The'~           Weather, 
mometer. 

-0    . 

-a 

^.2 

J3 

Prevailing 

-0  _ 

S 

*<U 

Morn-     After- 

Wind. 

0  5 

c  fc 

> 

KEMABKS. 

fe 

"So 

■3    O 

si 

Q 

0 

m 

ing. 

noon. 

zt    - 

a 

1    29 

35    Snow  — 

Cloudy   N.  E 0.06  — 

Light  snow  till  11  a.m.,  0.06. 

2   31 

42        "     - 

N.  E.,  N.  W.-1  0.15 Snow  till  noon,  0.15  ;  cleared 

1     5:30  p.  M. 

S    3    354 

58    Clear  — 

Clear- S.  W.- 

4   44 

72        «     - 

"     _-  S.  W Cloudy  evening. 

5    46 

50    Cloudy 

"     --  N.  W 0.02, [Rain  before  day,  0.02;  elear- 

7:30  A.M, :  cloudy  ev'g. 

6    9fl 

46    Clear  — 

"         N.  W                 ..... 

7 

32 

50        " 

"         N.  W.,  N          

8 

32 

52  ;    "    — 

"   —In.  e.,  s.  e — 

9 

37 

63       "    — 

"     -S.  w 

S  10 

47J 

77       "    - 

"    -S.  W.,  N.  W.i 

Cloudy  part  of  morning. 

11 

54" 

79  1     "    - 

"     -W.,N 

1 

Cl'dy  partp  M. ;  cloudy  ev'g. 

12 

46 

56        " 

Cloudy   N.  E.,  S.  E.  - 

Cloudy  part  of  A.  M  ,  and 
clear  part  of  afternoon. 

1 

13 

41 

46 

Cloudy 

N.  E.,   S.  E._ 

j 

14 

37 

51 

" 

"       ,N.  E.,  S.  E.  . 

, 

15 

44 

53 

Clear  — 

E.,  S.  E 

Clouded    over    10    A.    M.  ; 

sprinkles  during  p.    M.  ; 

rain  10  P   M. 

16 

43 

57JjC'y  m'st 

all  day.  N.  E.,  N.  W. 

0.11 



Rain  before  day,  0.11. 

S  17 

39 

50"  Clear  — 

Clear -N.  W 



Cloudy  part  of  afternoon. 

18 

31 

34 

f  snow 
I  Hail 

Rain  —  ;N.  E 

0.93 

Snow  and  hail  6:30  A.  M.  to 

1:30  p.  M.,  0.62;  rain  till 

4  P.M.,  0.22  ;  part  of  even- 

ing, 0.09. 

19 

30 

47   Cloudy 

Clear-  N.  ...      . 0.02 



Snow  before  day,  0.02;  clear- 

ed 10  A.  M. 

20 

34 

54    Clear  — 

"   —  'n.  w.,  n.e. 





Cloudy  part  of  evening. 

21 

39 

61 

"        !S.  w 

22 
23 

44 

65 

it 

Cloudy   S  W.  .. 

Clouded  over  4  p.  M. 

47 

56 

Rainy  . 

"       S.  E. 

1.19 



Rain  before   6  A.   M.,  0.08 ; 

part  of  A.M.,  0.09;  7:10  to 

9:15  p.m.,  1.02. 

8  24 

40 

61 

P.lpnr 

Clear—  N.  W.,  W... 

<  'luiiilv  before  ihcv. 

25    44 

58        "     - 

Cloudy    N.  E.,S.  E.,E. 

Rain  7:20  P.  M. 

26j  43 

60  iRain  -- 

Clear  -  N.   W.,  S.  W.;  0.62 Rain  till  7  A.  M.,  0.62. 

27 

47 

63j  Cloudy 

"     —  S.  W.,  N.  W. ---       .-Cleared  7:30  A.  m.;    cloudy 

part  of  evening. 

28 

48 

60 

Cloudy   8.,  E,  S 

0.18  — 

Clear  parts  of  morning  and 
afternoon  ;  rainy  evening. 

29 

53 

58    Clear - 

"       S.  W.,  N.  W. 

0.03  .... 

Light  rain  part  of  morning, 

0.03  ;  clear  evening  ;  cher- 

ries (lowered. 

30 

45 

58        "     - 

Clear  - 

N.  W 

3.8l|— - 

Cloudy  part  of  afternoon. 
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May,  1887. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


*  g 


10 
11 
12 
13 
14 

S  15 
16 
17 
18 
19 
20 
21 

S  22 
23 
24 

25 

26 

27 
28 

S  29 


47£ 

57 

49 

53 

59 

53 
51 


70  Clear - 
76  i  "  ._ 
67 .V  Cloudy 
78  Hazy  — 
70    Cloudy 


62 


Cloudy  part  of  evening. 
Cloudy  part  of  evening. 


Clear . 


72 

71 
7 -j  1 

73"iCloudy 
79  Clear-. 
83  !     "     - 

82  "  .. 
794  Cloudy 
80.1  Clear-. 
78i,Cloudy 


72J1     "     _. 
65*  Cloudy 


Clear— N.  W.,  S.  W 

S.  W.,S.  E 

Hazy_-|E 

"     — 'All  points. 

Clear— E Clear  part  of  a.m.;  cloudy 

evening 

Cloudy   N.  E.,  S.  E Clear  part  of  afternoon. 

N.  E.,  S.  E-  0.04 Eain  before  day,  0.03;  part 

i     of  afternoon,  0.01. 

N.  E  ,E 0.54 lEain  9  to  11:45  A.  M.,  0.47; 

part  of  afternoon,  0.07. 

E iClear  part  of  morning  and 

part  of  afternoon. 

Clear  —  N.  E.,   S.  E Cleared  10:30  A.  M. 

S.  W.,  N.  AV.  0.03 Shower  7  p.  m.,  0.03. 

"     -IN.  W 

"    —  N.  E 

"   — :n.e,s 

"     — IS.E 

"  —  a  e 

"    -S.K 

Cloudy   All  points. 

Clear--  All  points. 

"     -S.  W j  — 

"     — S.  W i Foggy  morning. 

"     —  E.,  S j Foggy  morning. 

"    -S.W .—.| 

"    --S.  W 0.03 


Clear  part  of  afternoon. 


—  8.  W 0.02  — 

—  S.W,  N.  W j- 

N.  W.,  S.W 

JST.  E 0.42  ..... 


Show'rs 

Cloudy   N.  E.,S. 


0.06 


Clear  part  of  morning;  show- 
er 11:15  A.  M. 

Clear  part  of  A.  M.;  cloudy 
eve'g,  with  shower  at  8. 

Cloudy  part  of  A.M.;  cloudy 
evening,  with  sprinkle. 

Clear  part  of  A.  M.;  showers 
11:20  a.m.  to  8  p.m.,  0.42. 

Rain  before  day,  0.05,  clear 
part  of  evening ;  shower 
8:30  p.  M.,0.01. 


E. Eain  10  p.  m. 
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June,   iJ 


Ther- 
mometer. 


Weather. 


Prevailing 
Wind. 


a  s 

s   £ 

& 

-3  - 

c 

REMARKS. 


1    52      77*  Rain  —  Clear  ..  N.  E.,  S.  E.-  1.55 


2    63 J-    76  J  Cloudy 


S.  E.,  8.  W„  0.02 


61*  74   Clear-     "     -  W. 

4  61*  78       "     -      "    -NW.,N.E,SE. 

5  58  64    Cloudy   Cloudy   S.   E 

6  57  63*       "  "       S.   E 

71  59  '  66    Rain —I       "       ,S.  E.,  E 

8   61*  72   Cloudy         "       N.  E.,   N.W. 


N.  E.,  S.E.. 
N.  E,  S.  E.- 
N.  E,  S.  E.- 
N.  E.,  S.  E.. 
.  N.  E.,  S.  E._ 
N.  E,  S.  E- 

S.  W 

JA11   points.— 
18    66      72*  Cloudy  I       "  "     AH  points.— 
S  19,  60      79*  Clear-- Clear— 'All  points.— 


Rain  till  8  A.  M.;  cleared  at 
noon  ;  hazy  evening. 

Clear  part  of  A.  M.;  showers 
12:20  P.  M.,  0.02;  rain  10 
P.  M. 

Rain  before  day,  0.11. 

Cloudy  evening. 


9j  65 

834  Clear  — 

Show'rs 

10    60 

67    Cloudy 

Clear  — 

11    52 

69    Clear  — 

"     _ 

S  12    51 

74  :    "    — 

"     _ 

13,  56 

82*      "     -- 

"     _ 

14    64 

77*      "     „ 

"     _ 

15    57 

70*      "     - 

"     _ 

16    55 

80        "     - 

"     _ 

17    68 

86        "     - 

Cloudy 

0.0l| Sprinkles  p.m.  and  ev'g,0.01 

0.30 Rain  till  8  A.  M. 

Cleared  6  p.  M. 

0.48 Shower    2:30    p.m.,    0.01; 

shower  6:30  P.  M.,  0.47. 
'■ Cleared  2:30  P.  M. 


Cloudy  evening. 


20!  66      8J4  Cloudy 


864  Clear . 


21  67* 

22  69" 


-  S.  W.,  S.  E.  -|  0.24| 

Js.  E.,  S.  W.-L— 
-  1.13 


0.58 Shower  2  to  2:20  p.m  ,  0.58. 

0.03 Rain  before  day,  0.03. 

0.04  __   -  Cloudy  evening;  rain  before 
day,  0.04;  thunder  shower 
11:30  P.  M. 
Rain  before  day,  0.24;  clear- 
ed 7  A.  M. 


79"  Cloudy   Show'rs  S.  W. 

704  Rain  -Rain  -  S.  W.,  E. 
784  Cloudy  ;ciear-S.  W 


25    634    75         " 
S  26    62     76    Clear  . 


27  61 

28  61 

29  63 

30  69 


N.  W.,  N.  E. 
All  points.  -. 

N.  E 

S.  W 

W.,  S.W.— 
s.  w 


_  Thunder  storm  1:30   A.  M., 

0.59;  p.m.  and  eve'g,  0.54, 

till  10:30. 
1.79  .---  Rain  till  9  A.M  ,  0.94;  rain  1 

to  1 1  p.  M.,  0.85. 
Cleared  7  A.  M.;  cloudy  part 

afternoon  and  evening. 

Cleared  7  A.  M. 

Cloudy  part  of  afternoon. 
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July,  1887. 


Ther- 
mometer. 

Weather. 

Lowest. 
Highest. 

Morn-     After- 
ing.    ]   noon. 

Prevailing 
Wind. 


1 

70 

2; 

70 

3 

71 

4 

72 

5: 

70* 

6 

72 

Clear.-  Clear  - 


Cloudy 


Rain  - 
Clear . 


7  73 

8  74 

9  74 

S  10    72 

11  6S 

12  66J 

13  70 

141  74*. 
151  68 
16  i  69 

S  17  j  75 

18'  75 
19    68 


Clear „ 


83  :     ■•■     _. 

82J  Cloudy 

82*  Clear - 

85| 

91 

87 

83 

94* 


Rain  _. 

Cloudy 


S.  W 

S.  W 

S.  W 

S.  W 

S.  E 0.35 

S.  W. :  0.29 


.  S.  W 

N.  W.,  1ST.  E 

S.  W.,  S.  E-  0.16 


73      84    Clear  - 
73 


Cloudy 

Clear— S.W..N.  W.0.06. 


N.  W 

N.  W 

N.  W.,  S.  W. 
N 


.  Cloudy 
.  Clear  — 


f  M'sty 
\  Rain 

Clear  - 

Show'rs 


28  71* 

29  75 


84  I  Cloudy 

834  Clear  — 
86  ;  Cloudy 


30  75 J    87  J 

31  76*    89 


N.  W.,  W. 

S.  W 

N.  W.,  S.  W. 

S.  W.,  N.  W. 

N.E.,  S.  E... 

N.  E.,  S.  E.  - 
S  E 

S.E. 

S.W,NW,NE 


Cloudy    S.  E.,  N.  E._  1. 


Showers  10  A.  M.  to  9  p.  M. 
Rain  before  day.  0.09  ;  cl'dy 
j  ev'g  with  sh'er  8:30,  020. 
Cleared  7:30  A.  M. 

Sh'er  1 1:15  a.m.,  0.08  ;  rainy 
part  of  evening,  0.08. 

Cleared  7:30  a.m.  ;  shower 
1:45  p.m.,  0.06  ;  cl'dy  ev'g. 


Clear—  S.  E. 

-N.  W.,  N.  E. 

-N.E..S.  E— 


__S.  E 

-  S.  w 


—  N.  E..-S 

Cloudy   All  points.  _- 


0.07. 

6.20 


Shower  7  to  8:30  P.M. 
Shower  at  noon,  0.02  ;  show- 
er 10:30  p.  M.,  0.13. 

Rain  till  7  a.m.,  0.11 ;  clear- 
ed at  noon. 

Misty  rain  part  p.  m.,  0.02  ' 
part  of  evening,  0  14. 

Shower  1    p.m.,  0.36;    3.15 

p.  M.,  0.03. 
Rain    till    6    A.    M.,    0.46; 

shower  p.m.,  0.42;  steady 

rain  after  4:15  P.  M. 
Rain      before     day,      1.07; 

showers  7:30  a.m.  to   2:15 

p.m.,  0.73;  clearevening. 
Rain  before  day,  0.07. 
Cloudy  ev'g  with  shower  at 

7,  0.03;    rain  11:30  P.  M. 
Rain  before  day,  1.60  ;  clear 

part  of  morning. 
Cloudy  part  of  morning. 
Clear  part  a.m  ;  show'r  1:30 

P.M. ;  cloudy  evening. 
Clear  part  of   morning. 
Clouded  over  3  p.  M. ;    rain 

part  of  evening,  0.07. 
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August,     1887. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


'«  c  s 

I  S  c  c 

«""  — ' 

c  S  i* 

•go  o 
3  c '   c 

,WtB  03 


Cloudy 


Clear.- 


S.  W 

S.  W.,  S.  E. 


N.  E.,  S.  E. . 

S.  E 

S.  E 


84    Cloudy 

76}  Clear- 

74" 

76 

80 


16   65 


20,  70 

21    62 
22!  69 


Cloudy 
Clear-. 


Cloudy 


Clear  _. 
Cloudy 


S.  W.,  N.  W. 


sr 

N.  E.,  S.  E- 

S.  E 

S.  W 

S.  W 


Clear  -. 
Cloudy 

78  j  Clear.. 
84    Cloudy 


25 


63* 

20  58 

27  53 

B  28  55 

29  58 

30  56J 
:;i  56 


73J      " 

71    Clear-. 

71        "     . 

71        "     . 

72J 

73 

71 


Cloudy 

Clear  - 

Cloudy 
Clear.- 


Cloudy 

Clear  -. 
Cloudy 
Clear  .. 


Cloudy 
Clear  _.. 
Rain  — 


Clear  - 
Cloudy 


Clear -JN.E 

N.  W 

N.  W 

N.  W.,  N.  - 
N.,  N.  E— - 
N.  E 

N.E.,  S.E.- 


S.  W.,N 

All  points 

N.E..  S 

,SW.,S.E.,N.E 


0.02 


N.  E,  N.  W 
N.  E.,  S.  E.-- 
S.  W.,N.  W-i0.25 


S.  W. 
N.  E- 
S.  W.' 

s.  w. 


-  0.73 


s.  w. 

N.  E 


Clear  8  A.  M.  to  3  p.  M. 

Clear  part  A.M.;  light  shower 
1  P.M. ;  great  shower  2  to 
3.15  p.m.,  4.62;  part  of  P. 
M.  and  evening,  0.11. 

Clear  part  of   morning. 

Showers  10:15  a.m.,  2  and  6 

p.  M. 
Clear  part  of  a.m.;  shower  2 

to  3  p.  M.;  clear  evening. 


Cloudy  evening. 

Clear  part  of  A.  M.;  shower 

6  p.  M.,  0.52. 
Cloudy  part  of  morning. 

Cloudy  evening. 

Rain  before  day,  0.01  ;  2  p. 

M.,  0.01. 
Clear  part  of  morning. 
Clear  part  of  afternoon. 
Rain  before  day,  0.24;  11  A. 

M.,  0.01;  clear  part  A.  M. 

Foggy  A.M.;  clear  part  ev'g. 

Cloudy  evening. 

Rain  before  day,  0.01;  clear 

part  A.  M.;  rain  4  p.  M.  to 

.10:30  p.  m. 
Shower  5  p.m.;  cloudy  ev'g. 
Misty  part  of  A.   M.,  0.01 ; 

shower  12  to  1  p.m.,  0.06. 
Cleared  8  A. M. 


7.34 
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September,  1887. 


Ther- 
mometer. 

Weather.                                £3  2 

% 

B 

% 
0 

K 

Morn- 
ing. 

After- 
noon. 

Prevailing     -0 '"    "1 
Wind.          « '"     '5 

G    &        9 

■3  0     0 
$  c      c 
IRCO      W 

! 

REMARKS. 

1 

55 

72* 'clear  — 

731  f'.'v  m'at. 

Clear  — 

All  points. 

2 

59 

all  day. 
Clear - 

S  W.—        -  -     - 

3 

64      73*  Clear  __ 

N.  W.,  N.-L — 



S    4 

53*J  74       "     — 
59     76*1     "    - 

11 

N.  E 

5 

«     ~ 

N.W.,  S.  W.1— 



6 

59     tall    " 

Cloudy 

s  w 

7 

66*; 

82*  Cloudy 

S.  W 0.06 

Rain  before  day,  0.06  ;  clear 

8 

63 

71  .Clear  — 

Clear   - 

N.  W 

part  of  evening. 

9 

52 

71*     "     - 

Cloudy 

N.  W.,  S.  W. 



1 

10 

63 

75*      "     - 

Clear  -  - 

S.  W.,  W.,N. 

0.02 

Rain  before  day,  0.02. 

S  11 

55 

64*  Cloudy 

Eain 

N.  E.,  S.  E._ 

12 

59      63    Eain  — 

Cloudy 

E.,  N.  E.  ... 

1.63 

IRain  till  noon. 

13 

58*   66    Cloudy 

" 

N.  E.,  S.  E._ 

0.03 

— 

Rain  part  of  afternoon. 

14 

64     72 

a 

11 

Clear  part  of  evening. 
Cleared  7:30  A.  M. 

15 

65  !  75 

« 

Clear  — 

All  points.  _- 

.... 



16 

57     67 

Clear  — 

.< 

N 

17 

47 

64 

All  points. 



S  18 

47* 

67* 

"     — 

"     — 

All  points. 

___. 

19 

55 

74 
68 

Hazy 

11 

20;  57 

Hazy 

N.  F. ._ 

21    51     71* 

"    — !s.  w 



Foggy  morning. 

22;  62     67 

Cloudy 

Cloudy  S.  W.,  N.  W.  0.01 

Rain  part  of  afternoon. 

23   56  |  61 

Clear  — 

"       N.,  N.  E 0.28 



Rain  before  day,  0.28. 

24 

46*   55J 
41     57 

C'y  m'st 
Clear  — 

S  25 

Pmot 

26 

42     59 

Clear- W.,  S.  W 



27 

43     61J 

Cloudy 

"  -In.  w.,  s.  w.I— 

Rain  11  A.  M. 

28 

53 i\  59 

" 

Rain  ..  S.  W.,  S.  E.  ._ 

IRain  before  day,  0.93.    ' 

29 

56     66 

" 

Cloudy  S.E,N.E.,N.|o.93 

Rain  before  day,  0.02  ;  part 

30 

62  |  64 

E.,   S.  E 0.11 

3  07 

of  morning,  0.02;  part  of 
"          evening,  0.07. 
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October,  1887. 


S  2  58 

3  54J 

4  51 
51  51 

6  49£ 

7  53! 

8  56" 
S  9  62 

10  64 

11  55 
12|  42 
13  38 

Hi  45 

151  381 

S  16  35 

17!  43 

18  53 

19  50J 

-20  43 

21  53 

22  39 

S  23,  35 

24  52 

25  44 

26  351 

27  43" 
28,  46 
29  48 

S  30  42 
31  301 


63    Cloudy   Cloudy 


681  C'v  m'st  all  day. 
0 

Clear--  Clear 
Cloudv  "  . 
Clear—      "     . 


"     .-jCloudy 

Cloudy   Clear-. 

"        Cloudy 
Clear  -_  Clear  _. 


Cloudy 


Rain  . 
Clear . 


Cloudy 


Rain  — 
Clear  _. 

Cloudy 

Clear., 
ndy 


S.  W.,  W. — 
s.  w 

S.W.,  N.  W. 
S.  W.,  N.  W. 
N.  VV.,  S.  W. 

S.W.- 

All  points.— 
S.  W 

S.  W.,  N.  W. 

X.  w 

N.  W 

S.  W 

X.  w 

N.  W.,  X.  E. 
S.  E.,  S.  W.. 
S.  W.,  S.  E- 

s.  w 

X.  E 


Cloudy   Clo 

Clear  — 
52J  I  'loudy  [ 
521  Rainy 
581  Cloudy 
49    Clear 
50 


X.  E,   S.  E- 

X.E.,  X.  W 


N.  W. 


X.  w.,s 

S.  W.,  N.  W. 

All  points 

N.  E.,   S.  E.- 

X.  E 

X.  E 

X.  w.,  s.  w. 

X. 

X.  E 


0.01  — 
0.01  — 


0.03 


Rain  before  dav,  0.05;  show- 
ers 12:30  to  f:30  p.m.,  0.43; 
clear  part  of  evening. 

Shower  11:30  a.m. 

Rain  at  noon,  0.01. 

Cloudy  part  of  afternoon. 


Cloudy  part  morning;  rain 
5:45  p.  M.  to  10  p.  M. 

Clear  part  morning  ;  cloudy 
part  of  evening. 

Rain  part  of  morning,  0.03. 


Clear  part  A.M.jrain  7:30  p.m. 
Rain  before  day,  0.08  ;  clear 

evening. 
Rain  3  p.  m. 
Rain  till  6  A.  M.,  1.73  ;  clear 

part  A.M.;  cloudy  part  P.M. 
Clouded  over  10  A.  M.;  clear 

evening. 
Cloudy  part  of  evening. 
Clear  part  of  morning. 


Rainy  evening. 

Misty  rain  till  7  A.  M.,  0. 07. 

Cleared  8  A.  M. 

Cloudy  part  of  morning. 
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November,  1887. 


Ther- 
mometer. 

Weather. 

Lowest. 
Highest. 

Morn-    After- 
ing.        noon.   1 

1 

Prevailing 
Wind. 


S  c     .= 


'3  ° 


REMARKS. 


1    38 1    47    Kain  — 


2 
3 
4 
5 
S  6 
7 
8 
9 
10 


S  13 
14 

15 

.  16 
17 
18 
19 

S20 

21 
22 
23 
24 
25 
26 

S  27 
28 
29 
30 


33  54    Clear - 

40  58*      "     . 

40  64       "     . 

36  45£      "     . 

32.!  52i      "     . 

40"  56       "     . 

43A  60    Hazy. 

32  i  44    Clear. 


36 


51    Cloudy 
41 h\  Clear-. 


Cloudy 


50i 

55  j  "  _ 
451  i  Clear _ 
43    Cloudy 

39> 


Clear -. 
Cloudy 


Clear.. 
Cloudy 
Clear - 


Clear-  N.  E 


0.27 


Cloudy 
Clear  — 

Cloudy 
Clear  - 

Rain  -. 

Cloud  v 


Clear  - 
Cloudy 

Clear  - . 

Rain  — 
Cloudy 
Clear  _. 

Cloudy 


Rain  before  day,  0.27  ;  clear- 
ed 10  A.  M. 

N.  E.,S.  W.- 

S.  W — - 

S.  W.,  N.  W Clouded  over  3  p.  M. 

N.  W. Cloudy  evening. 

S.  W -—  - — I 

S  W. ' Clear  part  of  evening. 

S.  W.,  N.  W — - 

N.  E,  S.   E.|. - — 

0.50 Rain  10  A.  M.  to  5   p.  m.  ; 

cleared  7  p.m. 

—  Cloudy  part  of  morning,  and 
clear  part  of  ev'g  ;  snow 
squall  12  to  12:45  P.  M. 

—  Cloudy  part  of  A.  M.,  and 
clear  part  of  evening. 


All  points 
S.   W.,  N.W. 

N.  W. 


N.  W.,  N.___ 

N.  E.,  S 

N.  W.,W.-~ 

N.  W 

S.  W.,  N.  W. 
S.W 

N.  E - 

W 


S.  W.,  N.  W. 

S.W 

All  points.  -. 
N.  E 

N.  E 

Clear-  N.  E - 


Cloudy 
Rain  _. 
Clear-. 


E.,  S.  W. 
S.  W.,  N.W. 

N 

N.,  N  E.- 


o.o;< 


-  Clear  part  of  morning. 
-Rain  before  day,  0.24;   part 

of  morning,  0.01. 

-  Cleared  9  A.  M. 

-  Cleared  8  A.  M. 

-  Cloudy  part  of  morning. 

-  R'n  9:30  A  M.  to  6  p.m.,  0.69  ; 

part  of  evening,  0  01. 
-Rain  before  day,  0.06 ;  clear 
!     evening. 

Cloudy  part  of  evening. 
Hazy  evening. 


Foggy  morning. 

Clear    part    of    A.   M.,  and 

!     cloudy  part  of  afternoon. 

Foggy  morning. 

Shower  7  A  M.,  0.02  ;  rain  9 

a.m.  to   3:30  P.   M.,  0.47  ; 

cleared  8:30  P.  M. 
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December,   1887. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  11    55 


12 
13 
14 
15 

16 

17 

S  18 

19 


20 
21 

22 
23 
24 

S  25 
26 

27 
28 

29 
30 
31 


25J- Clear- Clear -N.E.- 
34    Cloudy   Cloudy   N.  E- 

45i        "  "        N.  W.-~    Cleared  8:30  p.  M. 

45  "  "        N.E.,  E 

51    Rain  --  Clear  -  S.  W.,  N.  AV.  0.25 Rain  till  9  a.m.,  0.25;  clear- 
ed 11  A.  M. 

45    Clear-      "     -  N.,  S.  W 

47  1     "     -  Cloudy   S.  W 

50    Cloudy   Clear-  N.  AV 0.01 

44    Clear- Cloudy    N.  E,  S.  E._  ..— 
Rain  ..  Rain  -  N.  E.,   S.  E._  0.03 


23 
33 

27 
21 
24 
25 
22 
24 
23J 

15 
18 
151 


Cloudy 
Clear  - 


Rain 


Cloudy 

Clear - 

Cloudy 
Rain  — 


S.  AV 

N.  W.  ... 

AV 

S.  AV. - 
S.,  E,  N. 


39    Clear-. 

35  .Cloudy 

36  1       " 
39 


lN.  W 

N.  W.,  N.  E. 
:W.,  N.  W  - 
Clear-  N.  AV 


Clear  — 
Cloudy 


Hail  \ 
Rain  / 
Cloudy 


Clear  —  Clear — 


32J 
304 
32  Cloudv 

35  Clear - 
32  Cloudy 
34  I   " 
50  Rain  -- 

26  Clear  — 

27  "     - 
26    Cloudy 


Cloudy 
Clear -- 
Cloudy 
Clear  — 
Rain  ._ 


Clear . 
Snow . 


All  points — 
W.,  N.  W.  - 

S.W.,  N.W. 

S.  W 

N.  E 

N.  E 

N.  E 

N.  W.,  S.W. 
S.  E,  S.  W- 


W 

W.,  N.  W. 
All  points- 


Light  rain  part  A.  M.,  0.01. 

Rain  before  day,  0.03  ;   8:30 

A.  M. 
Rain  before  day,  0.99  ;  part 

P.M.,  0.05;  part  ev'g,  0.01. 
Cloudy  part  A.  M.  and  p.  M. 

Clear  part  of  evening. 
Rain  7  A.M.  to  5  p.m.;  clear- 
ed 8  P.  M. 

Snow  6  P.  M. 

Snow  before  day,  0.95. 

Cleared  9  a.m.  ;  ground  cov- 
ered with  snow  ;  wind  N. 
W.  and  does  not  freeze. 

Hail  and  rain  4:45  p.  M. 

Rain  before  day,  0.31 ;  clear 

part  A.  M.  and  P.  M. 
Cloudy  part  of  morning. 


0.10 Snow  5  to  11  p.  M. 

Cleared  8  A. M. 

1.52 Rain  till  3  p.m.,  1.52;  clear- 

;     ed  4  P.  M. 


5.28 


Snow  2:30  p.  M.'to  11  P.  M., 
0.20; still  snowing  11  P.M. 


Ualu  and  melted  snow  for  1887— B1.84 Inches, 
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January,  1888. 


Ther- 
mometer. 

Weather. 

% 

0 
<1 

-c 

K 

Morn- 

After- 

ing. 

noon. 

23 

56 

Rain  — 

Kain  — 

Prevailing 
Wind. 


S  g 


S  1 
2 
3 
4 

5 


34     371  Cloudy   Clear  . 

29  ',  35 


32      37 


0 

JO 

dl 

7 

33J 

m 

8 

37^ 

41 

9 

28 

34 

10 

29 

38 

11 

12 
13 

14 

S  15 

16 

17 


23  26 
14  ,  25 
19     43 


Cloudy 

Clear- 
Sleet  -. 

Cloudy 


Clear—      " 

iZ}  Clear- 
Clear—      "     . 

Snow  __  Rain  - 


331  38  Clear -Clear  _. 

28  39  Misty  _  Cloudy 

17  23  .Clear— Clear _. 

16  33  Cloudy  Snow  - 


18    26*    30 


19 
20 
21 
S22 
23 
24 


Clear. 


18  251  Clear—      "     _. 

17  28?      "     —      "     - 

18  201  Cloudy       "     _. 

4  15 j  Clear-      "     .. 
4£  21        "     -Cloudy 

231  25       "     —  Clear - 

-  q,        „  Snow  ) 

5  34  __  „   .       S- 

Rain    ( 


26    231    27    Cloudy  Clear. 


27 
28 
S  29 
30 
31 


15  20    Clear-1     "     ._ 

5  14        "     -J     "     _. 

8  22        "  " 

20  301  Cloudy   Cloudy" 

271  311  Snow-        " 


N.  W 

N.  W 

N.W.,  S.,  S.E 

N. 

N.  E.,  S.  E._ 

S.  W 

N.  E,  N.  W- 

N.  W.,  N.  E- 

N.  E,  N.  W- 

N.  W 

N.  W.,  N.  E- 
N.E.,S.,S.W. 


N.W.,E.,S.E 
N.E.,  S.,  S.W. 

N I-. 

N.  E 0.27 


N.  W. . 


N.  W 

W.,  N.  W— 

N.  W 

N.  W.,  S.  W. 
All  points.  -_ 
N..W 

N.,  N.  E 


N.  W 


Heavy  rain  till  3.45  p.m.,1.90. 

and  light  till  11  p.m.,0.20. 
Cleared  9  A.  M.;  cloudy  part 

of  evening. 
Light  snow  part  of  morning; 

cleared  10  a.m.;  cl'dy  ev'g. 
Clear  part  of  morning;  light 

sleet  8  p.  M. 

Cleared  8  A.  M. 

0.21 Misty  9  A.  M.  to  noon,  and 

then  sleet  till  5  P.  M. 
0.06 Misty  before  day  and  rain 

part  of  evening,  0.06. 
0.07 Rain  before  day,  0.07;  clear 

part  of  evening. 
Clouded  over  10:30  A.M. 

0.19 Snow  and  rain  till  8  A.  M.. 

0.19;  10  A.  M. 

Cloudy  part  of  evening. 

.  Snow  till  8  A.  M.,  and  then 
rain    till   3  p.    M.,   0.05; 
cleared  9  p.  m. 
Rain  5  to  6  p.  M.,  0.03. 

.  Snow  11a  m.  to  4:30  p.  M., 
0.27,  and  then  misty. 

0.15 Light  rain  before  day,  0.15; 

clear  part  of  morning. 


1.05. 
0.03 


Clear  part  of  morning 


0.63 


N.  W 

N.W 

S.  W.,  N.  W.! 

s.  w ! 

N.  E.,   S.  E._  0.15  . 
5.22  . 


Clouded  over  11a.  m.;  snow 
noon  to  8:30  p.  M.,  0.31; 
and  theft  sleet. 

Rain  before  day,0.63;  cleared 
8  A.  M. 

Cloudy  part  of  morning. 

Cloudy  part  of  afternoon. 

Cloudy  part  of  evening. 

Snow  till  8  A.  M.,  0.13;  part 
of  afternoon,  0.02. 
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February,   1888. 


Ther- 
mometer. 


Morn- '   After- 
ing.        noon. 


Prevailing 
Wind. 


si 

B 

b  a 

B3  ■-< 

c  S 

& 

#M 

CO 

REMARKS. 


1  15  31    Clear  -  Clear  __  N.,  N.W.—  — 

2  24  341^     "     —      •'     -  N.  W.,W 

3  20  39       "     -      "    -  S.  W.,  N.  E 

4  26  38    Cloudy   Rain  __  E. 


—  Cloudy  part  of  morning. 


S    5    36      45 


Cloudy    S.  W.,  W.—  0.37 


6  30     34   Clear— Clear -,N ... 

7  22}    37    Cloudy    Cloudy   E 

8  33     36    Foggy     f™»  }  |s.  W,  N.  W.  0.34  .__ 


9 
10 

20 

6 

25 
15 

Clear  — 
Cloudy 

Clear  - 
Snow  -- 

N.  W.  .     -   - 
N.  E 

0.12 

" 

11 

12 

32 

f  Sleet 
\  Snow 

Snow  "I 
Sleet   f 

N.  E. 

0.72 

... 

S  12 

23 

311 

Clear  - . 

Cloudy 

N.  E 

0.08 

13 

14 

27 
261 
15 

38 

45.', 
30 

Cloudv 
Clear  - 

Clear __ 

N.,  W.,  S.  W. 
S.  W.   - 

— - 

15 

N.  W 

— 

16 

4 
15 
32 

27.! 
35 

17 
41 
41 
41 
53 

Cloudy 
Clear  -  - 
Rain  — 

Rain  -- 

N  W   W 

17 

18 

S  19 

20 

S.  W 

N.E.,N.,S.W. 

S.  E.,  S 

0.47 

:::. 

21 

42 

46} 

Clear  — 

Cloudy    N.  W.,  W.- 



22 

34 
31 
32 
35 

44 
44 
431 
431 

Rain  -- 

Clear  _- 
Rain  -- 

N. 

23 
24 
25 

N.E.,S.,N.E. 
N.  E.,  S.  E.- 
E,N.  E 

V.60 

— 

S26 

39 

43} 

Cloudy   Clear -S.W.,  N.  W. 

0.20 

— 

27    30 

34}  Clear-.      "     _.  N.  W 

.... 

— 

28 
29 

131 
21" 

26 
331 

Cloudy 

Cloudy 

N.  W 

All  points.— 

— - 

— 

Misy  rain  8  a.m.  ;  foggy  ev'g. 

Rain  before  day,  0.37  ;  clear 

part  A.  M.,  and  part  p.  M. 

Light  snow  part  a.m.,  0.03  ; 
rainy  evening. 

Rain  before  day,  0.20  ;  snow 
and  rain  noon  to  3:30,  0.14; 
cleared  4:30  P.  M. 

Light  snow  till  7  A.M.,  0.03; 
snow  noon  to  8  P  M.,  0.09 

Snow  before  day,  0.12  ;  sleet 
and  snow  8  a.m.  to  7  p.m., 
0.60. 

Cleared  7:30  a.m.;  snow  4:30 

to  10  p.  m. 
Cleared  8  a.  m. 
Cloudy  part  of  evening. 
Max.  7  a.m.  ;  rain.  6  p.  m., 

and  still  falling. 


3.90 


Light  snow  part  of  morning. 

Cloudy  evening. 

Rain  all   day  at   intervals, 

till  10:30  P.  M. 
Cloudy  part  of  a.m.;    clear 
part  of  afternoon. 

Cloudy  part  of  morning. 

Cloudy  evening. 

Rain  till  1:30  P.  M.,  1.58; 
misty  till  4  p.  M.,  0.02. 

Rain  before  day,  0.20 :  part- 
ly clear  part  of  morning. 

Cloudy  part  of  A.  M.,  and 
part  of  afternoon. 

Cloudy  evening. 

Clear  evening 

No  ice  crop  gathered  this 
season. 
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March,   1888. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


"s    • 

X 

—    01 

2 

2-s 

2  £ 

.9 

■c  _ 

c 

r  £ 

s 

c 

Mtfj 

Ul 

REMARKS. 


9 

10 

S  11 

12 


14'  12 
15  30 
16,  34 

17  34 

S  18  19 

19j  24 

20  35 

21  45 

22  37 

23!  18 

24!  18 
S  25    19 


27  33 

28  38 

29  i  40 

30  36 

31  42 


41*  Cloudy 
32  ]  Misty  - 
43J  .Cloudy 
30  Clear- 
26*'  Cloudy 


29 

35 

36*. 

43* 

46 

41* 


Clear  -  - 


Cloudy 


Cloudy   S.  W 0.02,. 

N-  E . 

Clear ~!S.  W.,  N.  W.,  0.03 
N 

Cloudy   N.  W,  N.  E.  0.02 
Clear -IN.  W 

8.  W.,  N.  W.i—  . 
N.  W 

N.  W.,  N . 

N.  E.,  S.  E 

Rain  —  S.  E. . 

Snow—  N. . 


39  Cloudy 

40  i  Clear  — 
48  Cloudy 

38*,  Clear  — 
37        "     - 

.43  I     "     - 

50  Cloudy 

59  Rain  — 

42  I  Cloudy 

26  i  Clear  — 
32       "     — 


Snow  \ 
Rain  / 
Cloudy 


5S    Clear.. 

64  !     "     .. 


Cloudy 


Clear  — 

Cloudy 


Cloudy 
Rain  -. 


N.  W 2.02  . 


N.  W.,  N.  E.0.07 

N.  W 

S.  W.,  W.—  0.02  . 


N.  W 

N.  W 

S.E 

S.  W 

S.  W.,  N.  W. 


Cloudy   S.  W.,  N.  W. 

Clear  -  N.  W 

—  N.W 

Cloudy   N.  E,  S.  E._ 

Rain  —  E.,  N.  E._. 

Cloudv   N.  E 1.35 

"  '    N.E..S.,S.W.  0.13  . 
Clear—  ,N.  W 0.35. 

"    -  S.  W 

"     -  W.,  N 


Rain  5:30  to  6  p.  M.,  0.02. 

Rain  before  day,  0.03;  clear- 
ed 9  A.  M. 

Snow  5  to  8  p.m.,  0.02:  clear 
part  of  evening. 

Cloudy  part  of  morning, 
with  snow  squall. 

Cloud}7  evening. 

Rain   12:40  P.  M. 

Violent  storm  all  day;  ther. 
7  A.   M.,   20°;  noon,   17° ; 

;  9  P.  M  ,  12°. 
.  Continued  storm  till  7  A.M.; 
rain  from  12:40  P.  M.  of 
11th  to  lA  M.  of  the  12th, 
and  then  snow  with  vio- 
lent wind  till  7  A.  M,  of 
the  13th,  being  between  2 
and  3  feet  on  level ;  drifts 
6  to  10  ft.  in  streets;  worst 
snow  storm  in  my  records. 

Clear  part  A.  M.;  snow  If  A. 
M.  to  1  p.m.;  clear  eve'g. 

Clear  part  A.M.;  rain  4:30  to 
6:30  p.  M. 

Cloudy  part  of  morning. 


0.20 
1.22. 


Rain  parts  A.M.  &  P.M.,  0.20. 
Rain  till  9:30  a.  M.,  0.75;  4 

to  11  p.  M.,  0.47. 
Clear  part  a.m.;  snow  squall 

11:30  A.  M. 
Cloudy  part  of  afternoon. 

Snow  8  p.  M. 

. 
Rain  before  day,  1.35. 
Rain  before  day, '0.1 3. 
Rain  before  day,  0.32  ;    part 
A.M.,0.03;  cleared  3:30  P.M. 
Cloudy  part  of  afternoon. 
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April,   1888. 


Ther- 
mometer. 

Weather. 

Lowest. 
Highest. 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


S    1    37      51J  Clear ..  Cloudy   S.  W.,  S.  E._  0.03 
2    40      64    Cloudy   Clear  __  N.  W.,  N.  E 


3  40  49  Clear-!  "  _. JN.  W.,  N.  - 

4  36  56   "  —  "  -N.E.,S.,S.W 

5  39   51  Cloudv  Rain  _.  S.  E.,  S.,  W- 


6  57  62J; 


Clear- W..N.W- 


7  46  58J;Clear—  "  -N.  W 

8  34  45J  "  —i  "  —  |N,  N.  W.— - 

9  33  I  51   "  —I  "  —  N.W.,  S.,  S.E 

10  35   53  Cloudy  Rain  —  S.  E 

11  46  56  iFoggy.  Clear— W.,N.  W.  - 


12  40  50 


Clear  _  Eain 


13  32 J 

14  40 

S  1.5  40 

16  36 

17  37 

18  44 

19  41 

20  43 

21  37 
S  22  36 

23  39 

24  37 

25  36 

26  40 

27  48 

28  48 
S  29  62 


30  52  75J  " 


49 

53*  Cloudy 


52  Clear- 

53*  1  Clear  — 
57  J  Cloudy 

59    Clear  — 
49  jRain  -- 

48    Clear- 


53 

" 

52 

Cloudy 

51 

Clear -- 

56 

67 

67 

'!     _ 

76 

„ 

Clear-: 

Cloudy 


Clear  — 
Cloudy 


Clear - 
Cloudy 
Clear - 


N.  W.,  W.— 
S.  W.,  N.  W. 


N.  W 

N.  E.,  N.  W. 


W.,  N.- 


N.  W.,  S.  W. 
S.  W.,  N.  W. 


S.  W 

S.W.,  N.W.,0.19 


N.  W 

W.,  S.W. —  — - 
N.  E.,N—  0.09 

N.  W.,N.— I  — 

N.  W.,  S.  W 

S.W 

N.W.,N.E.,S.— - 

All    points 

All  points.—  0.11 

! 

N.  E,  S.  E.     --- 


Rain  3  to  4  p.m.;  clear  part 

of  afternoon. 
Sprinkle  9  A.  M.;  cleared  10 


Rain  at  noon  ;  thunder  and 
lightning  in  evening. 

Rain  before  day, 2.15;  cleared 
10  A.  M 


Rain  9  a.m.  to  9:30  p.m.,1:45. 
Rain  before dav,0.07;  cleared 

7:30  A.  m. 
Clouded  over  9  A.  M.;  rain  10 

A.  M.  to  3:30  p.  M.;  cleared 

4  p.  M. 

Rain  9  to  10  A.  it.,  0.07;  3 
p.  M.,  0.02. 

Rain  and  snow  till  7  a.m., 
0.39;  cleared  8  a.  m. 

Clear  part  of  morning  and 

part  of  evening. 
Clear  part  of  evening. 
Rain  till  8:30  A.M.,0.17;  part 

of  A.M.,  0.02:  clear  even'g. 


Rain  before  day,  0.06;  part  of 
A.  M.,  0.03 ;  clear  evening. 


Cloudy  evening. 

(.'berries  (lowered  ;   showers 

4:15  to  5:45  P.  M. 
Cloudy  evening. 
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May,   1888. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-a 

st 

£ 

OS—1 

a  is 

«o§ 

c 

REMARKS. 


1,  53 
2  46 
3:  40 


10   634 

11 1  60 
12   57 

S  13   59 
14   53 


15|  47 

16  45 

17  42 

18  50 

19  50 

•8  20|  52 

21!  46 

22,  49 

23,  50 

24  54 

25  56 

26  54 
S  27  56 

28!  56 

29  56 

30  65 


Cloudy   Cloudy 
Clear  —        " 


4i  46 

5  50  I  75 

S    6  52 

7  57 

81  53 

9  514 


All  points—-  0.06  . 
N.,N.  E . 

NW,N.E,S.E 


54    Cloudy         "       S.  E 0.01 

""    Clear-  Clear-  S.  W.,  N.  W.  0.04 

"  "     i  All  points. — 

N.  W 


Cloudy   Cloudy   S.  E.,    E 

All  points—  0.30 

S.  W. 0.03 

Rain  ..  Rain  —  S.  E. 1.71 

Cloudy  Cloudy   S.  E 0.26  . 


65 

65    Clear  - 


53    Cloudy 
524]      "   ■ 

60    Clear— Clear 
58    Cloudy 


N.,  E.,  S 

N.  E„  S.  E.- 


N.,  N.  W.  — 
S.  W.,  N.  W. 

N.  W 


0.05 
0.55 


0.31  . 
0.02 


64   Clear - 

m  "  - 
68  "  - 
60   Cloudy 

614 

64 

58}  Rain  — 

71    Clear - 

64  ;  Cloudy 

82 

75 


Cloudy   S.  W..S.  E.- 
All  points — 


Clear-  N. 

"     -N.  W.,  S.W. 

Cloudy"  N.    E - 


0.05 
0.31  . 


Rain  —  N.  E 

Cloudy  N.  E.,E.._ 
"  N.  E.  — - 
"  All  points- 
"        S.  E.,  E.    - 


0.08  . 
0.26 
0.14  . 


Clear  ..  S.  W:. 
Cloudy  S.  W. 


S.  W.,  S.  E. 


0.62. 
0.36 


0.04 
5.25 


Light  rain  part  of  A.  M. 
Clear  part  of  evening. 
Cloudy   part   of   A.  M.,  and 

clear  part  P.  M. ;  frost. 
Light  sprinkles  part  A.  M. 
Rain  before  day,  0.04. 

Cloudy  part  of  evening. 
.  Rainy  5  p.  m. 
Rain  6  a.m.,  0.02  ;  clear  part 

of  p.m.  ;   sh'ry  ev'g,  0.28. 
Clear     part    of      morning ; 

showery  3  p.  M.,  0.03. 
Rain  till  8  p.m.,  1.71  ;  most- 
ly 1  to  6  p.  m. 
Rain  before  day,  0.07  ;  clear 

part  of  afternoon  ;  rain  6 

to  8  p.  m.,  0.19. 
.  Rain  6  to  7  a.m.,  0.05  ;  clear 

parts  of  p.  M.  and  ev'g. 
.  Cloudy  part  of  A.  M. ;  show- 
■     er  2:15  to  3:15  p.m.,  0.30; 

5  to  9  p.  M.,  0.25. 
.  Rain  8  to  11  a.m.,  0.31. 
Clear  part    of    p.  m.,    and 

sprinkles  during  day,  0.02, 
.  Cloudv  part  of  afternoon. 
.  Rain  2:30  to  4:30  p.m.,  0.03 ; 

part  of  evening,  0.02. 
.  Rain  before  day,  0.31 ;  clear 

part  of  morning. 
.  Cloudy  part  of  morning. 
.  Cloudy  part  of  evening. 
.  Hazy  evening. 
.  Clear  part  of  A.M. ;  rain  3 :30 

to  7  p.m.,  0.05. 
.  Rain  before  day,  0.08. 
Rain  before  day,  0.26. 
.  Misty  &  rainy  till  3:30  P.  M. 
.  Cl'dy  part  A.M. ,cl'r  part  P.M. 
.  Heavy  thunder  showers  af- 
ter 9  P.  M. 
.  Rain  before  day,  0.62. 
.  Thunder  showers  before  day, 

0.36  ;  clear  part  of  A.  M. 
.  Rain  before  day,  0.02  ;  part 

of  morning,  0.02. 
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June,    1888. 


Ther- 
mometer. 

Weather. 

% 
0 
>-3 

0) 

"So 

W 

Morn- 
ing. 

After- 
noon. 

Prevailing 
Wind. 


J3 

8  = 

■S 

c  c 

C 

c  S 

£ 

«yj 

X! 

S    3, 

4! 
5 


9 
S  10 


if, 


62  74    Clear-- Clear- N.W 

53  ;  70        "     -  Cloudy   N.  E.,  S 0.01 

55  68J      "     --Clear— N. , 

53  72  '     "     -I     "     -N.  W.,  S.  W|  — 

57  79        "     -      "     -!N.  W.,S.  Wl— -| 

60  86       "    -     "    -S.  W — - 

69  784     "     -      "     -N.  W.,  N.—  — -| 

62  754  Cloudv       "     -  N.E.,N.,S.W. 

60  80         "  "■       "    —  S.  W 

581  804        "  "     — ,S.  W 1-0.01 

67  79    Clear -..iCloudy  !s.  W.,N. 


Cloudy  part  of  morning. 
Light  shower  during  eve'g. 


56  I  73 

56  754,  "  . 
564  82  Cloudy 
■  874,   " 


83 


24  72 

25  74 

26  73 


79 


67 
18!  67 
19  6S 
20!  62 

21  69   86 

22  68.',  91 

23  76   93 


_  Clear  . 


88 


79 

1;.-, 
52  65 
56  764 


Cloudy 
Clear  — 


N.  W.,  S.  W. 
S.  W.,  S.  E.- 
S.,  W.,  N.— 
s.  w 


Cloudy 
Clear  — 

Cloudy 

Mis'y  \ 
Rain   J 

Clear -. 


Cloudy 


Clear  - 


Rain  — 
Cloudy 
Clear-. 


S.  W 

N.  E.,  S.  E. 
S.  W.,  N.  E. 
N.  E.,  S.  E.- 

S.  W.  

All  points.- 

S.  W 

S.  W 


s.  w 

N.  W 

S.  W..N 


N.W.,N.,S.E. 
S.  E.,  N.  E.- 

N.  E - 

N.  W.,  8.  W 


Cleared  11  A.  M. 
Cleared  9  A. M. 
Clear  part  A.  M.;  showers  at 
noon,  0. 01  ;  cloudy  eve'g. 
Cloudy  part  of  morning  and 
!     clear  part  of  afternoon. 


1.19 


0.03 


Cloudy  ev'g,  with  sprinkles. 
Showers  before  day  and  7  A. 

M.,  0.05;  clear  part  A.  M.; 

shower  9:30  P.  M.  to  11:30 

P.M.,  1.14. 
Cloudy  part  A.  M.;  shower  1 

p.  M. ;  clear  evening. 


23d  was  hottest  day  in  June 
since  1864;  thunder  show- 
er 2:40  to  3:30  p.m.,  1.07; 
rain  4:15  to  5:15  p.m.  ,0.04. 

Cloudy  part  of  morning. 

Clear  part  of  morning  and 

cloudy  part  of  evening. 
Cloudy   evening   with    rain 

at  10,  0.05. 
Rain  7  A.M.  to  3  p.  M.,  0.93 ; 

misty  rain  after  5  p.  M. 
Misty   rain    till    11    A.  M. ; 

cleared  6  P.  M. 
Cloudy  part  of  evening  with 

shower,  0.01. 
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July,  1888. 
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Ther- 
mometer, 


66 
66 
63 

62 
66 
56 
59 

S  15!  62 
161  61 
17!  62 
18:  58 
19   65 


20  67 

21  65 

S  22  68 

23  66 

24  71 

25  66 

26  65 

27  69 


28 

K  29 


Weather. 


Morn- 
ing. 


Clear . 


After- 
noon. 


Clear  - 


"     _-  Cloudy 


Clear - 


Rain Rain  -- 

Cloudy   Cloudv 

I 
Clear  —  Cleai  — 
Cloudy 
Clear  _. 


Cloudy   Rain 


"       Cloudy 

77    Hazy  — iHazy- 

80  Cloudy   Clear  _. 

87    Clear—!     "     . 

86£ 

82 

83 

78i 


Cloudy 


Cloudy 


77J  Clear- Clear- 
71    Cloudy  jCloudy 

77*!       " 


Prevailing. 
Wind. 


X-7. 


N.  W.,  N.  E. 

N.  E 

All  points—. 
S.  W 

S.  W 


N.  W 

S.  W.,  N.  W. 
N.  W 

S.,  NE 

N.  E.,  S.E— 

S.  W 

N.  W 

N.  W 

N.W 

N.  W.,  N.  E. 
N.  E,  S.E.- 
N.  E.,  S.  E._ 
X.  E.,  S.  E.- 
S.  W.,  S 


s.  w. 

N.  E.,  S.  E- 
N.  E.,  S.  E- 

S.  W 

S.  W.,  N.  W. 

N.,  S 

s.  w 

S.  W.,  S.  E- 


1.30 


0.25 


N.  E.,  S.  E.. 
N.  E.,  S— . 


s.  w.. 
s.  w.. 


Cloudy  part  of  morning. 


Cloudy  part  of  A  M.;  terrible- 
shower  with  hail  2  to  2:50 
p.  M.;  clear  evening. 


Cloudy  part  of  evening. 
Rain  6  a.  m. 

Rain  before  day,  0.87;  partly 
clear  parts  a.  m.  and  p.  M. 
Cloudy  evening. 
Shower  2:30  p.  M„  0.03. 


Cloudy  part  of  morning. 

Rain  10  a.m.  to  1  p.m.,  0.04; 

part  of  P.  M.,  0.12;  part  of 

evening,  0.01. 
Rain  before  day,  0.04;  partly 

clear  parts  a.m.  and  ev'g. 

Clear  part  of  morning. 
Cloudy  part  of  evening. 

Cloudy  evening. 

Rain  part  A.  M.,  0.07;  clear 
part  p.  M.;  showery  even- 
ing, 0.18. 

Partly  clear  part  of  morning; 
clear  part  of  evening. 

Partly  clear  part  of  after- 
noon; clear  evening. 

Clear  part  of  morning;  show- 
ery after  9:30  P.  M. 


386 


Weather  Record  for  New  Brunswick,  N.  J. 


August,   1888. 


Ther- 
mometer. 

Weather. 

^ 

S 
0 
Hi 

"So 

s 

Morn- 

After- 

ing. 

noon. 

Prevailing 
Wind. 


"O     .  1 

CO 

23  a> 

JO 

c 

■°'£ 

c 

rt  "" 

a  & 

Is 

0 

Sec 

s 

OS 

REMARKS. 


73   83  ^Cloudy  Clear— S.  W.,  N. 


2  64  79 


65 
69 

72 

74 

71 

8  73 


9 

10 

11 

S  12 


14 
15 

16 

17 

18 

S  19 

20 

21 

22 
23 

24 

25 

S  26 

27 


84* 
91 


Clear--  Hazy  - 
Hazy  --   "  . 
"  --  Clear - 
85  \  Cloudy  '  "  . 
C'y  m'st  all  day 


N.  W.,  N. 

is.  w 

s.  w 


0.43 Rain  before  day,  0.42;   part 

morning,  0.01 ;  clear  part 
of  morning. 


83    Cloudy 

87  i       " 

86  Clear  — 

79       "     — 

79  I     "     - 

71  I  Cloudy 


67      731 


77  \ :  Clear  - 
s::.',     « 
91 1  Cloudy 
87 


0.72 Sh'er  9:30  p.m.  to  11:30  p.m. 

All  points — ' ' Clear  part  A.M.  ;  cl'dv  ev'g. 

S.  E.,   N.  E.-|  — I 

Clear— S.  E._ 

0.40 Cleared  9  a.m.  ;  shower  9  to 

10:30  p.  M. 
Cloudy  part  of  morning. 


S.  E 


Cloudy 


S.  W.,  N.  W. 
;N 

N.,  S.  E.  — 
S.E 


Clear  — 


Cloudy 

Clear -- 
Rain  _. 


S.  W.,  N.  W. 

W.,   S.  W.-. 

s.  w 

a  w. 

s.  w. 


71J  Clear- Clear - 

71  I  "  -  "  _. 
80  !  "  -  "  - 
82$  "—  "  -. 
83JT  "  „'  "  - 
80        "     __  Cloud v 


s.  w 

N.  W  ,  S.  W. 
All  points— 
S.  E.,   N.  E. 

N.  W 

N.  W 

S.   W 

s.  w. 

s:  w. 

S.  W„  N.  W. 


Clear - 


Cloudy 


N.  W.  — - 
S.  W.  — 

S.  W 

s.  W.,  S.~ 


0.89 


0.17 


'J.'.IS 


0.04 


Cloudy  part  of  evening. 
Clear  part  of  A.   M. ;     rain 
I     8:30  A.  M.  till  noon,  0.88  ; 
]     part  of  evening,  0.01. 
Bain  before  day,  0.03  ;  clear 
part  of  morning. 


Cloudy  part  A.M. ;  cl'dy  ev'g. 

Cleared  8  A.  M. 

Clear  part  A.  M. ;    showers 

3:30,0.05;  5  p.m.,  0.12. 
Clear  part  of  morning. 
Clear  part  of  morning. 
Clear  part  A.M.;   cl'dy  ev'g. 
Rain  9  A.M.  to  9  P.  M.,  2.31. 

and  still  raining. 
Rain  before  day,  0.67 


Cloudy  part  of 
shower  1:20  p, 
clear  evening. 


morning 
M.,  0.21  ; 


Foggy  morning;    light  rain 
part  of  evening,  0.06. 
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September,     1888. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


a  .a 


C'y  m'st 
Clear  — 
Cloudy 
Clear  - 


all  day. 

Clear  -. 
Cloudy 


Clear  — 
Cloud v 


S    9   67 


S.  W.,  N.  W. 

N.  W 

N.  E  ,  S.  E- 

N.  E.,  S 


S.  W.,  N... 

N.  E 

N.  E.,  S.  E 


10 

66 

11 

61 

12 

58 

13 

65 

14 

51* 

J  5 

61 

S  16 

57 

17 

68 

18 

70 

19 

65 

20 

63 

21 

64 

22 

57 

S  23 

57 

24 

54 

25 

51 

26 

54 

27 

55 

28 

51* 

29 

47 

S  30 

42 

73    Cloudy 
71 

77 
7-2 
67 


Clear  — 


73*  Misty  - 

78*  Cloudy 

72 

74   C'y  m'st 

72    Cloudy 


Misty 


Cloudy 
Rain  -. 
Clear-. 


Cloudy 


0.07 


S.  E.,   S.W..  2.87 


All  points 0.55 


Rain  before  day,  0.03;  show- 
er 11  p.  M.,  0.04. 
—  Cloudy  part  of  morning. 


Clear  8  a.m.  till  noon;  clear 
part  of  evening. 


W,  N. 

N.  E 1.60- 

N.  W.,  S.  W 

W.,  N.  W.  —  0.62 

N.  W.,  S.W.I  — 
S.W.,8.  E.~|— 

a  e 


Rain  —  S.  E.  - 


Cloudy 
Clear- 
all  day. 


68    Clear. 
67  'C'y  m'st  all  day- 
65    Clear  —  Clear  — 
57},Cloudy   Cloudy 

Clear--  Clear 
70        "     —  Cloudy 
63        "     —Clear 
58 
53 


--  Cloudy  part  A.  M. ;  light 
sprinkles  part  of  even'g. 

—  Rain  till  8  a.  m.,  0.24;  3  to 
5  p.m.,  1.69;  8  to  10:15  e. 
M.,  0  94,  and  still  raining. 

—  Rain  before  day,  0.40  ;  8  to 
11:30  a.  m  ,  0.13;  misty 
till  10  p.  M.,  0  02. 

--Clear  part  of  morning. 
--Clear  part  of  morning  ;  rain 
-:     12:30  to  11  P.  M. 
-.Rain  before  day,  0.62;  clear- 

—  ed  8  A.  m. 
--Foggy  a.  m.  ;  cl'dv  part  p.m. 

—  Rain  6  to  11  A  M.",  0.14 ;  3  to 
j  3:30  p.  M.,  0.02;  6  to  10  p. 
i     M.,  0.55. 

..-Rain  part  A.M..  0.03;  part  P. 

M.,0.09;6to9:30p.M.,0.51. 

--Rain  before  day,  0.44  ;  clear 

I     parts  P.  M.  and  evening. 

Rain  before  day, 0.01;  show- 
er 7  p.  M.,  0.04. 
Rain  before day,0  39;  clear- 
ed 8  A.  M. 
All  points.  . 

N.E 

N.  E.,  E 

N.  E Rain  6:30  p.  M. 

N.  W.,  W.  —  0.24 Rain  before  day,  0  24. 

S.  W.,  W Clear  part  of  evening. 

N.  W --.. 

N.  W —  —  I 

N.  W Frost. 

t  8.17i 


0.71 


0.63 


s.  w 

N.  E.,  S.  E 
S.  W.,S.  E.. 


i0.44'- 
0.05 


Clear—  S.  W..  N.  W.  0.39 
Cloudy 
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October,   188S. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Previling 
Wind. 


V  45  !  60    Cloudy   Clear  -  S 0.05. 

2  55     65        "  "    -S.W.,  N.W.-,  0.01. 


-N.W 

_S.W 

-  s.  w 

61    Cloudy   Rain  —  N.  E.,  S.  - 


3  42     51    Clear - 

4  38     56       "     - 

5|  42£ 
6   54 


S    7.  52     61 


Clear -N.W. 


8  47 

9  40 

10  38 

11  37 
121  46 
13  43 

S  14  47 


20 


57    Clear-      "     -  N.W 

48        "     —      "     —N.W 

54  '     "     -      "     -N.W 

48    Cloudy   Cloudy    N.  E 

54    Rain  -        "        N.  E,  S- 

57'  C'v  ra'st  all  day.  S.  W 

50|  Cloudy   Cloudy  IS.  W.,  N. 


50 


53.]  Clear--  Clear  — 
58    Rain  —      "     — 

58    Cloudy  I     "     - 

56    Clear -|     "     — 
53    Cloudy    Cloudy 


511.1 


S  21  41  48  Clear . 

22  36i  49  C'vm'st 

23  44  52  Rain  — 

24  49  571  "     - 

25  42  58  Clear  — 

26  43.!  56  "     — 

27  47  58  Rain  .. 
S  28  55  59  Cloudv 


-JN.  W 

all  day.  N.W,  8.  W. 
Rain  —  All  points.  _ 
Clear-  W„  N.  W— 


43     54 


42     50    Clear  . 

35  j  58 


Clear  - 


N.  W,  S.  W 
8,8.  W 

E,N,W.~- 


N.  W 

All  points.  . 


N.  W,  W.-. 


"     __  8.  W 

Cloudy    N.E,  E 

Rain  _.  E. 

Cloudy   8.  W,  N.  W 


Clear—  8.  W.. 


W,  N.  W. 
S.W 


0.01 


.  Rain  6:30  to  10:30  A.M,0.05; 

cleared  2:30  p.  M. 
.  Rain  before  day,  0.01;  clear- 

9  A.M.;  cloudy  part  P.  M. 
.  Cloudy  part  P.  M. ;  frost. 
Cloudy  part  of  morning. 
Cloudy  part  of  evening. 
Rain  before  day,  0.02  ;  rain 
8:30  A.M.  to  i0  p.m.,  2.72. 
.  Clear  part  morning  ;  cloudy 

part  evening. 
.  Cloudy  part  of  afternoon. 


0.2S 
0.11 


0.12 
0.36 


Partly  clear  part  of  even'g. 
Rain  till  10  A.  M,  0.28. 
Foggy  morning. 
Kaln'8:30  to  10  a.  m,  0.08; 

12:30  to  2  P.li,  0.02;  part 

of  evening,  0.01. 
Cloudv  part  of  afternoon. 
Rain    till   10   a.    m,  0.04; 

cleared  2  p.  M. 
Thunder  sh'w'r  6  a.m.:  cl'rd 

9  A.M.;  cloudy  part  P.  M. 

Rain  8:30  to  10  a.  m,  0.12; 
rain  8  p.  M. 

Rain  before  day,  0.36;  clear- 
ed 9  A.  M. 


0.43 


Rain  till  8:30   A.  M,   0.43; 
cleared  9:30  A.  M. 


Rain  before  day,  1.17;  foggy 
A.M.;  rain  4  lo6p .M.,0.10. 
clear  part  of  evening. 

Clear  part  A.  M.;  cloudy 
evening  with  shower,  0.01. 

Foggy  morning. 
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November,   1888. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


■2  7. 


1  45  641  Clear  .. 

2  483  70"      "     - 

3  581-  63   Cloudy 

4  43  571 -  Clear  _. 

5  45  571  Cloudy 

6  53  701        " 

7  54  591  Clear  ~ 

8  46  52    Cloudy 

9  50  66    Eain  .. 


Eain  . 
Clear  - 


10 

65 

68 

s  11 

461 

52 

12 

38* 

52 

13 

37 

51 

14 

371 

54 

15 

47 

56 

16 

48 

58 

17 

36 

44 

S  18 

30 

43 

19 

39 

54 

20 

40 

45 

21 

23 

33 

22, 

24 

361 

23 

17 

30 

24| 

28 

39 

S25 

32 

35 

26 

32 

44 

Rain 


Clear- 

Cloudy 
Clear- 

Rain  _. 

Cloudy 
Rain  — 
Clear - 


Hazy  __ 
Misty  - 

Cloudy 


Clear  _. 
Cloudy 


S.  W 

s.  w 

S.  W.,  N.  W 


S.  W.— 
S.,  N.  E- 


S.  W 

N.  W.,  N.  E- 

N.  E.,S.  E.~ 

S.  W j 

S.  W 

S.W.,  N.  W. 
S.  W.,  W.— 
N.  E.,  S.  E.J 
S.  W 

N.  E 

S.  W,N ' 


0.01 
0.24 
1.22 


.  Cloudy  evening. 
.  Rain  10:30  a.m.  to  1:30p.m., 
0.06;  cleared  3  p.  si. 

.  Partly  clear  part  of  morn- 
ing; clear  part  of  evening. 

.  Rain  before  day,  0.01 ;  clear 
part  of  morning. 

.  Cloudy  part  of  A.  si.;  cloudy 
evening. 

.  Rain  at   noon,  0.01;   rain  5 
p  si. 
Rain  till  9  A.  si.,  0.24;  rainy 

evening. 
Rain  before  day,  0.17;  10  A. 
si.  to  4:15  p  si.,  1.05;  clear 
9  p.  M. 


1.20 
0.08 


N.W \—- 

N.  E.,   E 

N.  E.,  N.  W.  0.79 


.  Foggy  morning. 

.  Rain  till  1:30  p.  si.,  1.17 
misty  till  6:30  p.  si.,  0.03 

.  Rain  12:30  to  2  p.  51.,  0.07 , 
5  to  7  P.  M.,  0.01;  partly 
clean  part  of  evening. 


Clear   -Clear--  N. 

-  N.  E- 
N.  E.. 
Cloudy       "     -  N.  E 

Cloudy 
Snow  "1 
Sleet  / 


Rain  till  12:30  p.  si.,  0.77 ; 
misty  till  4  p.  si  ,  0  02. 


N.  E. 
N.  E. 


26    32     44   Sleet  -  Cloudy    N.  E 


0.40 


27  40  47  iRain  _. 

28  37  45  !  Cloudy 

29  40  '  44  I     " 

30  40  47 


N.  W.,  W.—  0.20 

S.  W.,  N.  W 

N.  W 0.05 

W.,  N.  W—  0.02 


4.29 


.  Cloudy  evening. 

.  Clear  part  of  morning. 

.  Light  snow  12.30  to  4  p.  si., 
0.01  ;  sleety  evening. 

.  Sleet  till  7  A.  si.,  0.40;  rainy 

evening. 
.  Rain  till  7  A.  si.,  0.20. 
.  Sun  rose  clear. 
.  Rain  till  7  A.  si.,  0.05. 
.  Rain  before  day,  0.02 ;  clear 

part  of  afternoon. 
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December,  1888. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing. 
Wind. 


SS 


Xv. 


REMARKS. 


7     30 


10  34 
11!  36 
12    32 


S  16    27 
17   41 


22  12 

S  23  19 

24  25 

25  32 

26  35 


28  35 

29  29 
S  30  27 

31  35 


43  Cloud}-   Clear-. 

44  Clear -J     "     — 

39  Cloudy   Cloudy 
41  Snow  -_  Clear  — 

47    Cloudy       "     - 
38  1  Rain—      "     — 

4U  Clear-!     "     - 
46    Cloudy   Cloudy 
42 1  Rain  —        " 
i 

40  Cloudy  ;       " 
41}  Rain--        " 
35j  Clear-.  Clear  __ 
34 


26 
33* 

44  j     " 
56    Rain 


IN.  W . 

■W 

N.  W I Clear  part  of  morning. 

|S.  W.,  N.  W.i  0.02  — .  Snow  till   9:30   a.m.,  0.02; 

cleared  10:30  A.  M. 

S.  W I j Cloudy  evening. 

N.  W 0.11 Rain  till  8  a.m.,  0.11  ;  clear- 

]     ed  9  a.  m. 

S.  W ■ 

S.  W.,  N.  E. Clear  part  of  morning. 

N.E,N 0.23 Rain  till    2    p.    M.,    0.23; 

clear  evening. 

Rain  till  1  p.  M.,  0.26. 
Cloudy  evening. 
Cloudy    part    of    morning, 
with  snow  squall. 


Cloudy 
Rain  -- 


S.  E — - 

N.  E.,N.  W-  0.26 

N.  W 

S.W..N.  W- 


N.  W. — 
W.,  S.  W. 

S.W..N..N.E.  — 


40}  Cloudy   Cloudy 


32} 

28| 
34 

24} 

36 

45 

49 

53 


Clear- 
Cloudy 
Clear-. 


S.  W.,  N.  E. 


N.  W.,  W.. 


N.  W 

N.W..W.— 

S.  W.,  N.  W. 


27    41      53j  Cloudy 


N.  W 

'•     -S.  W 

"     -S.W.  — . 

"     -  S.  W 

"     -  S.  W.,  S.  E.  0.01 

Cloudy   S.  W.,  N.  W.,  0.51 


o.l'.) 


Bar.  7  a.m..  30.10;  rain  till 

5:30  p.m.,  2.90;  part  of 
evening  till  9  p.  m.,  0.10  ; 
cleared  10  p.  M. 

Rain  before  day,  0.19;  bar. 

12:30  a.  m.,  28.80  ;  clear 
part  of  morning. 

Cleared  10  A.  M. 


Snow  squall  6:30  P.M. 

ed  8  p.  M. 


clear- 


40  Clear— Clear - 

39  I     "     ..      "     .. 

43  I     "     _.      "     _. 

43  Cloudy  Cloudy 


-_  Clouded  over  9  p.  m.  ;  rain 
10:30  P.  M.,0.01. 

.-Rainbow  at  sunrise;  rain 
7:30  to  10  A.M.,  0.31  ;  part 
of  afternoon,  0  20;  clear- 
ed 6:30  P.  M. 


W — -  — 

S.  W.,  W — 

S.  W — -  — 

S.  W 0.08:... 


Rain  8:30  to  11:30  A.M.,  0.1 
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January,   i88g. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


six 


II  38 
2;  35 
3i  34 
4<  33 
5   38 


44  Cloudy   Clear  - 

40  I       "       I  Cloudy 

44  Clear --'Clear  _. 

47  I     "     —     "    - 

40  Rain  --Eain  - 


W.,  S.  W 

S.  W.,  N.W 

S.W 

S.  W„  S.- 
N.  E 


S    6    37  ,  42J 


7:  40     44 


8   38     47 
9!  36     58 


10   36 
111  34 

12    33 

S  13    27 

14   31 


41      58 


Cloudy   Cloudy 

Clear — Clear  — 
Eain  --  Cloudy 


Clear--  Clear-. 


:: 


Cloudy 

Clear _. 
Cloudy 

Eain  -- 


18  38i.  47    Clear - 

19  30     32  I    "    - 
S  20    18      40    Cloudy 


21  33 

37  i   " 

22  27 

34  Clear 

23  23 

41 J   " 

24  25 

40 

25  36 

44   " 

26  31 

43*  " 

S  27  36 

39  Rain 

Cloudy 

Clear  1. 

--  Cloudy 

.  Eain  _- 


28    35     38    Cloudy   Clear . 


Cloudy 


Clear - 
Snow . 


N.  E— 


1.S2 


N.  W.,  S.  W.j-~ 
S.  E.,  S.W.-1  0.87 


s.  w,  w 

w 

N.  W 

All  points.  -_ 
N.  E 


Cleared  8  A.  M. 


Cloudy  evening. 

Light  rain  till  noon,  and' 
heavy  after. 

Eain  till  8  A.  m.,  1.72  ;  parts- 
A.  M.  and  p.  M.,  0.10;. 
rainy  evening. 

Eain  before  day,  0.08;  clear- 
ed 10  p.  at. 

Eain  7  a.m.  to  2  p.m.,  0.62; 
violent  rain  squall  7  P.M., 
0.25;  cleared  9  P.  M. 

Cloudy  part  of  afternoon. 


S.W. 


—  1.10 


29    27  J    30*        " 
30:  21      34    Clear. 
31    27     47  !     "     . 


Clear  part  of  morning  and 

cloudy  part  of  afternoon. 
N.,  W._ 
S.  W Clear  part  of  morning;  rain 

6  p.  M. 
Eain   till   12:30  P.  M.,  1.10; 

cleared  6  P.  M. 
N.W. 

N.W 

N.  E : Snow  2:30  to  9  p.m.  and  then 

i     sleet ;  first  snow  storm  of 

the  season. 

N.  W 2.00 Eain  before  day,  2.00. 

S.  W.,  N.W 

S.  W 

N.,  S.  W 0.05 Eain  part  of  evening. 

N.  E.,  S ,— . 

W.,  S.  W Cloudy  part  of  morning. 

N.  E 0.51 Eain  till  3  p.  M.,  0.46;  misty 

afterwards,  0.05. 
W Cloudy    part  of    afternoon, 

with  snow  Hurries. 

N.  W. Clear  part  of  morning. 

N.  W.,  W Cloudy  part  of  evening. 

S Cloudy  evening,  with  light. 

rain. 
6.43  . 
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February,   i88g. 


33  Clear  -  Clear 
39}  "  -Cloudy 
41  !r  C'y  rn'st  all  day. 
30.!  Clear  -  Cloudy 
47    Cloudy 


;N.  W 

S.  W 

S.  W.,  N.  W 

N.  E.,  S.  E 

N.  E.,  S 0.01 


6  19   22  Clear  -  Clear— N.  W.,  W—  0.19 


7  12  24 

8  16  331 

9  28  41.1 
S  10  26  37 

11  23  36 

12  24  31 


"  -|W 

Cloudy  IS.W 0.03 


13!  14 
14  13 
151  22 
16  24 
S  17  36 
18  35 


19  27 

20!  22' 

21  21 

22  30 
.23  16 

S  24  5 

25  15 

26  15 


27  28   36 

28  31  |  364 


Foggy  -  Clear 
Clear-  "  . 
Cloudy  Snow  . 
Clear  —  Clear 


Cloudy 
Rain  — 


Cloudy 
Clear   _ 

Snow  — 
Clear   _ 


.  s.  w.,  n.  w 

s.  w 

N.  E 

w 


Snow  -_  Snow  -- 
Cloudy   Cloudy 


Rain  _. 
Cloudy 
Rain  _ 


Clear  .. 

Cloudy 

" 
Clear  .. 

Cloudy 


W 

W.,  N.W.- 
N.  W.,    S.W, 

iN.  E 

,S.  W. 

N.  E 


W..  N.  W- 

N.  W 

S.  W 

s.  w 

N.  W 

NW.NE.SE 
N.  E,  N-  — 
N.  E.,  S.  E.- 


E 

N.,E.,S.E~ 


Snow  squall  at  8:30  A.  M. 
Clear  evening. 
Snow  squalls  in  afternoon. 
Clouded  over  10  A.  M. 
Clear  part  A.  M. ;  light  rain 

part  afternoon,  0.01;  rainy 

evening. 
Snow  before  day,  0.19;  snow 

squall  10:15  A.  M. 
Cloudy  about  noon. 
Clouded  over  10  a.m.;  snow 

5:15  to  9  p.  M.,  0.03. 
Cleared  10  A.  M. 


Snow  12:30  P.  M. 

1.00  Snow  before  day  ;  first  snow 
this  season  without  rain. 


Rain  11  a.m.  to  10  p.m.,  1.10. 

Clear  part  of  evening. 

Heavy  ram  till  10  a.m.,0.50, 
and  misty  till  6  p.m.,  0.05; 
cleared  7  P.  M. 
Cloudy  part  of  morning. 


( 'loudod  over  3  P.  M. 


Cloudy  evening. 

Snow  till  7  a.m.;  cl'r'd  8  A.M. 

Snow    7   P.  M.;  ice   6  in.   at 

Weston's,  but  not  cut. 
Light  snow  all  day. 
Snow  before  day,  0.35;  clear 

part  of  afternoon. 
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March,    i88g. 


Ther- 
mometer, 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


s  o 


31.!  44.5 

34  43 

37  41 

36  .40 


Clear ~ 

Cloudy 
Rain  -- 


Clear - 
Cloudy 
Eain  — 

Cloudy 


N.  W— 
S.  W.— 

S.  E.,  E. 
■N.  E.— 

N. 


S  10 
11 
12 
13 
14 
15 
16 

S  17 

18 
19 


37  J  48 

37  46,! 

34  42 

31  38 

32  39 


Clear-. 


Cloudy 
Clear-. 


37J  61 
40  i  47 
34  I  43 

37  !  53 

38  ,  44  j 

37  ;  50 
42  j  48£ 

37  I  39  i 


Cloudy 


21    34     38    Snow- 


22    37     503  Cloudy 


Clear-. 
Cloudy 
Clear   . 

Cloudy 


Eain  1 
Snow  j 


Snow 
Eain 


Clear . 


23 

S  24 

251 
26 1 
27| 
281 


59  Clear  _ 
612  "  --  "  - 
54  C'y  m'st  all  day 
46J  Clear   .  Clear - 

60  C'y  m'st  all  day - 
50J  Cloudy   Cloudy 


29    33      53    Clear   -Clear 


30 

S  31 


{Ssfp-^ 


N.  W 

S.  W 

S.  W.,  W— 
iW 

In.  w.— -. 

iN.  W 

s.  w 

s.  w._ 

N.E.,  S.  E. 

N.  E 

N.E 

N.  E 


N.,E 

N.E.,  S.E.. 

N.  E 


N.,  N.  W.— 


N.E 


S.  W 

S.W 

S.  W.,  N.  E.- 
All  points.  -_ 

S.'V.JN.'w" 

S.  W 


N   W 

S.  E.,   N.  E. 


Eain  before  day,  1.31  ;   mis- 
|     ty   till   11    A.    ji.,    0.02; 

cleared  9  P.  M. 
Clouded  over  3  p.  M. 

Snow  flurries  during  p.   m. 


Clear  part  of  afternoon. 

Cloudy  before  day. 


Light  rain  10:20  P.  M. 
Eain  6.20  p.  M. 
Eain  before  day,  0.35 ;  part- 
ly clear  evening. 
Clear  part  of  afternoon. 


Eain  noon  to  7:30  p.  M.,  and 
then  snow. 


Snow  till  5  p.  M.,  and   then 
rain  till  lip.  M. 


Cleared    9a.     m  ; 
part  of  evening. 


cloudy 


Eain  11  a.m.  to  1  p.m.,  0.05; 
j     cleared  5  P.  M. 
Cloudy  evening    with    rain 
and  snow  squall. 

Snow  7  to  9  A.  M.,  0.12,  and 
light  rain  part    of    morn- 
1     ing,  0.01. 
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April,   t88g. 


Ther- 
mometer. 

Weather. 

Prevailing. 

•a    . 

1 

*s"Z   ,= 

1 

-c      Morn-      After- 

Wind. 

REMARKS. 

bu 

•p  o      o 

OJ 

o 

■-         ing.        noon. 

o 

J 

K\            |     _ 

Phcc  ,   (K 

1 

37 

! 

48    Cloudy 

Rain  -IS.  E.,  N.  E._  0.56  . — 

Rain  part  of  morning  ;  noon 
to  11  p.  M. 

2 

361 

51       .  " 

Cloudy  N.  E.,  N.  W.  0.01  -      i... 

3 

42" 

62|  I      " 

"  '    s.  w 

Clear  part  of  afternoon. 

4 

43* 

52 *  Clear—  Clear  — 

N.  W.- 

, Cloudy  part  A    M.  and  P.  M. 

5 

36 

491      "     —1       " 

6 

35 

46"  Cloudy   Cloudv 

N.  E.,  E.— 

S    7 

38 

48         "       1       " 

N.  E.. 

8 

40 

58  i       "        Clear  — 

N.  E 

.     _ L  _-  Clear  part  of  morning. 

9 

38 

63    Clear—  Cloudy 

N 

- !_     -  Clear  evening. 

10 

46 

621.     "     —Clear  — 

N.  W.  -       - 

11 

41 

68.V      "     —  Cloudy 

S.  W ... 

1 Clouded  over  3  p.  M. 

12 

55 

69    Cloudy 

" 

S.  W 

0.17 Rain  before  day,  0  06 ;  part 

A.M.,  0.03;  clear  part  P.M.; 

rain  with   lightning  part 

of  evening,  0.08. 

13 

46 

58 

Rain  _ 

Clear- 

N.  W. 

0.24L-. 

Rain  till  7  a.m  ,0.24;  cleared 

10  A.  M. 

S  14 

37 

561 

C.\  par  __ 

tt 

N..  .       -     - 

15 

381 

53"      "     -- 

IT" 

N.  E.. 

16 

37" 

54    Cloudv    Cloudv 

N.  E.,  E 

Partly   clear  part  of  after- 

" 

noon;  clear  part  evening. 

17 

41 

531  Rain  —  Misty  _ 

N.E 

0.08 



Rain  before  day,  0.06;  7:30 

to  10  A.  M.,  0.02. 

18 

50 

61 

Mistv  -Cloudv 

N.E.,  E..S.W 

0.03 

Misty  till  7  a.m.,  0.03;  clear 

1 

evening. 

19 

50 

751 

Clear      Clear 

S 

_ 

20 

52 

72" 

Cloudy 

s  w. 

Thunder  showers  after  9  P. 

M.;  cherries  flowered. 

S  21 

61 

75 

" 

"         „ 

S.  W.,  N.  W. 

0.16 



Rain  before  day  ,0.16;  cleared 

22 

45 

57    Clear  — 

"         __ 

N.  W 





8  A.M.;  cloudy  part  of  ev'g. 

23 

39 

57        "     —      "     - 

N.,  S.  E 





24 

45 

70       "     -      "     — 

S.  W 

25 

54 

71.1 'Cloudy   Clocdy 

S.   E 





Clear  part  of  a.m.  and  p.m.; 

rain  8  P.  M. 

26 

56 

60* 

Kain  —  Rain  — 

E.,  N.  E 

2.19 



Rain  before  (lay,  1.06;  10  A. 
M.  to  5  p.  M.  heavy,  1.13, 
and  light  rest  of  day. 

27 

52 

56       "     -      "     - 

E 1.16 Rainalfday  till  8  P.M.,  1.16. 

S  28 

52 

60    Cloudy   Cloudy 

S.W 0.32 |Rain8toll  a.m  ,0.30;  show- 

er 3:15  r.  M.,  0.02;  clear 

i     part  of  afternoon. 

29 

52 

62J 

"        Clear   - 

S.  W.,   N.  W.  0.05! Light  rain  before  day,  0.02; 

1     cleared  9  A.K.;  shower  5 
p.  M..  0.03 ;  cloudy  eve'g. 

30 

46 

60 

"       '■     " 

N.  W.,  S.  W. Cleared  8  a.m.;  cloudy  ev'g. 

4.97 
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May,  1889. 


Ther- 
mometer. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


S  = 


1 

2 
3 
4 

S  5 
61 
7 
8 
9 
10 

11 

S  12 

13 

14 

15 
16 
17 
18 
S  19 
20 


66     79 

58  i  72 


21;  63     76J 


22 
23 
24 
25 
S  26 

27 

28 
29 
30 


62  :  76 
59  80 
62  83 
59 
64 
63 


Clear- Cloudy  N.,  S.  W. 

"       N.  W 

-  "      .N   W 

—  Clear-  N.  W.,  W— - 
"     -  S.  W.,  N.  W. 

—  N.  W.,E.,  S.E. 
-N.  E.,  S.  E.- 
-_  All  points — 

-  N.  E.,  S  E._ 
— IS.  W.,  N.W. 

'All  points.  — 

"     -  E.,  N.  E 

"     ...  Cloudy   N.  E.,  E 

Cloudy   Clear -IS.  W 

"      !     "     -  N.  W.,  N.— 
Clear--      "     ..  S 

;     -S  W.,  S 

Cloudy   Cloudy   S.'e.'e! 

"  '    I      "       S.  E..  S.  W.- 


Clear- N.E.,  W. 


Clear  part  of  evening. 

Clear  part  of  evening. 

—  .-  Clear  evening;  frost. 
Cloudy  part  P.  M. ;  frost. 


0.61 


0.03 

0.0* 


Rain  5:20  to  8:20  p.m.,  0.61; 

cleared  9  p.  M. 

Cloudy  part  of  evening. 

Cloudv  parts  A.  M.  and  p.  M. 

Rain  2:45  to  3:15  p.  M.,  0.03. 

Shower  7:30  a.m.,  0.03;  cl'dy 

ev'gwith  shower  7:40, 0.05. 
Cleared  8  A.  M. 


Clear--  Cloudy 
Cloudy  Clear  — 
Clear--'     "     — 


Cloudy  Cloudy 
t>  .  iRain  1 
Kaln--M'Sty} 

69  Cloudy  Clear  — 
65  Clear  —I  "  — 
75A  Cloudy    Sh'w'ry 


N.W., 

N.,  N. 
S.  W.. 

N.W. 

N.  E.. 


S.  W. 

:N.,  E, 
N.  E. 


S..S.E, 
W.— 


0.33 
0.35 


i  0.74 

0.90 


,S.  E.- 
S.— 


Cloudy   S 


-.  Rain  8  p.m. 

__  Rain  before  day,  0.30;  show- 
er 11:30  A.  M.  to  noon, 
0.46 ;  rainy  evening. 

_.  Rain  before  day,  0.33;  clear- 
ed 10  a.m.;  cl'dv  part  ev'g. 

..  Rain  5:20  p.m  to9  p.m.,0.35. 

..  Cleared  8  A.  M. 


Rain  9  p.  M. 
Rain  before  day,  0.74. 
Rain  6:40  A.  M.  to  2  P.  M.. 
0.90 ;  clear  part  evening, 
Cleared  7  A.  M. 

Clear  parts  A.  M.  and  P.  M. ; 

showers  11:30  A.  M.  till  3 

P.  M 
Clear   part   A.   M. ;  showers 

11:40  to  noon,  0.02;  4  to 

6  p.  M.,  0.15. 
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June,    18 


Ther- 
mometer. 


Wind, 


Morn- 
ing. 


After- 
noon. 


Prevailing    .-  • 
Wind.         §  • 


Mo;  W 


1  65  69  Rain  -  Cloudy  iS.  E 

2  58  |  73  Clear  __  Clear -iN.,W.,S.W 

3  55  72  !   "     "  —  S.W.,N,S.E._ 

4  59  I  75  |Cloudy   "  _JN.E  ,  S..8.W. 


5    61 

70 

6    54 

68 

7    52 

75 

8,  63 

78i 

S    9    67 

85 

12  66 

13  60 

14  66 


15  71 


S  16  68 

17  72 

18  62J 

19  56" 

20  65 

21  63 

22  71 
S  23  59 

24  55 

25  57 

26  65 


27  67 

28  67 

29  71 
S  30  69 


Clear  - 


..  N.  W.,  W.~ 


Cloudy   "  _. IN.  W. 

Clear-   "  __  N.  W.,  S.  W.|~. 

Cloudy  Cloudy  S.  W.. 


Clear 


Clear  - 


-S 

-|S.  w 

—  S.  W.,  N.  W. 


0.60 


Rain  — Ish'wery  N.  E.,  S j  0.57 

Clear  — Clear  —  S.  W 

Cloudy   Cloudy   S.  W 


83  Clear  .. 
84J  Cloudy 

71  IClear  — 

72  Cloudy 
83 

84  Clear  — 


S.W 


Clear -S.  W 0.58 

-|SW,NW,NE  0.75 


Cloudy 
Clear  - 


Cloudy 


"  -N.  E.,E .... 

"  -  N.  E,  E 

"  -S  W.,  N.  W.  — -  . 

"  -.18.  E.,  S 0.02 

"     -N.  W ----- . 

"     -  N.  W .— . 

Clbudy   N.  E.,  S.  E.'. . 

"       N.E..E 

'•       S.E.S.  W-  0.22 


Rain  till  2  P.  M. 

Cloudy  evening. 
Clear  part  of  morning. 
Shower    before    day,   0.08 ; 
1     cloudy  evening. 
Clear  part  of  morning. 

.  Clear  part  of  morning  and 

part  of  afternoon. 
Clear  part  a.m.;  cloudy  ev'g; 

with  shower  9  p.  >r. 
Cloudy   part   of   afternoon, 

with  sprinkle. 
Shower  1 0  a.m.,  0.24;  shower 

5  p.m.,  0.36;  shower  11  p.m. 
Rain  to  8  a.m.,  0.51;  showers 

11  a.m.  till  8  p.m.,  0.06. 

Cleared  9  A.  M.;  clear  part  of 

afternoon. 
Cleared  7  A  M.;  shower  4:10 

to  6  p.  M.,  0  28 ;  shower 

10:45  p.  M. 
Rain  before  day,  0.58. 
Cleared  7  A.  M.";  rain  3  to  7 

p.  M  ,  0.75. 

Cleared  9  a.m  ;  cloudy  ev'g. 

Cleared  8i.u. 

Cloudy  eve'g;  shower  10:30 

)     p.m.,  0.02. 

Cleared  7  A. M. 


80         "  "        8.  W- 

84    Clear-- Clear -_  S.  E 

83<  Cloudy       "     -S.  E.,  S.  W. 
80  ,      "  "     --  N.  E.,  E.._- 


Rain  before  day ,0.08;  shower 
8  A.M. ,0.08;  11  a.m.  to  1:15 
p.  M  ,  0.06:  cleared  9  P.  M. 

Clear  part  of  morning. 

Clear  part  of  morning. 
Cleared  8  a.m.;  cloudy  ev'g. 
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July,     l88g. 


Ther- 
mometer. 

Weather. 

1    i  § 

Morn- 
ing. 

After- 
noon. 

4 
5 
6 
S  7 
8 
9 
10 
11 

12 
13 

S  14 
15 

16 
17 
18 
19 
20 

S  21 
22 
23 

24 
25 
26 

27 

S28 

29 

30 


Prevailing 
Wind. 


77. V  Cloudy 
73 J  Rain  — 


Cloudy 
Rain  — 


S.  E. 
S.   E._ 


1-9 

|S 


KEMABKS. 


78    Cloudy   Show'rs  S.  ~ 


80  I       " 
80    Clear  . 

77  I     "    - 


Cloudy 
.  Clear  - 


74  Cloudy 

79  Eain  — 

85  Clear - 

79  Cloudy 

84  Clear  — 

70  Rain  — 


Cloudy 


Clear-. 
Cloudy 


S.  W.,  N.  W. 

N.  W 

N.  E.,  S 

8.  W 

S.  W.,   N.W. 
NW,NE,S.E. 

IS.  E 

S..S.  w 


All  points- 
.8.  W 


0.07' Eight  rain  till  7  A.  M. 

Light  rain,  at  intervals,  all 

day ;  very  heavy  in  ev'g. 
Rain  before  day,  0.97  ;  sh'er 
11  a.m.  to  6  P.  M.,  1.08; 
cleared  9  p. M. 
Rain  12:30  to  3  p.m.,  0.70; 
cleared  9  p.  M. 


2.05 


0  70 


0.10  __ 


S.  W,  N.  W. 
IS.  E.,  N.— 


77    Clear  ._  Clear  -  N.   W 

82J|     "     —|     "     -IS.  W.,_N.  W. 
81  i     "     —      "     — All  points — 

78*1     "     —Cloudy  S.  E.,  S 

82}  Rain  -  Clear—  S.  W  ,  N.  W. 


80    Clear  — 

Q9  « 

85    Cloudy 

80    Clear  — 
76*     "    - 

75    Cloudy 

72J  Rain  — 
77*  Cloudy 


Cloudy 


-N.  W 

-  All  points.  -- 

-  S.  W.,  N.  W 


N.  W 

N.  E.,  S  E- 
S.  E 


Clear-. 
Cloudv 


74*  Rain 


N.  E.,  N.W. 

E.,  S 

IS.  w 

S.  w. 

All  points,  -_ 


0.04 
1.27 


Cloudy  evening. 

Rain  till  8:30  A.  M.,  0.08  ; 
noon,  0.02  ;  clear  parts  of 
afternoon  and  evening. 

Clear  part  of  morning  ;  sh'er 
11:50  a.m.,  0.03;  4  to  5 
p.  M.,  0.01 ;  clear  6  P.  M. 

Heavy  rain  till  6  A.  M.,  and 
light  till  9  A.  M.,  1.27: 
cleared  8  p.  M. 

Cloudy  part  of  evening. 

Rain  9  P.  M. 

1.74 Rain  till   6:30   A.   M.,1.74; 

cleared  9  a.  m. 

Cloudy  part  of  evening. 
Cleared   10   A.  M. ;     cloudy 
part  of  evening. 


__  Cloudy  part  of  morning. 
.-  Foggy  a.m.  ;  clear  part  p.m.; 
rain  10  p.m. 

—  Rain  till  11:30   A.  m.,  0.80; 

partly  clear  5  P.  M. 

—  Rain  10:30  A.  M.  to  12:30  P. 

M.,  0.01  ;  cl'r  part  p.  M. 

—  Clear  part  A.  M.,  cl'dy   ev'g 

with  light  showers,  0.01. 
_-  Clear  part  a.m.  ;  rain  3:30  to 

7  P.M.,  1.61;  9:20  to  9:50 

p.  m'.,  0.35. 
-.Rain     before     day,     105; 

—  showers  8  a.m.  to  12:45  P. 
M.,  0.65 ;  freshet. 


10.45  _ 
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August  1889. 




T3                  .                          rf 

Ther- 

2 33       J 

mometer. 

Prevailing 

S.l    .5 

J 

Morn- 

After- 

Wind. 

s  .5    .5 

REMARKS. 

03 

noon. 

" 

t-i 

WOO      OQ 

1       1           !           1 

1    70     78    Rain    -  Cloudv    S - 

0.78 Eain  till  6  A.  M.,  0.44;  clear 

part  of  morning  ;  showers 

rest  of  dav,  0.34. 

2   70     82   Cloudv  Hazy— S.  W - 

0.12 Eain  before  day,  0.12. 

3    74     80         "       Cloudy  S.  W 

0.41 

Clear  part  A.  M  ;  showers  7 

A.M.  to  2  p.m.,  0.41;  clear- 

ed  9  P.  M. 

S    4  67  80    Clear--  Hazy--  N.  W.,  S.  W 

5  66  75    Eain  _-  Cloudy   All  points—  0.18  . 

6  62  76    Clear-- Clear   ..  N.  E.,  S ! 

7  65  77       "     -      "     -  N.  W.,  N.—  0.14 

8  59  751      "     —      "     -- All  points--- 

9  63  78"  Cloudy   Cloudy   S.  W 0.07, 

10  69  80         "       Clear  -  S.  W.,  N.  W.  0.25: 


Eain    till    10  A.   M.,    0.18; 

clear  part  of  afternoon. 
Eain  11  P.  M. 
Eain  before  day,  0.14. 

Eain  6:30  to  7:30  p.  M.,  0.07. 
Bain  6:15  to  10:15  a.m.,0.25. 
cleared  2  p.  M. 


S  11  65  76  Clear  . 

12  58  75  "     - 

13  59  78  "     . 

14  69  SO  Rain  . 


"     —  N.  W 

"     -  N.  W.,  S.  W 

Cloudy  S.  W.,  S.   E.  0.53 
"        All  points-—  2.03 


15    68      76    Cloudy 


16  58 

17  60 
S  18    60 

19  61 

20  68 

2i:  70 


74  Clear 
76       " 

75  Hazy 
80  Clear 
81.1  Hazy 
85 


E.,  S.,N.  W.  -- 

Clear -N.  W.,  W--  - 

"     -W.,  N.W 

"     -  N„  W 

"    -S.'W 

Hazy-S.  W.,  N.,W.  - 

"     -S.  W 

..  Clear- S.W.,  N.  W. - 
.  N.  E 0. 


.  Sh'rs  3:30  to  4:15  p.m. ,0  53. 
Eain  till  7:15  a.  m.,  0.69  ;  2 

pm.,0.02;6  to9p.M.,1.32; 

1.12  in  one  hour,  6  to  7. 
.  Freshet ;  partly   clear  parts 

morning  and  afternoon. 


j Cloudy  part  of  evening. 


22  721    821 

23  67      76    Cloudy   Eain 

24  66      77    Eain  -Clear  -  N.  E.,  S.  E.-  0.35 


S  25  65  771  Clear-      "     -  N.  E.,  E 

26  64  731  C'ym'stallday-  N.  E 

27  59  72    Cloudy   Clear  ~  N.  E.,  S.  E.- 

28  55  71         "  "     -N.  E 

29  58  74    Clear-      "     -  N.  E.,  S.  E.- 

30  57  79       "     -      "     -  N.  W 

31  64  811      "    --      "     -  W.,  N.  E.— 


.  Partly  clear  part  a.m.;  rain 
3:15  to  8  P.  M.,  0.15. 

.  Eain  till  8  A.  M.,  0.35.; 
cloudy  evening. 

.  Cloudy  part  a.m.  and  eve'g. 


5.01 


Cleared  9  A.  SI. 

Foggy  morning. 
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September,    1889. 


Ther- 
mometer. 


Weather. 


After- 
noon. 


Prevailing 
Wind. 


wo  a 

^  c  c 

-a-"  ,  — 

c  a  I  c 

«—  — 

c  S  S 

05  CO  00 


S    ]  64      77 A  Hazy  -  Hazy  -  N.  E.,  S.  E. . 

2  61     77"      "    -      •'     -  N.,  S.  E— . 

3  60     78    Clear-- Clear-- S.  W 

4  60     77       "     — !     •'     -S.  W.,  S.  E.  - 

5  64  i  79    C'vm'stallday- S.  E 

6  68      84    Cloudy   Clear -S.W.,  N.  W.  0.65 


7  66  77    C'v  m'st  all  day..  N.  E.,  S.  E. 

S    8  66J  74    Cloudy  jCJoudy   N.  E 

9  66  75         "  "  "     N.  E 

10  62  68.V  Rain -_  Rain  —  N.  E 


11  62 

12  64 

13  64 

14  67 

S  15  67* 


16  70 

17  70* 

18  63 

19  53 


20  51 

21  54 


67  "     - 

69  "     _. 

75  Cloudy 

75 

78  Rain  -. 

80  Cloudy 

65  Rain  -. 

63  Clear - 


"     -  N.  E.— 

"     —  N.  E.  - 

"     -  N.  E.,  E 

Cloudy   E - 

"      IE..  S.E.. 


"      s.  w. 

Rain  -  S.  W.,  N.  W. 

Cloudy   N.  W 

Clear  -  N.  W 


Rain-S.  W„. 
Clear.-N.  W.  - 


27  50 

28  49 
S  29  48 

30  58 


0.39 

1.0-1 
1.157 
1.01 

0.14 


S  22  48i  60       "     --      "     _-N.  W 

23  47  65       "     -      "     -W , 

24  49  60  Cloudy  Rain  -  N.  E I- 

25  52  60  Rain-      "     -  N.  E 0.61 

26  58J  72   "  -  Cloudy  N.  E.,  N.  W-  0.33 


60  Clear  -  Clear  -  N.  W 

63*     "     -I     "     -S.  W 

66 j     "    -      "     __N.  W.,  S.  W. 

69    Cloudy  Idoudy   S.  W. 0.01 

7.83,. 


Foggy  morning. 

Foggy  morning. 

Cleared  7:30  A.M.;  showers  5 
to  7  p.  m.,  0.65;  13$  days, 
long't  drought  since  Aug., 
1886. 

Clear  evening. 

Partly  clear  part  of  p.  m. 

Rain  till  6:30,  a.m.,0.24;  rain 
9  A.M..  rest  of  day;  freshet 
caused  by  high  tide. 

7  A.  M.,  0.39. 

7  A.  M.,  1.04. 

7  A.  M.j  1.37;  clear  part  ev'g. 

7  A.  M.,  1.01;  clear  11  a.m  to 

4  P.  M. 

Rain  before  day,  0.01;  clear 

!  part  A.M.;  rain  2  to  5  P.M., 
0.13;  rain  10  P.  M. 

Rain  till  7  a.m.,  0.47;  partly 
clear  parts  am.  and  P.M. 

Rain  before  day,  0.02;  show- 
ers after  3  p.m.,  and  steady 
rain  after  7.15  p.  m. 

Rain  till  10  a.m..  1.30;  clear 
part  of  evening. 

Rain  before  day,  0.03;  show- 

1  ers,  2  p.  M.,  0.03;  showers 
3,  4  and  5  p.  m.,  0.03. 

Cloudy  part  A.M.;  rain  3  p.m. 

Rain  before  day, 0.14;  spr'kle 
at  noon  and  shower  3:45 

!     p.m.,  0.02. 

Prof.  Geo.  H.  Cook,  Rutgers 
College,  died. 

Rain  3:30  P.  M. 

7  a.  m.,  0.61. 

7  A.  M.,  0.30;  rain  part  of 
evening,  0.03.   . 

Cloudy  part  of  morning. 

Cloudv  evening. 

Rain  4  to  5  p.  M  ,  0.01. 
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October,  i88g. 


S    6 


S13 

14 


Ther- 
mometer. 


J      K 


60  !  72i 


15  43 

16  44 

17  40 

18  49.' 
19,  42 


8  20 
21 
22 


24    33 

25;  40 

26 '  46 

S  27    52 


28  54 

29  46 

30  46 
31!  47 


Weather. 


Morn- 
ing. 


Cloudy 


Clear  — 


After- 
noon. 


Clear-. 


Cloudy    Rainy 

Cloudy 
Clear--  Clear-. 


Cloudy 


Hazy  -. 

52    Cloudy 

45a  Rain  - 

60  i  Cloudy 
562iClear- 
594  "  .- 
60  "  __ 
62  Hazy  — 
67  Clear  — 
51 2  Rain  — 
54  Clear  - 
j  Rain 
\  Snow 


42 


44    Clear - 

49i  Cloudy 

55 

62    Rain  __ 


S.  W.,   N.  W. 


N.  W 

s.  w 

S.  W.,  N  — 

N.W.,  S 

S.,  W.,  N.  E. 


Cloudy 


Rain  _- 


Cloudy 
Hazy 

Clear.. 


Prevailing 
Wind. 


1 1 


1  =  s 

•  -  o 


REMARKS. 


N.  W 

N.  W.,  S.  W. 

S.W 

S.  W.,  N.  W. 

S.  W 

S.  W.,   N.  E. 


N.  E 

N.  E 

N.  E.,  N— 
N.  E 

N.  W.,  S.  W 
N.W.,  N.-_ 

N.  E.,  S 

S.W 

N.  E 

All  points.— 


0.13 


Cloudy   N.  E.. 


"     -  N.  E 

"     -,N.E ._ 

Rainy  _  N.  E.,  E.  — 
Rain  I.N.  E.,  S.  E- 


0.03 
0.01 
0.08 

0.64 
0.13 
0.61 


0.06 


—  Showers   till    9    a.m.,  0.09 ; 
|     clear  part  of  A.  M. ;  12:15 

•      ■    P.  M.,  0.01 ;  5   to   7:30  p. 

—  m,0  04. 

---, Frost;  clear   part   of   ev'g. 


.—  Rain  6  to  7  a.m.,  0.01  ;  3:30 

to  11  P.  M.,  0.12. 
—  Clear   7  to  11  A.  M. ;    clear 

part  of  evening. 

Cloudy  evening. 

Rain  '6   to   7   A.    M.,  0.03; 

cleared  10  A.  M. 
....  Rain  7:30  to  8:30,  0.01  clear- 
ed 10  a.  m.  ;  hazy  even'g 
Thunder  shower  3  p.m.,  and 

rain    till   6   p.  M  ,   0.08 ; 
I     shower  after  8:15  p:  M. 
Rain  before  day,  0.64;  rain 

after  8:15  p.  M. 
Rain  till  9  A.  M.,  0.13  ;  rain 

after  12:30  P.  M. 
Fain     before     day,     0.61 ; 

cleared  at  noon. 


60A  Cloudy  Cloudy  S.  W.,  N.   W, 
52j        "  "        N.  W. 

51         "  "       N.,  N,  W. 

51  j       "  Rain  -,S.  E.  — 


Clouded  over  3  p. M. 

Cloudy  evening. 
Rain  till  7  a.m.,  0.20. 
Cloudy  ev'g;  rain  10:30  P.M. 

Rain  before  day,  0.04; 
rain  and  snow  6  to  8  A. 
M.,  0.02 ;  clear  part  ev'g. 

Cloudy  part  of  morning. 


0.04 Rain  before  day,  0.04. 

0.75 Rain  till  7  a.m  ,  0.29  ;  10  A. 

M.  to  2  p.  M.,  0.41  ;  4:45 
to  5:30  p.  M  ,0.05;  clear 
part  of  evening. 

O.Oli Rain  before  day,  0.01. 


0.24' Rain  11:45  A.  M.  to  5  P.  : 

0.20 ;  part  of  ev'g,  0.04. 

3.13  — - 
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November,   i88g. 


|    Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


Prevailing 
Wind. 


-  2 


B   5 

•5  -- 

P3o3 


S  3 

56 

4 
5 

43 

43* 

6 
7 
8 

39 

36i 

47" 

9 

46 

S  10 

49 

11 
12 

45 
43 

13 

47 

14 

51 

1    49      60    Cloudy   Clear - 
2:  52      62        "     —  Cloudy 

65    Rain  --Rain  — 


All  points. 
S.,  S.E.— 


sw. . 


57    Clear. 
48 


54 


15 
16 

S  17 
18 

19 

20 

21 
22 

23 

S  24 
25 

26 
27 

2S 

29 
30! 


.Clear  _. 
Cloudy 

Clear. 

Cloudy    Rain 

Rain  _. 

Cloudy  ;  Clear 

.  Cloudy 
.  Clear  — 

.  Rain  _. 

Clear— Clear-. 


N.W.,  W. 
N.  W 


61 

47  '  "  _ 
40  I  "  _. 
4U|  "  - 
51    Cloudy 


37 


Rain 

Cloudy 


i  "  :: 

Cloudy 

Rain  — 
Cloudy 

'Rain  _. 
Cloudy 


Clear  _-. 
Rain 

Clear  — 
Cloudy 
Rain  — 

Clear „ 


S.  W . 

S.  W — - 

S.W,N.,  N.E.  0.13  . 

All  points.  -_  2.14. 
N.  E |  0.13  . 

i       j 

N.  E.,  S.   E.I  0.02; 
S.W.,  S.E.  J—  . 

X.  E !o.80j. 

i 

S.  W.,  N.  W. . 

N.  W j  — I. 

W.,  N.  W.~  — -  . 

w ....  L 

N.  E 0.02  . 

X.  E.,  E !o.94'. 

S.W '  0.01;. 

S.  W.,  S.  E.J  —  L 
S.  W 0.43  . 

W 


Foggy  a.m.  ;  cleared  9  a.m.  ; 

cloudy  evening. 
Clear  part   of    A.  M. ;    rain 

11:15  a.m.  to  3  p.m.,  0.20; 

rain  10  p.  M. 
Rain    till    4    p.    m.,    0.72; 

cleared  6  p.  M. 

Clouded  over  11  a.m.  ;  clear . 
part  of  evening. 

Cloudy  evening. 

Light  sprinkles  part  A.  M. ; 

rain  at  9  p.  M.,  0.13. 
Rain    till    7   p.    M.,   2.14; 

rain  10  p.  M. 
Rain  before  dav,  0.04;    rain 

10  to  10:30  a",  m.,  0.09. 
Rain  2  to  3  p.  M.,  0.02. 
Foggy  A.  M. ;   cl'rd  7  A.   M. ; 

cloudy  part    of    evening. 
Foggv  A.  M. ;  rain   10  A.  M. 

to  7  p.  M,  0.80. 


Clear.. 
Cloudy 

Clear  .. 
Rain  .. 

Cloudy 


W.,  S.  W.. 

N.  W.,  N.  . 


N.  W.,  S.W.-— | 
N.  E.,  S.  E.  -|— . 
|S.  W 2.54'. 


"    -S.  w 

Clear-  S.  W.,  X.  W. 


Light  rain  6  to  7  A.M. ;  rain 

part  of  afternoon,  0.02. 
.  Rain  till  7  p.  m.,  0.94. 
Clear  7  to  11   a.   m.  ;    light 
i     rain  part  of  evening,  0.01. 
Cl'r  part  A.M. ;  rain  2:30  P.M. 
Rain      before     day,     0.43 ; 

cleared  9  A.  M. 
Cleared   7:30    a.  m.  ;    clear 

part  of  evening. 
Cloudy  part  a.m.  ;  cl'dv  ev'g. 
IRain    till    1    p.   m.,    0.41  ; 

cleared  7:30  p.  M. 
Cloudy  part  of  evening. 
Rain  11  A.  M. 
Rain  till  7  A.M.,  clear  parts 

of  morning  and  afternoon. 
Snow  flurries  ;  clear  ev'g. 
Cl'dy  part  of  morning  with 

snow  squall. 
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December,   1889. 


Ther- 
mometer. 


Weather. 


—      Morn- 

tJJO 

vr        ing. 


After- 
noon. 


Prevailing 
Wind. 


— 

-C 

§r 

a 

■a"" 

s  c 

_c 

n  S 

fe 

'AV2 

03 

1  29 

2  32 


42    Clear  . 
50       "     - 


Clear . 
Rain 


N.  W.. 
S.  W.- 


3    41      5U  Cloudy   |^   I  S.W.,N.,  >T.E.  0.0 


25    Clear--  Clear—  N.  E . 

37    Cloudy   Cloudy   N.  E.,  S 0.04  . 


6    35     44         "        Clear  -  S.  W.,  N.  W . 

7.  30  I  45    Clear  —      "     _.  S.  W . 

S    S    33      55        "     -_  Rain  —  S.  W.,  S.  E.-  0.14' 


S  15 


21 
S.22 


II 
46J 


27 

37 

2S 

35 

8  2'.) 

34 

SO 

41 

31 

25 

00 

60- 

47.1 
5li 
52 
58 

Cloudy 
Clear  _  _ 
Rain  -- 
Clear  — 

35 

"     _- 

32 

«     -'- 

4H 
40" 
45 
54 

Cloudy 
Rain  — 

Cloudy 

51 

Foggv  . 

50 
54 

Clear _. 
Cloudy 

48 
49 

Clear  — 

65 

Cloudy 

65 

Rain  — 

43 

4R 

Clear  — 

Clear- S.  W 0.01 

Cloudy   N.  E.,  S.  E 

Clear— iN.W 0.22 

-W.,  N.  W 

-  S.  W.,  N.  W 

gj?*  }  N.  E 0.62 


Cloudy 

Rain  -. 

Clear- 

Cloudy 

Clear -. 
Cloudy 

Clear-. 


N.  E.,   S.  E. 


S.  W 

S.  E.,  N.E— 

N.  E 

W 


s.  w. 


N.  W 

All  points — 


N.  W. 
S.  W. 


52    Cloudy 

47 

33    Clear - 


Cloudy 
(  'lear 


S.  W 

S.  W.,  N.W 


N.   W 

9.W..W.- 

N.  E.,  S.  E. 
N.  W.,  N... 

x.  E.,  !•:. 


0.(11 


Cloudy  evening. 
Clear  part  a.m.;  rain  2:30  to 
6  pm.  &  snow  till  9  pm..  0.03. 

Rain  and  snow  during  even- 

|     ing,  0.04. 

Clear  part  of  morning. 

Clouded  over  7:30  a.m.;  rain 

12:30  to  6  P.M.,  0.14. 
Rain  before  day,  0.01. 
Clear  part  of  afternoon. 
!Rain  till  10  A.  M.,  0.22. 
Cloudy  part  of  afternoon. 
Cloudy  part  a.m.  &  part  p.m. 

Clouded  over  8  A.  M.;  snow 
10:30  A.M.  to  3  P.M.,  0.42; 
then  rain  till  7  p.m.,   0.20. 

Cloudy  part  of  morning  ; 
clear  part  of  evening. 

Clear  part  A.M.  &  part  ev'g. 

Rain  till  7  p.  M.,  0.33. 

Fog'y  and  misty  rain  all  day. 

Rain  before  day,  0.16;  clear- 
ed 7  A.  M. 

Rain  before  day,  0.01;  foggy 
evening;  cleared  9  p.  M. 

Light  rain  part  A.  M.,  0.01; 
cleared  5:30  p.  M. 

Clouded  over  4  p.  M.;  clear 
part  of  even'g;  bar.  30.45. 

Rain  before  day,  0.01;  bar. 
29.85. 

Rain  till  8:30  A.  m.,  0.23; 
cleared  10  a.m.;  bar.  29.30. 

Cloudy  part  of  evening. 

Clear  part  of  evening. 
Clear  part  of  morning. 
Cloudy  evening. 


ituiii  and  melted  Bnow  for  1889— 61.80  inches. 
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January,  1890. 


Ther- 

mometer. 

,J 

w 

0 

-1 

ffl 

Weather. 


Morn- 
ing. 


1  27 

2  51 

3;  43 

4  29 

S    5  36 

6  50 

7  47 

8  40 

9  28 

10  34 

11  27 
S  12  38 

18  45 


14  35 

15  33 


534  Cloudy 
64    Clear - 

48J      "     _- 


After- 
noon. 


Mistv-. 
Cloudy 
Clear-. 


Prevailing 
Wind. 


S.  E.. 


N.  E., 
S.  W.— 
N.  W.,  N.  E. 


41   '     "'     --      "     -_  All  points. 

52    Rain  -  Cloudy   S.  W 

58    Misty  -      "     —  S.  W 

49    Rain  -      "     .  'N.W.,  S.  W. 
48   Cloudy   Clear  —  W.,  N.  W— 


37  |Clear-      "     -IN.  W 

Rain  —  Cloudy   E.,  N.  E 

39    Cloudy       "     __  N.  E 

62*  Clear  __  Clear  ..  All  points.  — 
"     -  Cloudy   S.  W,  N.  W. 


3  I 
s  ° 


0.01 . 


16 

45 

55'. 

17 

26 

334 

18 

27 

424 

S  19 

28 

44 

20 

371 

56 

45        "     —'Clear.. 
454 ! Rain  .-Cloudy 


Clear—  Clear -. 
"     --  Cloudy 


S.  W. 


21  384  43    Cloudy   Clear  ~  N.  W.,  S.  W. 

22  21"  30    Clear-      "     —  ]N.  W 

23  21  31    Cloudy   Cloudy   S.  W 

24  30  364      "     -.  Clear -iN.W 


N.,  E 

All  points.  -- 

S.  W,  N.  W. 
N.  W.,  S.  W. 
N.  W 

N.  E.,  E 


Cloudy   part  of    A.  M.,  and 
part  of  afternoon. 

Clouded  over  9  p.  M. 

0.26 Rain  till  8  A.  M. 

0.02 Misty  till  8  A.  M. 

0.07 Rain  till  12:30  P.  M. 

0.03  .....  Rain  before  day,  0.03;  el'rd 
7:30  A.  m.  ;  cl'dy  part  p.m. 

Cloudv  part  of  evening. 

0.03 Light" rain  till  9  a.m.,  0.03. 


0.01 Cloudy  10  A.  M.  to  6  p.  M.  ; 

shower  3  p.m,  0.01  ;  clear 
evening. 

0.98 Rain  till  1pm.;  Mrs.  C.  B. 

Voorhees  died. 
0.30 Rain  till  8  a.m.  ;  clear  ev'g. 


Clouded  over  2  p.m.  ;    clear 

part  of  evening. 
Rain  till  7  a  m.,  0.24  ;  part 

of   morning,   0.07 ;    clear 

part  of  evening. 


25    24  404  Clear. -Cloudv 

S  26    384  49    Cloudy         " 

27 1  41"  53       "     -  Clear - 

28  30  38    Clear—      "     - 

29  29  49        '••     —|     "     -. 

30  39  48    Rain  —      "     ... 


S.  W.- — 

All  points. 
N.  W 


N.  W. 

s.  w. 

N.  E. 


Snow  11a.  m.  to  1  p.  M. 
Snow  squall  7:30  A.  M. ;  cl'rd 
10  A.  M. ;  cl'dy  part    p.  M 


31    36 


454  Cloudy   Cloudy 


..  Clear  part  of  morning. 
..  Rain     before     day,     0.07  ; 
cleared  8:30  A.  M. 


N.  E.,  S. 


Cl'dy  evening  ;  rain  11  p.m. 

0.50 Rain  till  8  A.M.,  0.50  ;  cl'rd 

9:30   A.  M. :    cloudy   part 

of  afternoon. 

i Misty     part    of    morning; 

clear  part  of  afternoon. 

2.59 
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February,   i8go. 


Ther- 
mometer. 


Weather. 


Morn- 
ing. 


After- 
noon. 


B  ■;, 

* 

A 

s  ~i 

Prevailing    -3  ■- 

.5 

Wind.         £  -S 

•S 

•-  0 

s 

P3(B 

03 

1    41     45.V  Cloudy   Cloudy   N.  W.,  N.— 
S    2    32   •  39£  Snow.— Misty -jN.E 

3    41*    49    Cloudy   Cloudy   S.  W 


4  41      45    Rain  —  Rain  —  N.  E.,  E 0.24 

5  55.1    68    Cloudv   Cloudy   S.  W.,  N.  W 

6  33      37  ""     Clear -JN 

7  20      36J,  Clear  -  !"?"  I  ,N.  E.,  S.  E 

8  55J    591  Rain  —  Rain  —  's.,  N.  W 1.56 


S    9    30      39    Clear-Clear- W.,  K. 
10    25      36    Cloudy       "     „  N.  E— 


11  28  3S  "        Cloudy  jN.  E.,  S.  E 

12  36  49         "        Clear -'S.  W.,  N.  W 

13  33  49    Clear-      "     -|S.  W 

14  35  54    Cloudy  Rain —  E  .  S.,  S.  W.  -  0.76 

15  45  50  i   "   Clear.-N.W 

S  16  27  40  Clear-.  "  -N.  W.,  S.  W.  —  - 

17  34  49.',  Cloudy  Cloudy  S.  W.,  S.  E.J— 

18  394  64  1   "   Clear- All  points.-!  0.03 

19  36  40  Clear-.  Cloudy  N.,  N.  E. 

20  33  43  ^,n(?w  \   Clear  __  N.  E.,  N.  W.l  1.04 

21  22  29.]  Clear-.  Cloudy  N.  W I  — 


22  24   35   "  -.Clear-  N.  W.,  W.-| 
S  2:;  27   46   "  .-  Cloudy  S.  W.,  S.  E.J 

2.  36  43  Foggy  -^7Y° 


25  40  46   "  _. 'Foggy -E 0.01. 

26  H   66   "  -Clear- S.W.,N.W-  0.02. 
^7  38J  48  Clear -Cloudy  N.  E.,  E 


28    42.1    46    Rain    .  M'sty...  E— 


Light  snow  7  A.  M.  til!  noon 

and  misty  rest  of  day. 

0.15 Misty  before  day,  0.15;  clear 

parts  of  P.  M.  and  even'g. 
Rain  7  A.  M.  till  3  p.  M. 
Clear  9  A.  M.  to  2  p.  M. 
J 

Clouded  over  11  A.  M.;  snow 
4.1  p.m.  &  soon  turns  to  rain. 
Rain  before  day,  0.54;  rain 

9:30  A.  M.  to  6  P.  M.,  1.02; 

clear  9:40  p.m. 

Clear  part  of  morning  and 
cloudy  part  of  afternoon. 

Cleared  off' 10  a.m. 

Foggy  morning;  rain  1:30  to 
4:30  p.m.;  cleared  6:30  P.M. 
Cleared  off  8  A.  M. 

Clear  part  A.  M.  &  part  ev'g. 
Chared  8  A.M.;  cloudy  eve'g; 
th'nder  shower  10:30  P.M. 
Clouded  over  8  A.  M. 

Snow,  sleet  and  rain  till  7 
A.M.,  1.04;  cl'red  2:45  p.  M. 

Clouded  over  10  A.  M.;  clear 
evening. 

Cloudy  part  of  afternoon. 

Rain  10  a.m.  to  2  p.m.,  0.28, 
and  misty  and  foggy  rest 
of  day. 

Cleared  7:30  A.  M. 
Clouded  over  8  A.  M.;  light 
sprinkles  during  evening. 

—  0.43 Rain  till  11:30   A.  M.,   0.43, 

and  misty  rest  of  day. 

-1.52 No  ice  crop  gathered    this 

season. 


S.  E.,  N.  E.- !0.28  -- 
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March,   1890. 


Weather. 


Prevailing 
Wind. 


-0    . 

s  - 

c 

c 

03-" 

x& 

c 
op 

S  2 


7  12 

8  18 
9.  21 

10  23 

11  37 

12  42.' 

13  55 
14;  41 

15  36 


S  16  25 

17  25 

18  35 

19  30 


20  21 

21  38 

22  42 
S  23  40 

24  32 

25  36* 

26  50" 

27  37 

28  38 

29  35  J 
S  30  35 


Rain  _- 
!  Cloudy 
Clear  .. 


Cloudy 


Clear  -  - 


"     __  Cloudy 
J  Snow         « 
t  Sleet 

Clear--  Clear  — 
Cloudv 


Clear  — 

Rain  — 

Cloudy 
Clear  -  - 
Rain  — 
Rain  \ 
Snow  J 


Clear  .. 
Cloudy 


32    Snow . 


Cloudy 


Clear -. 
Cloudy 
Rain  -- 

Cloudy 


Clear  - - 


Snow  -  - 


N.  W.,  N.  —  0.31 Rain   till   11   A.    M.,  0.31  ; 

snow  squall  9:30  p.  M. 
N.,  N.  E Clear  10  to  11  A.  M  ;    snow 

5:30  p.  M. 
N.  W.,  W.  -  —  3.50  Snow  before  day,  3.50  ;   first 

snow  without  rain. 

All  points   _- Cloudy  part  of  afternoon. 

N.  W. Clouded  over  3  p   M. 

N.  E.,  N.  —  0.72; .  ...  Snow  and  sleet  till  9  A.  M., 
-T  ™  and  snow  till  noon,  0.72. 

N.  E Clear  part  of  morning. 

JST.  W.,  W.-    —  .... 

S.  W — - 

S.  E.,   S.  W.  .  0.49 Rain  till  11  a.m.,  0.41  ;  part 

of  afternoon,  0.08. 

Cleared  9  a.  m. 

Rain  6  p.  m. 


S.   W 

S.W.,N.,N.  E. 
N.  E 


N.  W 1.15 


N.  W 

S.   W 

S.    W 

N.  E.,  N.W. 


42    Foggy -i  Cloudy  S.    W 

49        "     -|       "       S.  W.,  W.  - 
46.1  Rain  -  Rain  ..  N.  E.,  N.  W. 


43  Cloudy 

44  Clear  — 
53.!  Cloudy 
56         " 

51  Clear - 
44    Show'rs 


Clear -N.W. 


41    Clear  __ 

Clear-.; 

45   Snow  .- 

(t 

40    Cloudy 

Snow 

"     -  N.  VV 

Cloudv   S.,  S.  E 

Clear  -  S.  W.,  N.  W. 

Cloudy   N.W 

all  day.N.E 

N.  W 


s. 

W, 

N. 

w. 

0.16 

N 

w. 

!    S 

w. 

0.30 
7.04 

Rain  till  7  A.  M.,  and  then 
snow  till  noon,  1.15; 
cleared  4  p.  M. 

Cloudy  part  of  afternoon. 
Cloudy  part  of  afternoon. 
.--  Cleared  8  A.  M. 
Snow  till  4  p.  it. ;  cleared  7 

P.  M. ;  greatest  snow  since 

March,  1888. 

Cl'rd  8  a.m.  ;  clouded  3  P.M. 

Rain  before  day,  0.24;  part 

A.M.,  0.03  ;  clear  part  ev'g. 

Rain  before  day,  1.68  ;  cl'rd 

8:30  a.m.;  cloudy  part  P.M. 

Cloudy  evening 

Rain  10  A.  M.  to  noon,  0.02. 

Rain  before  day,  0.11  ;clear- 

ed  8  A.  M. 

Thunder     showers    during 

day ;  clear  part  of    ev'g. 
Cloudy  10  a.  m.  to  5  p.  M., 

with  snow  squalls. 
Snow  till  7  a.m.,  0.15  ;  clear  . 

part  of  A.M.,  snow  squalls 

during  day.  0.01. 

Clear  part  of  a.m.  ;    snow  4 

p  M.  to  midnight,  0.30. 

3.50 
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April,   i8go. 


Ther- 

mometer. 

j 

ni 

%. 

j- 

Morn- 

After- 

P 

J 

X 

Wind. 


HI 


1 

32 

45 

Clear  - 

Clear  - 

2 

32.1 

52*     "     -1     "     . 

3 

37 

64  !     "     —      "     - 

4 

53 

5S.J  Cloudy   Kain  — 

5 

42 

52* 

Clear--  Clear  — 

S    6 

36 

57 

"     _ 

" 

7 

48 

64 

Cloudy 

8 

40 

51 

Clear  - - 

Rain  — 

9 

42 

47 

Rain  -- 

Cloudy 

10 

44 

561 

Cloudy 

Clear  — 

11 

38 

52 

Clear  — 

12 

41  J,    64 

"     _ 

"     — 

S  13 

45 

78 

"     _- 

14 

53 

701 

"    - 

IS 

461 

57 

"     „  Hazy  — 

16 

40 

59 

"     _ 

Clear - 

17 

41 

64 

" 

" 

18 

44 

59 

" 

"     _ 

19 

33.1 

52 

"     _ 

"     _ 

s  -?,n 

39 

61 

"     . 

"     _ 

?A 

42.1 

68 

" 

"     _ 

22 

49 

70 

" 

"     _ 

23 

45 

754 

"     ._ 

Hazy  _  _ 

24 

58 

691 

- 

Rain  — 

25 

46 

50 

Rain  — 

Cloudy 

26 

m 

481 

Cloudy    Rain  -- 

S  27 

44 

58 

"        Cloudy 

28 

47 

61 

» 

Clear  — 

N.  W Cleared  6:45  A.  M. 

N.  W.,  S.W 

S.  W— 

s.  w.~ 


.N 

S.W 

S.  W.,  N.— 


E.,  S.  E. 


S.  W.,  N.  W. 


N.  W 

S.  W.,  S.  E- 
|N.  W 

Js.W.,  S.  E.- 


29  43J 

30  47 


62* 


0.53 Rain  7:30  A.  M.  to   3  P.  M., 

0.53;  clear  evening. 

j Cloudy  evening. 

0.15 Light  sprinkles  in  morning; 

shower  1:40  p.  M.,  0.15. 
0.14 Clouded  over  9   a.m.;   rain 

11  A.  M.  to  3   p.  M.,   0.14; 

misty  evening. 
Thunder  showers  2    to   4  A. 

M.,  0.57;  part  of  morning, 

0.01;  part  of  even'g,  0.06. 
Cleared  6:45   A.  M.;   cloudy 

part  of  afternoon. 


0.64 


N. 

N.  E.,  S.  W 
S.  W 

N.  E.,N  — 

N.  E... I-. 

All   points. —  i  — 

N.  W 

N.  W.,  S. - 

S.W - 

S.  W 0.06 


N.  E 0.31 

N.  E,  E 

N.E.,S.,N.W.  0.46 


Clear - 


72J  Cloudy 


All  points.. 

S.  E 

S.  W.,S.- 


Cloudy    part     of    evening, 

with  rain,  0.06 
Cloudy  3  to  8  p.  M.;  cherries 

flowered. 
Clear  evening. 


Hazy  part  of  afternoon. 

Foggy  morn'g;  cloudy  eve'g. 

Cloudy  part  of  morning;  rain 

from  12  to  6   P.  M.,  0.06; 
cloudy  evening. 

Rain  till  1  p.m.,  0.31;  clear 

evening. 
Clear  part  of  morning;    rain 

10  A.  M. 
Rain      before     day,     0.40; 

showery  evening,  0.06. 
Cleared  7  A.  M. 
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Table  of  rain-fall  at  New  Brunswick,  N.  J.,  for  thirty-six  years, 

records  of  Prof.  Geo.  H.  Cook;  and  from  April,  186  2, 

of  P.   Vanderbilt   Spader,  northwest 


Month. 

1854. 

1855. 

1856. 

1857. 

1858. 

1859. 

1860. 

January 

2.00 
4.83 
1.16 
9.22 
4.12 
3.65 
3.63 
1.48 
2.67 
1.70 
3.21 
2.39 

3.05 
2.51 
1.80 
2.21 
3.54 
4.83 
3.17 
2.48 
2.66 
3.84 
2.48 
5.81 

3.73 
0.79 
3.01 
3.76 
3.24 
1.83 
1.92 
6.03 
4.71 
0.90 
2.98 
3.17 

3.48 
1.18 
0.97 
6.24 
5.10 
3.71 
4.20 
6.16 
3.35 
3.91 
0.00 
5.93 

3.30 
1.91 
1.90 
4.01 
4.S0 
0.24 
2.85 
3.00 
1.54 
2.01 
3.56 
4.23 

4.43 
3.23 
6.04 
4.56 
1.82 
4.68 
3.47 
4.88 
7.20 
1.81 
•3.58 
3.97 

2.61 

May 

5.63 

40.05 

38.38 

36.07 

44.23 

33.35 

49.67 

46.06 
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from  January,  1854,  to  March,  1862,  eight  years,  taken  from  the 
to  April,  1800,  twenty-eight  years,  from  the  records 
corner  of  George  and  Church  streets. 


1861. 

1862. 

1863. 

1864. 

1S65. 

1S66. 

1867. 

1868. 

1869. 

1870. 

1871. 

1872. 

3.81 

5.37 

3.84 

2.73 

3.54 

1.74 

1.97 

3.88 

3.49 

4.53 

4.12 

1.70 

1.92 

•2.63 

4.25 

0.34 

4.73 

5.04 

6.01 

2.20 

5.84 

4.88 

3.77 

1.66 

3.50 

3.70 

5.35 

4.19 

4.26 

2.24 

4.76 

2.05 

4.37 

4.36 

5.09 

4.19 

5.05 

3.93 

6.60 

4.24 

3.99 

3.20 

2.16 

4.99 

1.62 

5.87 

3.22 

2.15 

5.52 

2.33 

3.77 

6.08 

6.24 

4.50 

6.45 

7.57 

5.18 

3.15 

3.50 

2.45 

2.52 

7.10 

2.46 

2.12 

2.31 

3.10 

11.42 

6.41 

5.57 

5.91 

5.90 

3.8.5 

1.2B 

5.80 

10.59 

1.65 

7.10 

.  3.23 

5.50 

6.26 

3.61 

4.66 

8.91 

8.97 

3.04 

1.29 

4.08 

3.37 

3.21 

7.80 

9.20 

3.55 

0.70 

6.70 

9.25 

7.12 

2.41 

3.10 

1.13 

4.67 

2.72 

5.47 

0.44 

7.59 

2.34 

3.08 

2.39 

3.01 

2.59 

5.21 

3.26 

1.71 

4.62 

3.88 

4.60 

1.34 

8.53- 

5.60 

5.51 

4.09 

8.77 

5.61 

2.42 

5.04 

2.57 

2.82 

2.06 

4.94 

3.76 

1.91 

4.19 

4.04 

1.90 

1.22 

4.75 

4.20 

5.94 

3.58 

1.99 

3.32 

4.86 

2.34 

2.31 

4.70 

42.29 

47.29 

52.50 

40.84 

51.23 

46.59 

56.56 

54.111 

50.37 

52.99 

58.16 

47.93 
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Table  of  rain-fall  at  New  Brunswick,  N.  J.,  for  thirty-six  years, 

records  of  Prof.  Geo.  H.  Cook;  and  from  April,  1862,  to 

P.  Vanderbilt  Spader,  northwest  corner 


January 

February 

March  

April  

May 

June 

July  

August 

September  

October 

November 

December 

Total  tor  the  year 


5.33 

4.33 

3.64 

1.21 

3.70 

4.01 

2.81 

4.72 

2.90 

3.81 

5.07 

1.68 

3.66 

2.06 

■2.39 

2.06 

4.30 

7.51 

6.35 

3.39 

3.66 

5.12 

8.25 

2.84 

2.59 

3.38 

1.38 

4.90 

4.26 

1.85 

1.77 

2.93 

0.99 

5.71 

2.85 

3.88 

3.05 

4.56 

1.91 

4.49 

4.34 

5.10 

9.47 

4.02 

3.94 

1.70 

4.60 

6.23 

5.16 

10.70 

2.35 

8.08 

1.08 

4.85 

3.02 

7.30 

3.59 

8.61 

2.19 

5.82 

1.94 

2.22 

2.00 

4.65 

2.66 

2.62 

1.54 

6.83 

3.42 

0.27 

4.36 

2.44 

4.37 

5.45 

7.29 

3.65 

2.13 

2.40 

2.78 

2.77 

2.62 

1.19 

5.43 

5.34 

45.30   i     44.89        39.43        47.29        46.36      43.58 
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from  January,  1854,  to  March,  1862,  eight  years,  taken  from  the 
April,  1890,  twenty-eight  years,  from  the  records  of 
of  George  and  Church  streets — Concluded. 


1 
> 

1880. 

1881. 

1882. 

1883. 

1884. 

1885. 

1886. 

1887. 

1888. 

1889. 

3 

c 
o 
S 

2.20 

6.22 

5.49 

3.71 

5.63 

3.72 

4.16 

4.74 

5.22 

6.43 

3.77 

2.63 

5.11 

4.24 

4.67 

5.28 

4.93 

4.94 

6.15 

3.90 

2.38 

3.55 

4.87 

5.57 

2.62 

1.96 

4.23 

1.08 

3.95 

3.59 

5.43 

3.23 

3.62 

2.36 

0.55 

2.85 

4.03 

2.20 

2.14 

3.57 

3.31 

4.68 

4.97 

3.83 

0.67 

2.30 

5.29 

2.82 

3.17 

2.01 

5.30 

1.14 

5.25 

4.19 

3.82 

1.86 

5.88 

1.48 

5.24 

5.34 

1.67 

4.06 

6.28 

3.51 

3.38 

4.05 

8.83 

0.86 

3.04 

3.44 

4.80 

4.29 

4.61 

6.20 

2.66 

10.45 

4.83 

4.08 

1.73 

3.20 

4.40 

5.03 

5.30 

1.90 

7.34 

5.93 

5.01 

4.89 

1.81 

0.94 

15.52 

3.35 

0.37 

O.SO 

1.50 

3.07 

8.17 

7.83 

3.74 

2.10 

2.25 

1.42 

4.29 

3.16 

4.00 

2.48 

2.44 

5.55 

3.13 

3.36 

2.45 

3.13 

1.60 

1.49 

3.60 

4.04 

4.81 

2.30 

4.29 

8.49 

3.78 

3.32 

3.92 

1.91 

3.61 

5.63 

2.72 

3.73 

5.28 

4.41 

1.81 

3.58 

37.17 

38.46 

48.66 

43.01 

4S.44 

36.70 

45.01 

51.84 

59.00« 

61.30 

46.82 
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Table  of  Maxim  ion    and    Minimum    Temperature,    by    months,  at 
1S57—1890,  as  observed  by  P.  Vanderbilt  Spader, 


1S57.. 
1858. . 
1869. 
I860. . 
1861.. 


1863. 
1864. 
1865. 
I860. 


1868. 
1869. 


1671. 
1872. 


1871. 
1875. 
1876. 


1883. 
1884. 


1889. 
1890. 


JANUARY.        FEBRUARY. 


50 

3*? 

47 

- 11*? 

40*? 

4 

45 

7 

55*? 

13*) 

62*? 

15*? 

54 

5 

47*? 

8 

53*? 

-12 

65*? 

13 

39 

-9 

50*? 

12*S 

54*? 

49 

-1'.. 

50*; 

61*? 

11 

65 

39 

-6*; 

58*? 

48*? 

i 

54 

47 

5*? 

55 

45*? 

5 

59 

61*? 

7 

42 

50*? 

0 

62*? 

|     65*? 


61*? 
57*f 


57*f 

68 

60*? 


58*; 
66*; 

49*? 


a 

s 
8 

5 
Ji 
in', 


15*? 

19*; 


16*? 

is*; 


3*; 

12*? 
18*? 


77*? 

77*' 

70*? 

77 

77*? 

82*; 


76*? 
72*? 


31*? 
28*? 
32*? 
30*? 


24*? 
34*? 


81*? 
87*? 


38*? 
41*? 
37*? 


37*? 
35*; 
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New  Brunswick,  Neic  Jersey,  for  thirty-three  and  one-third  years, 
at  the  northwest  corner  of  George  and  Church  streets. 


JUNE. 

JULY. 

AUGUST. 

SEPTEMBER. 

OCTOBER. 

NOVEMBER. 

DECEMBER. 

T 

3 

a 

a 
S 

g 

5 

a 

as 

g 

3 

a 
i. 

s 

3 

g 

a: 

a 

3 

a 
'3 
§ 

B 

3 

a 

d 

S3 

a 

D 

a 

3 

g 

3 

a 

M 

a 

a" 

3 

a 

3 

s 

a" 

3 

a 

13 

a 

3 

a 

'3 

a 

3 

a 
v. 

as 

a 

3 

a 

85*? 

52 

85 

52*? 

89 

54*? 

so 

46 

70 

35 

74 

18 

58% 

14 

91 

51*? 

90*? 

58*? 

85 

49*? 

84 

40 

85 

33*? 

62% 

23% 

65 

13% 

89 

43 

90 

53*? 

89 

50 

77 

46*? 

73 

30 

66% 

30 

67 

6 

91 

53 

91 

56*? 

88 

55*? 

84 

41 

74 

34*? 

74% 

15 

52 

10 

85 

51*? 

91 

55 

90 

54 

82 

46*? 

85 

34 

64 

30 

61 

17% 

84 

47    * 

89 

55 

91*? 

51 

84 

45*? 

82 

34 

69 

27 

63 

7% 

88 

50 

84 

61 

90*? 

52*? 

80*? 

41 

75*? 

29*? 

66 

28% 

60 

10% 

95 

46*? 

90*? 

54*? 

92*? 

57*? 

77*? 

46 

72 

34*? 

68 

23 

59 

8 

88X 

57*? 

90 

55 

86*? 

49*? 

86 

46 

80 

33% 

68% 

26 

63 

14 

89 

54 

98 

56 

83 

49*? 

82*? 

45 

72*? 

34% 

67% 

24 

59% 

2 

83*? 

46 

88 

56 

83*? 

50 

81 

43*; 

75 

35 

69 

20 

48% 

4 

87 

51 

91*? 

64 

85*? 

56 

84*? 

43 

73 

30% 

66 

31 

44% 

8 

86*? 

48 

90*? 

57 

92*? 

51 

85*? 

41 

73*? 

31 

61 

25% 

57% 

10% 

91 

57 

92 

59*? 

89 

55*? 

83 

48*i 

75*? 

36% 

67% 

29 

54 

8% 

86*? 

55 

84*? 

55 

85 

55*? 

78 

41 

73 

35 

64 

17 

57 

1 

88*f 

51 

93*? 

64 

89 

57 

88 

49 

76 

38 

59 

18 

47 

% 

90 

50 

90*? 

60 

88 

58 

87 

45 

71*? 

32 

57% 

23% 

67 

20 

94 

53 

89*? 

59 

92 

53*? 

86*? 

50 

72 

36 

65% 

23 

49 

12% 

91*,' 

47*? 

90 

59 

83 

57 

87 

41 

72 

34 

60 

IS 

60 

5% 

92 

47 

96 

59 

90 

55 

87*? 

48*? 

72 

33% 

72 

31 

±7% 

5 

86*? 

54 

90*? 

62 

88*? 

61 

81 

48 

76 

39 

68 

26 

60 

24 

86 

50 

92 

63*? 

86*? 

56 

84 

43*? 

77 

36 

60 

28 

60 

15 

89*; 

51 

94*? 

59 

89*? 

55*? 

83 

40*? 

83*? 

28% 

71% 

18% 

61 

11 

90*; 

48*? 

89 

59 

88 

53 

87*; 

47*; 

76*? 

33% 

68 

14 

47 

-3% 

84*? 

50 

89*? 

61 

95 

57 

97*? 

51*? 

86*? 

35 

68 

26 

67 

22 

92*? 

52 

92 

56 

87*r 

54*? 

85 

48 

73 

42 

70 

21 

48% 

11 

87 

51*? 

91 

57 

86*; 

53 

81 

43 

79 

34% 

68 

21% 

55 

2 

so 

45 

88*? 

59 

89*? 

51 

90 

47 

79 

33 

64 

23 

63 

2% 

90 

50*? 

94 

56*? 

88*? 

50*? 

83 

44 

75 

36 

70% 

28 

60 

15 

79*? 

53 

90*? 

56*? 

86*? 

54*? 

85*? 

47*? 

77 

30% 

68 

27 

53 

10 

88 

51 

94*? 

65*? 

85*? 

53 

82*? 

41 

75 

30% 

66 

26 

57% 

13% 

93 

52 

88*? 

56 

91*? 

54 

78*? 

42 

65*? 

35 

70% 

17 

56 

12 

S7 

52 

87 

57 

83 

55 

84 

47 

72*? 

33 

65 


27 

65 

15 
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